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PREFACE 

The  aim  of  the  author  in  writing  this  book  on  Surveying  has  been 
to  present  the  subject  in  such  a  form  as  will  be  useful  to  students  of 
Civil  Engineering  at  Universities  and  Technical  Colleges ;  to  students 
who  are  studying  for  such  examinations  as  the  external  examinations 
of  the  University  of  London,  and  those  held  by  the  Institution  of 
Civil  Engineers,  the  Surveyors'  Institution,  etc.;  and  to  Civil 
Engineers  and  Surveyors  who  are  already  in  practice. 

The  author  has  had  considerable  experience  both  in  the  practice 
and  in  the  teaching  of  Surveying,  and  the  book  is  an  amplification 
of  his  lecture  notes. 

The  calculus  has  been  used  where  necessary  throughout  the 
work — particularly  in  the  investigation  of  errors — a  side  of  the 
subject  which  is  of  considerable  importance,  and  which  the  author 
has  endeavoured  to  keep  before  the  reader's  mind  throughout 

It  is  hoped,  however,  that  those  Surveyors  and  Surveying 
Students  who  have  not  studied  calculus  methods  will  also  find  in 
the  book  a  very  considerable  amount  of  information  that  will  be 
useful  to  them. 

It  should  be  unnecessary  to  point  out  that  a  thorough  knowledge 
of  Surveying  cannot  be  obtained  from  a  text-book  alone,  since  it 
is  essential  that  the  student  should  do  a  considerable  amount  of 
practical  work.  It  is  only  by  the  actual  handling  of  the  various 
instruments  that  an  efficient  "  working  knowledge  "  of  the  subject 
can  be  obtained. 

The  reader  is  advised  to  work  through  the  various  examples 
given  at  the  end  of  each  chapter,  as  in  many  cases  these  have  been 
chosen  to  emphasise  points  not  elaborated  in  the  text. 

By  the  kind  permission  of  the  authorities  concerned,  many  of 
these  examples  are  taken  from  the  examination  papers  of  the 
University  of  London  (U.  of  L.),  the  University  of  Birmingham 
(U.  of  B.),  and  the  Institution  of  Civil  Engineers  (I.C.E.) ;  others 
are  original 
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Chapter  I 
CHAIN  SUEVEYING 

Surreying  is  the  art  of  determining  the  relative  positions  of  distinc- 
tive features  on  portions  of  the  earth's  surface. 

Generally,  this  term  includes  Levelling — i,e,  the  determination 
of  the  relative  heights  of  different  positions  and  objects — though  not 
infrequently  Surveying  and  Levelling  are  considered  as  (Ustinct 
opeTations. 

The  ''  plotting  "  of  plans  and  sections,  the  calculation  of  areas 
and  volumes,  the  setting  out  of  proposed  "  works,"  and  the  deter- 
mination of  latitude  and  longitude,  etc.,  are  also  included  among  a 
Surveyor's  duties. 

The  object  of  a  survey  may  be  the  preparation  of  a  plan  or  map, 
and  in  this  case  a  representation  of  the  horizontal  projection  of  the 
area  is  usually  required — ^not  a  representation  of  the  actual  area — 
as  it  is  obvious  that  the  relative  positions  of  aU  points  on  the  different 
slopes  of  a  hill,  for  instance,  cannot  be  correctly  represented  on  a 
single  plane  siurface.  Thus,  on  a  plan,  horizontal  distances  are 
shown,  though  a  more  or  less  correct  representation  of  vertical  dis- 
tances may  be  made  by  the  use  of  contour  lines,  hachures,  or  some 
other  of  the  methods  described  later. 

Vertical  distances,  however,  are  more  correctly  shown  by  means 
of  sections. 

A  plan  is  not  invariably  required,  for  if  areas  or  volumes  only  are 
wanted,  they  may  often  be  calculated  direct  from  the  field  book. 

Classification. — Surveys  may  be  classified  under  headings  which 
define  the  use  or  purpose  of  the  resulting  maps  : 

Thus  Topographical  Surveys  are  made  to  determine  the  natural 
features  of  a  country,  such  as  rivers  and  streams,  lakes,  woods,  hills, 
etc.;  and  such  artificial  features  as  roads,  railways,  canals,  towns, 
and  villages. 

Cadastral  Surveys  are  usually  plotted  to  a  larger  scale  than  topo- 
graphical surveys,  and  determine  additional  detail,  such  as  the 
boundaries  of  fields,  houses,  and  other  property. 

(Geodetic  Surveys  are  conducted  with  a  very  high  degree  of  accuracy 
to  furnish  data  concerning  the  size  and  shape  of  the  earth,  or  to  locate 
the  positions  of  widely  distant  points  which  shall  afterwards  act  as 
control  points  for  less  accurate  surveys. 
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.'  .:;.:*:  ^iiKlnMrliijr.  Surveys  are  undertaken  for  the  determination  of 
'•  •*  •  qualititres  -or  to -afford  sufficient  data  for  the  designing  of  engineering 
works,  such  as  roads  and  reservoirs,  or  those  connected  with  sewage 
disposal  or  water  supply. 

Bailway  Surveys  in  connection  with  proposed  railway  schemes  are 
of  several  classes — ^Bough  Exploratory  or  Beconnaissance  Surveys 
to  choose  possible  routes ;  Preliminary  Surveys  to  obtain  sufficient 
data  to  enable  the  best  route  to  be  chosen  and  laid  down  definitely  on 
the  plan  ;  Location  Surveys  to  set  out  the  adopted  line  on  the  ground 
and  to  obtain  all  the  necessary  data  for  quantities,  etc. 

(Geographical  and  Exploratory  Survejrs,  Military  Surveys,  Geological 
and  Magnetic  Surveys  are  other  tjrpes,  each  with  a  purpose  of  its  own. 
An  alternative  classification  may  be  based  upon  the  instruments 
or  methods  employed,  the  chief  types  being 

(a)  Chain  Surveys, 
(6)  Theodolite  Surveys, 

(c)  Traverse  Survejrs — closed  or  unclosed, 

(d)  Triangulation  Surveys, 
(c)  Tacheometric  Surveys, 
(/)  Plane  Table  Surveys, 

(g)  Marine  or  Hydrographic  Surveys,  and 
(h)  Photographic  Surveys. 


Chain  Survbyino 

The  simplest  of  these  is  the  "  Chain  Survey,"  but  this  is  only 
suitable  for  moderately  small  areas.  The  chief  appliances  used  are 
the  chain,  tape,  arrows,  ranging  rods,  o&et  staff,  and  occasionally  a 
cross  staff,  optical  square,  box-sextant,  or  prismatic  compass. 

The  Chain  is  generally  divided  into  100  links,  sometimes  into  60 — 

but  there  are  several  varieties 
and  lengths  in  ordinary  use. 

The  links  are  composed  of 
lengths  of  iron  or  steel  wire, 
and — except  at  the  centre  of 
the  chain,  and  at  the  25th  link 
from  each  end,  where  swivel 
Fio.  1.— C!hain  and  Arrows.  joints  (S,  Fig.  2)  are  provided 

— these  are  connected  at  their 
extremities  by  three  small  oval  rings,  preferably  welded.  At  every 
10th  link  from  each  end  of  the  chain  a  brass  tag  or  teller  is  fastened 
to  the  small  central  connecting  ring.  The  teller  which  has 
only  one  point  indicates  ten  links  from  either  end  of  the  chain — i.e, 
the  10th  or  the  90th  link  measuring  in  the  same  direction ;  that  with 
two  points  marks  the  20th  or  the  80th  link ;  three  points  indicate  the 
30th  or  the  70th  link  ;  four  points  the  40th  or  the  60th  link  ;  and  a 
circular  tag  the  centre  of  the  chain. 

The  brass  tellers  are  sometimes  designed  to  be  inserted  in  the 
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length  of  the  chain,  but  though  less  liable  to  catch  in  hedges,  etc.,  they 
are  perhaps  hardly  as  distinctive  as  the  usual  type. 

The  ends  of  the  chain  aie  furnished  with  brass  handles  attached  by 


Via.  2.— Btam  TelIeT& 

means  of  swivel  joints,  and  the  length  of  100  links  is  measured  from 
the  outside  of  one  handle  to  the  outside  of  the  other. 

The  Onntet's  chain — so  named  after  its  inventor — is  generally 
used  by  the  Land  Surveyor.  It  is  66  ft.  in  length,  each  link  measuring 
7'92',  and  is  very  convenient  when  it  is  required  to  calculate 
areas  in  acres  and  decimals  of  an  acre,  since  10  sq.  chains  =  1  acre : 
also  when  linear  dimensions  are  required  in  miles  and  furlongs,  since 
10  chains  =  1  furlong  and  80  chains  =  1  mile.  When  the  term  "  chain  " 
or  "  link  "  ia  used  in  a  general  sense,  without  reference  to  any  particular 
unit  of  measurementi  the  Gunter's  chain  is  inferred. 

The  Engineer's  chain  is  100  ft.  long,  each  link  being  1  ft.  in  length. 
It  is  heavier  than  the  Gunter's  chain,  but  being  longer  does  not  need 
to  be  laid  down  so  frequently  in  the  measurement  of  a  definite  distance ; 
tor  this  reason  there  is  less  liability  to  error  from  the  inaccurate  marking 
of  the  ends  of  the  chain.  Again,  as  the  levelling  stafi  is  usually 
graduated  in  feet  and  decimal  parts  of  a  foot,  this  chain  is  more  con- 
venient than  the  66  ft.  chain  when  used  in  connection  with  levelling 
or  tacheometric  operations.  In  monicipal  work,  too,  the  100  ft.  chain 
is  employed,  as,  in  this  case,  dimensions  are  required  to  be  expressed 
in  yards,  feet,  and  inches. 

Metre  chains  are  also  in  use,  the  commonest  lengths  being  10,  20, 
and  25  metres.  They  are  subdivided  into  one-fifth  parts  of  a  metre 
and  tallied  at  every  two  metres  from  each  end. 

A  Steel  Band  chain  (Fig.  3)  J*  or  |'  wide,  or  even  less,  wound  on 
a  steel  cross,  is  sometimes  used  for  more  ac- 
curate work,  as  unlike  the  ordinary  chain,  which 
stretches  by  continual  use,  it  is  practically  un- 
alterable in  length ;  but  since  much  more  care 
has  to  be  taken  over  its  manipulation  and 
preservation,  and  since  the  readings  are  not 
neariy  so  distinct,  a  chain  is  preferable  for  all 
ordinary  work. 

Tapes  of  steel  or  hnen  are  nsed  for  subsidiary       ^.j^  3  —steel  Band 
measurements.    They  are  generally  33,  50,  66,  '   ' 

or  100  ft.  in  length,  and  are  graduated  in  feet  and  inches  on  one 
side,  and  in  links  on  the  nveree. 


The  Oftet  Staff  is  a  round,  wooden  rod,  10  links  long,  painted  in 
two  or  three  coIoutb  (red,  black,  and  white)  to  show  1  link  Tengths,  as  in 
Fig.  4.     It  is  fitted  with  an  iron  shoe  and  eometimes  also  with  a  brass 


Fio.  4.— OffBBt  Staff, 

hook  for  dragging  the  chain  throagh  a  hedge  or  other  awkward  place. 
Occasionally  it  is  jointed  at  the  centre.  It  is  used  for  measuring 
short  diatances — or  oftsets — from  the  chain  line  to  objects  near. 

Banging  Bods  are  similar  rods,  6, 8,  or  10  ft.  long,  painted  in  two  or 
three  colours,  and  shod  with  iron  shoes.  They  are  used  to  mark 
station  or  other  points  in  a  survey,  so  that  straight  lines  may  be  ranged 
out  over  the  ground  and  chained  if  necessary.  If  the  painted  divisions 
are  in  feet  or  bnk  lengths,  the  rods  may  be  used  as  omet  staves. 

Whites  are  small  pieces  of  cleft  stick,  cut  from  the  hedges,  and 
carrying  slips  of  paper  to  enable  them  to  be  easily  distinguished.     They 
are  used  to  assist  in  ranging  out  lines, 
and  render  unnecessary  a  large  number 
of  ranging  rods. 

Arrows  are  iron  or  steel  pins  (Fig.  1) 
15"  to  24'  in  length,  sold  in  sets  of  10, 
and  used  to  mark  the  end  of  each  chain 
length  when  measuring  a  long  line. 

The  Cross  Staff  is  a  small  instrument, 
2J'  to  i'  across,  and  is  used  to  set  out 
right  angles  in  the  field,  particularly  in 
the  case  of  offsets  which  are  too  long  to 
allow  of  their  direction  being  judged  by 
the  eye  alone.  There  are  several  forms  in  common  use,  such  as  those 
by  Stanley  shown  in  Figs.  6  and  6,  which  fit  on  to  a  short  Iron-shod 
stafi.  The  four  vertical  arms  in  Fig.  5  and  the  eight  faces  in  Fig.  6 
are  provided  with  vertical  slits  or  hair  lines.  The  rod  is  held  verti- 
cally over  a  point  on  the  chain 
line,  and  the  instrument  turned 
until  the  line  of  sight  through  one 
pair  of  opposite  ^ts  is  along  the 
chain  line.  Then  the  line  of  sight 
through  the  two  other  slita  (in 
Fig.  5)  is  at  right  angles  to  this, 

and  a  ranging  rod  may  be  directed  Fm.  7.— Optiwl  Square. 

into    a    convenient   position    for 

marking  it.  With  the  octagonal  type,  angles  of  45°  or  90°  may  be 
set  out. 

The  point  on  the  chain  line  where  falls  the  perpendicular  from  any 
definite  object  may  easily  be  found  by  a  few  trials. 

The  Optical  Sqnaxs  is  used  for  the  same  purpose  as  a  cross  staff.    It 


Fio.  6.  FiQ.  6. 

The  CnMB-Staff. 
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usually  consists  of  a  small  cylindrical  box  about  V  in  diameter,  in  which 
are  fitted  two  mirrors  at  right  angles  to  the  plane  of  the  instrument. 

Fig.  7  gives  a  general  view  of  the  instrument  as  made  by  Hailing, 
and  Fig.  8  as  made  by  Steward,  while  Fig.  9  is  a  diagrammatic  view 
showing  the  mirrors. 

E  represents  the  position  of  the  eye,  and  the  object  at  C  can  be 
observed  through  small  apertures  in  the  sides  of  the  box,  and  through 


FiQ.  8. — Optical  Square. 
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Fig.  9. — ^Principle  of  Optical  Square. 
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the  lower  unsilvered  part  of  the  mirror  A.  Usually  EC  would  lie  along 
the  chain  line  and  C  would  be  the  pole,  towards  which  the  chain  line  was 
being  ranged.  An  object  D  approximately  at  right  angles  to  EC 
would  be  seen  in  the  top  silvered  portion  of  the  mirror  A,  after  reflec- 
tion from  the  other  mirror  B.  When  the  angle  DOC  is  exactly  90°, 
the  image  of  D  would  be  immediately  above  that  of  C  (Fig.  10  a), 
the  rays  being  as  shown  in  full  lines  in  Fig.  9.  When,  however,  D^OC  is 
not  quite  a  right  angle  D^  would  appear 
to  one  side  of  C  (Fig.  10  6),  the  rays 
being  as  shown  in  dotted  lines  in  Fig.  9. 

H  D  is  a  fixed  point  and  it  is  required 
to  find  where  the  perpendicular  from 
this  cuts  the  chain  line,  the  instrument 
would  be  held  to  the  eye  while  the  Sur- 
veyor walked  along  the  chain  line  to- 
wards C.  When  the  two  images  appeared  in  the  same  vertical 
line,  the  point  immediately  below  the  instrument  would  be  the  foot 
of  the  perpendicular  required. 

The  optical  square  is  a  special  case  of  the  box  sextant,  and  its 
theory  will  be  dealt  with  later.  Like  that  instrument,  too,  it  must  be 
kept  horizontal  when  observations  are  being  made  so  that  its  use  is 
restricted  to  moderately  level  ground. 

To  test  if  the  instrument  is  in  correct  adjustment,  range  out  a 
straight  line  (Fig.  11)  upon  fairly  level  ground,  and  by  standing  at  any 


a. 


b. 


Fio.  10. — Optical  Square. 
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point  B  on  this,  and  looking  towards  A,  direct  a  stafE  man  at  D  to  the 

right  or  left  until  the  image  of  the  pole  he  is 

'A    holding  coincides  with  the  pole  A  seen  by 

direct  vision  in  the  lower  part  of  the  glass. 
Now  hold  the  instrument  upside  down,  look 
along  the  line  BC  towards  C,  and  set  out  a 
point  D^  at  right  angles  to  BC.  If  the  mirrors 
in  the  instrument  are  in  their  true  positions, 
B,  D,  and  D^  should  be  in  line,  i.e.  the  two 
perpendiculars  BD  and  BD^  should  coincide. 

If  D  and  D^  do  not  coincide,  but  the  angles  ABD  and  CBD^  overlap, 
then  the  angle  between  the  mirrors  is  too  large,  i.e.  is  greater  than  45" . 
If  D  and  Dj  do  not  coincide,  and  the  angles  do  not  overlap,  as  in  Fig.  11, 
the  angle  between  the  mirrors  is  too  small.  In  some  instruments 
the  mirrors  are  permanently  fixed  by  the  maker,  and  so  cannot  be 
easily  adjusted :  in  other  forms  a  special  key  is  provided  by  means  of 
which  one  mirror  may  be  rotated  relatively  to  tie  other  as  explained 
on  p.  72  for  the  box  sextant. 

The  Adjustment  of  the  Chain. — To  unfold  the  chain,  the  two  handles 
are  grasped  in  the  left  hand  and  a  few  pairs  of  links  unfolded.  The 
remainder  of  the  chain  is  then  taken  in  the  right  hand  and  thrown 
forward.  The  50  tally  is  found  and  held  by  an  assistant,  and  the  two 
lengths  separated,  after  which  one  handle  is  taken  ahead  and  the 
chain  stretched  into  line  ready  for  use. 

To  fold  up  the  chain  after  use,  the  two  halves  are  brought  to  lie 
alongside  each  other  so  that  the  two  handles  come  together.  The 
f oldmg  is  commenced  at  the  50  tally.  The  first  two  pairs  of  links  from 
this  point  are  folded  across  the  left  hand,  then  by  grasping  the  end  of 
the  fourth  pair  with  the  right  hand  the  next  two  pairs  are  folded  and 
laid  diagonally  across  the  first  set,  and  by  a  continuation  of  this  process 
the  chain  is  neatly  folded  into  a  wheatsheaf  bundle  as  in  Fig.  1. 

Before  the  chain  is  used  on  a  survey,  any  bent  links  should  be 
straightened,  and  the  length  of  the  chain  compared  with  that  of  a 
standard  chain,  or  with  some  other  permanent  standard  distance 
previously  marked  out,  e.g.  on  a  curb  or  on  the  plinth  of  a  building. 

If  the  chain  is  found  to  be  too  long  after  all  the  bent  links  have 
been  straightened,  it  may  be  adjusted — 

(a)  By  closing  up  any  of  the  joints  of  the  small  connecting  rings 
that  may  have  opened — especially  if  these  are  not  brazed. 

(6)  By  hammering  back  to  shape,  and  so  shortening,  a  number  of 
the  small  rings  that  may  have  become  elongated  with  the  continual 
strain. 

(c)  By  replacing  some  of  the  worn  rings  by  smaller  new  rings. 

(d)  By  removing  altogether,  if  necessary,  one  or  more  whole  rings. 
The  adjustment  should  be  made  as  evenly  as  possible  along  the 

whole  length  of  the  chain,  so  that  fractional  parts  as  well  as  the 
whole  chain  shall  be  restored  as  nearly  as  is  practicable  to  the  correct 
length. 

If  the  chain  is  found  to  be  too  short,  it  is  probably  due  to  the 
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fact  that  some  of  the  longer  links  are  bent,  and  consequently  the 
length  may  be  adjusted  by  straightening  these.  If  the  length  is 
still  found  to  be  below  the  standard,  e,g,  if  the  chain  has  been  over- 
collected when  too  long,  it  may  be  lengthened  by  flattening  some  of  the 
small  connecting  rings,  or  by  replacing  a  few  of  these  by  larger  sizes, 
or  if  necessary  by  inserting  one  or  more  new  rings. 

The  Principle  of  a  Ohain  Survey  lies  in  the  provision  of  a  skeleton 
framework  of  straight  lines,  that  can  be  plotted  to  scale,  when  the 
lengths  of  these  lines  are  determined. 

To  enable  this  to  be  done  the  framework  must  consist  essentially 
of  triangles,  as  a  triangle  is  the  only  simple  plane  figure  enclosed  by 
straight  lines  which  can  be  plotted  from  the  lengths  of  its  sides  alone. 
Thus,  a  the  four  sides  of  a  figure  ABCD  (Fig.  12)  are  known,  the  figure 
can  only  be  plotted — unless  the  magnitude  of  one  of  the  angles  is  known 
— ^by  dividing  it  into  two  triangles 
by  a  diagonal  AC  or  BD,  whose 
length  has  previously  been  deter- 
mined, or  by  a  measured  tie  line 
such  as  bd,  which  is  equivalent  in 
efEect  to  BD,  because  it  fixes  the 
points  B  and  D.  But  it  is  advis- 
able to  have  some  check  upon  the 
accuracy  of  the  framework,  and 
this  is  furnished  by  obtaining  the 
lengths  of  a  few  more  lines  than 
are  absolutely  necessary  for  the  Fig.  12. 

plotting  alone,  and  ascertaining 

that  they  agree  with  the  scaled  lengths  on  the  plan.  Thus,  in 
Fig  12,  if  the  lengths  of  AB,  BC,  CD,  DA,  and  BD  are  known,  the 
quadrilateral  can  be  plotted,  but  mistakes  in  any  of  the  lines  would 
be  undetected  unless  large  enough  to  very  materially  alter  the  shape  of 
the  figure,  or  to  cause  two  sides  of  one  of  the  triangles  to  appear  less 
than  the  third  side,  when  the  work  could  not  be  plotted.  A  check  line 
such  as  AC  would  therefore  be  advisable,  and  its  length  scaled  from 
the  plan  should  agree  with  its  length  measured  on  the  ground. 

The  exact  arrangement  of  chain  lines  to  be  adopted  for  any 
particular  survey  can  only  be  decided  upon  after  full  consideration 
of  the  peculiar  conditions  of  the  case.  The  best  arrangement  is  that 
which  enables  the  whole  of  the  required  data  to  be  obtained  with  the 
least  expenditure  of  time  and  labour  and  with  the  necessary  degree  of 
accuracy.    (Vide  Fig.  30  and  Example  1,  p.  43). 

Certain  broad  rules  may  be  observed,  but  otherwise  the  scheme 
depends  upon  the  judgment  and  skill  of  the  Surveyor. 

(1)  The  ground  should  first  of  all  be  inspected,  as  a  likely  scheme 
on  paper  wUl  often  be  found  faulty  or  impossible  on  the  ground,  e,g, 
on  account  of  thick  hedges,  trees,  and  other  obstacles. 

(2)  The  framework  should  contain  at  least  one  long  chain  line  which 
will  prevent  distortion  or  twisting  of  the  plan  when  plotting,  and  which 
will  serve  as  a  base  line  upon  which  the  whole  scheme  may  be  built. 
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(3)  A  sufficient  number  of  lines  should  be  measured  to  enable 
the  framework  to  be  plotted,  i.e.  the  system  should  virtually  be 
composed  of  triangles  as  explained  above.  These  triangles  should 
be  as  well  proportioned,  i.e.  as  nearly  equilateral,  as  the  conditions 
permit. 

(4)  A  few  extra  lines  should  be  skilfully  chosen  and  measured  to 
act  as  checks  and  tie  lines. 

(5)  As  many  as  possible  of  the  chain  lines,  including  the  check 
lines  and  ties,  should  run  sufficiently  near  to  the  hedges  to  enable  detail 
to  be  surveyed  with  a  Tninimnm  expenditure  of  time  and  trouble,  i.e. 
the  offsets  should  be  as  short  as  possible. 

(6)  The  lines  should  be  measured  in  such  order  as  to  prevent  as 
much  as  possible  any  useless  walking  between  stations. 

Method  of  Procednre. — The  general  scheme  having  been  decided 
upon,  the  station  points,  i.e.  the  angular  points  of  the  framework,  are 
fixed  on  the  ground  with  wooden  pegs,  and  a  key  plan  showing  the 
various  lines,  numbered  or  lettered,  is  sketched  in  the  field  book. 

Chaining  conmiences  from  one  of  these  points  and  is  carried  through- 
out all  the  lines  of  the  frame  as  continuously  as  possible. 

To  chain  a  line  at  least  two  persons  are  required,  but  frequently 
three  are  employed — the  Surveyor  himself,  who  does  the  reading  and 
booking,  the  "  leader,"  and  the  "  follower." 

The  direction  of  the  first  line  having  been  marked  out  by  means  of 
ranging  rods  (or  **  whites  "  if  necessary),  the  leader  taking  with  him 
the  ten  arrows,  drags  the  chain  ahead. 

The  follower  holds  the  rear  end  of  the  chain  at  the  station  point, 
and  by  movements  of  his  arm  directs  the  arrow  or  ranging  rod  held  by 
the  leader  for  the  purpose,  into  true  alignment.  The  leader  then 
pulls  the  chain  taut,  and  inserts  an  arrow  in  the  ground  to  mark  the 
end.  After  ascertaining  that  none  of  the  connecting  rings  are  knotted, 
measurements  are  taken  from  the  chain  line  to  any  objects  near  that 
are  to  be  surveyed,  and  these  measurements  are  termed  "  olGbets  " 
when  the  objects  lie  on  the  outer  side  of  the  chain,  and  "  insets  " 
when  they  lie  on  the  inner  side  (see  Fig.  30).  UsuaUy,  however,  the 
distances  are  called  o&ets,  irrespective  of  the  side  of  the  chain  on  which 
they  lie,  and  the  term  "  insets  "  is  avoided. 

As  already  mentioned  it  is  a  general  principle  that  these  subsidiary 
measurements  should  be  as  small  as  possible  without  undue  elaboration 
of  the  skeleton  framework,  the  limit  allowable  depending  upon  the 
scale  to  which  they  are  to  be  plotted. 

An  object  may  be  fixed  with  reference  to  the  chain  line  by  (a)  a 
single  offset  at  right  angles  to  the  chain  line ;  (6)  a  single  oblique 
ofibet  at  any  definite  angle,  other  than  90°,  to  the  chain  line  ;  (c)  two 
linear  measurements  from  different  points  on  the  chain,  forming  a 
small  triangle ;  or  (d)  two  angular  measurements  from  two  points  on 
the  chain. 

(a)  and  (c)  are  generally  employed  in  a  chain  survey,  the  latter 
for  the  more  important  points,  but  (6)  and  (d)  may  be  resorted  to  in 
exceptional  cases. 
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When  the  Surveyor  has  taken  any  offsets  that  he  requires,  either 
with  the  ofbet  staff  or  with  a  tape,  the  leader  again  pulls  on  the  chain, 
leaving  an  arrow  to  mark  the  position  of  the  end  of  the  first  length. 
The  follower  holds  the  rear  end  of  the  chain  against  this,  and  directs 
the  leader  into  alignment  as  before.  After  the  chain  has  been  pulled 
taut,  and  the  further  end  marked  by  the  second  arrow,  the  follower 
picks  up  the  first  and 
carries  it  with  him.  The 
number  of  arrows  in  the 
hand  of  the  follower  at 
any  time  should  thus  in- 
dicate the  number  of 
complete  chain  lengths 
measured.  After  10  chains 
have  been  laid  down,  the 
follower  hands  over  the  10 
arrows  to  the  leader  and 
the  same  procedure  is 
carried  out  for  the  next 
10  lengths. 

Field  Book.— The  field 
book  is  an  oblong  book 

hinged  at  the  narrow  edge  and  the  chain  is  represented  in  it  either 
by  one  or  by  two  red  or  blue  lines  ruled  down  the  centre  of  the 
length  of  each  page* 

The  booking  is  conmienced  at  the  bottom  of  the  end  page  and 
carried  continuously  through  the  book,  so  that  when  the  operator  in 
the  field  is  inserting  any  dimensions  the  chain  line  on  the  ground  and 
that  in  the  book  run  in  the  same  direction. 

Methods  of  booking  vary  consider- 
ably, but  approved  forms  of  field  notes 
will  be  found  on  pp.  20-22,  and  attention 
is  drawn  to  the  following  details. 

Station  points  are  sometimes  lettered 
or  numbered,  and  a  small  oval  or  rect- 
angle is  drawn  in  the  field  book  to 
enclose  the  chainage  figures,  or  the 
points  are  distinguished  by  a  small 
circle  at  the  side.  The  lines  meeting 
at  the  station  point  are  also  indicated 
and  lettered  or  numbered  as  in  Fig.  13. 
At  the  commencement  of  a  line  in  the  book  are  sometimes  written 
the  direction  in  which  the  chaining  is  carried  out  and  also  the  numbers 
or  letters  of  the  station  points  connected,  e,g,  "  Line  7,  go  north  from 
J  to  K  "  ;  or  the  entry  may  be  simply  "  Line  7  "  or  "  commencement 
of  Line  7."  In  order  to  facilitate  reference,  no  line  should  be  com- 
menced on  the  same  page  that  contains  the  finish  of  another  line. 

A  fence,  hedge,  or  other  object  cutting  the  chain  line  obliquely  is 
shown  on  the  double  line  field  book  as  in  Fig.  14  (a) ;  rioter  in  Fig.  14  (6). 
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When  a  field  is  bounded  by  a  hedge  and  ditch,  the  true  boundary 
is  generally  at  the  edge  of  the  ditch  (Fig.  16),  but  as  this  is  nearly  always 
very  ill  defined,  offsets  are  taken  from  the  chain  line  to  the  centre  or 
root  of  hedge,  and  usually  this  is  the  line  which  is  delineated  on  the 
plan.  The  position  of  the  ditch  is  indicated  by  the  small  T,  and  the 
distance  of  the  true  boundary  from  the  plotted  line  is  expressed  as, 
say,  "  4  ft.  R.H..'*  where  R.H.  signifies  Root  of  Hedge,  e.g. 


4  ft.  R.H. 


In  the  calculation  of  areas,  an  allowance  must  then  be  made  for 
the  fact  that  the  continuous  line  on  the  plan  is  not  the  true  boundary. 
Frequently,  although  the  offseta  are  taken  to  the  root  of  hedge,  the 
correct  allowance  is  made  while  plotting,  and  the  true  boundary  or 
edge  of  ditch  is  represented  by  the  continuous  line  on  the  plan,  while 
the  T  sign  indicates  to  which  property  the  ditch  belongs — i.e.  to  which 
side  of  the  boundary  the  hedge  lies.  In  this  case  the  areas  may  be 
ascertained  directly  from  the  plan  without  any  further  allowance. 

Occasionally  again,  the  continuous  line  represents  the ' '  root  of  hedge, ' ' 
while  the  T  shows  to  which  property  the  ditch  belongs — i.e.  the  T  is 
on  the  opposite  side  of  the  hedge  to  the  ditch.  This  method,  however, 
is  not  as  common  as  the  first  two  methods.  Each  of  the  first  two 
methods  has  its  adherents,  and  it  is  very  often  impossible  to  tell  from 
the  plan  alone  which  notation  has  been  adopted. 

The  distance  from  the  "  root  of  hedge  "  to  the  true  boundary  varies 
in  different  parts  of  the  country,  and  has  such  values  as  4^  links, 
6  links,  or  4  feet. 

When  there  is  a  ditch  on  each  side  of  the  hedge,  the  boundary 

would  usually  be  the  centre 
of  the  hedge  (Fig.  15), 

The  general  principle  of 
a  chain  survey  having  been 
noted,  a  few  special  prob- 
lems in  connection  with  the 
field  work  will  now  be  ex- 
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plained. 

To  set  out  a  right  angle 

on  the  ground  the  follow- 

(a)  (b)  ing  s^re  the  chief  methods 

adopted : 

i.  In  the  case  of  small 
offsets  such  as  those  taken  with  the  offset  staff,  the  angle  is  merely 
judged  by  the  eye. 

li.  For  larger  offsets  taken  with  the  tape,  if  the  zero  be  held  at  the 
object,  and  the  tape  swung  round  this  as  a  centre,  the  foot  of  the 
perpendicular  from  the  object  on  to  the  chain  line  may  be  determined 
by  noting  that  position  wluch  gives  the  minimum  reading  on  the  tape. 
This  point  may  be  judged  approximately  by  the  eye,  so  that  the  arc 
through  which  the  tape  is  to  be  moved  is  small. 
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iii.  Angular  instruments  may  be  employed,  such  as  the  cross  staff, 
optical  square,  and  box  sextant,  which  have  abready  been  referred  to, 
or  more  precise  instruments  such  as  the  theodolite. 

iv.  The  chain  only  may  be  employed,  or  the  chain  and  tape  to- 
gether ;  these  methods  mostly  depend  upon  Euclid  1. 47  or  its  converse 
1. 48,  and  it  may  easily  be  seen  that  triangles  having  their  sides  in  any 
of  the  following  ratios  contain  a  right  angle  opposite  the  longest  side : 


3 
6 

1 

1 


4 
12 

1 

^3  or  1-732 


6 
13 

J2  or  1-414 

2        (i,e.  half  an  equilateral  triangle). 


As  an  example  of  the  use  of  the  first  and  most  common  of  these 
ratios,  assume  the  perpendicular  is  required  to  be  set  out  at  the  end 
B  of  any  particular  chain  length  AB  (Fig.  16).  While  the  chain  is 
stretched  on  the  ground  mark  the  position  of  the  70  tally  at  C  by 
means  of  an  arrow,  i.e.  CB  =30  ft.    Slip  the  handle  of  the  chain  over 


Pia.  16.  Fio.  17. 

Setting  out  a  Right  Angle  with  the  Chain. 

an  arrow  at  B  and  skewer  or  hold  the  10  tally  at  C.  If  the  60  tally 
be  now  found  and  the  chain  pulled  taut  to  D  as  in  Fig.  16  the  angle 
at  B  will  be  90°,  because  CB  =  30  ft.,  BD  =  40  ft.,  and  DC  =  50  ft.  To 
check  this  result  a  similar  procedure  may  be  adopted  on  the  far  side 
of  B  from  A  and  another  right  angle  set  out  exactly  as  when  using  the 
optical  square  (Fig.  11).  If  the  two  operations  do  not  yield  the  same 
result  a  mean  may  be  adopted  provided  that  the  discrepancy  is  not  large. 

Another  method  is  to  measure  26  ft.  (say)  along  the  chain  line  to 
each  side  of  the  point  B,  slip  the  handles  over  arrows  at  these  two 
points  (A  and  C)  and  pull  the  chain  taut  from  the  50  tally  at  D,  when 
BD  will  be  the  perpendicular  required.  The  angles  at  A  and  C  are 
each  60°. 

To  chain  across  obstacles  such  as  ponds  or  rivers  which  do  not 
obstruct  the  view,  or  to  obtain  their  widths : 

(1)  Small  distances  can  be  measured  by  stretching  the  chain  or 
tape  tightly  across,  but  the  sag — especially  in  the  case  of  the  chain — 
is  likely  to  cause  considerable  error  if  the  distance  is  at  all  large. 
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(2)  Let  AB  (Fig.  18)  be  the  chain  line, 
edge  of  the  pond  set  out  an  angle  of  90^ 


Fio.  18. 


At  any  point  C  near  the 
as  explained  above,  and 
measure  a  length  GE  suf- 
ficiently long  to  clear  the 
obstacle.  At  E  set  out 
another  right  angle  and 
measure  to  F,  where  a 
third  right  angle  is  set 
out.  Measure  FD  =EC  ; 
then  as  a  check  upon 
the  work  C,  D,  and  B 
should  be  in  line,  and 
EF  is  equal  to  the  required  length  CD. 

(3)  As  before,  let  AB  (Fig.  19)  represent  the  chain  line.    At  the 
point  C,  near  the  edge  of  the 

pond,  set  out  an  angle  of  60°,  ^ 

either  with  the  box  sextant  or 
with  the  chain  and  tape,  and 
measure  the  length  CE.  The 
position  of  E  must  be  so  judged 
that  ED  shall  lie  at  a  con- 
venient distance  from  the  far 
edge  of  the  pond.  At  E  set 
out  another  angle  of  60°  and 
measure  the  length  ED  equal 
to  CE.  As  a  check  upon  the 
accuracy  of  the  work  D  should 
be  in  line  between  C  and  B. 
The  distance  CD  will  be  equal  to 
either  of  the  lengths  CE  or  ED. 

(4)  Fix  rods  at  the  points  C  and  D  (Fig.  20)  on  the  chain  line  near 

the  opposite  edges  of 
the  pond,  and  also  at 
any  point  E  which  is 
in  such  a  position  that 
CE  and  DE  are  clear 
of  the  banks.  Meas- 
ure the  length  CE  and 
prolong  this  line  to  F, 
making  EF  some  mul- 
tiple of  CE,  i.e.  EF  = 
w.CEsay.  Measure  DE 
and  prolong  to  G,  mak- 
ing EG  =w.DE.  Then 
measure  FG,  which 
should  be  equal  to  n.CD 
because  the  two  triangles  CDE,  FGE  are  similar. 

(5)  In  the  case  of  a  river,  let  poles  be  fixed  on  the  chain  line  at 
C  and  D  points  on  its  opposite  banks.    Measure  any  length  AC,  and 


Fio.  19. 
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L                            C 

1 1,1 

t                            1 

at  A  and  C  set  out  angles  of  90^— or  any  other  equal  angles  if  more 
convenient.  Fix  any  point  E  in  the  line  from  C  and  another  point  F 
in  the  line  from  A  so 
that  F,  £  and  D  shall 
be  in  line.  Then  be- 
cause   the    triangles  4 C^  ||  1 1 l-lll-^ 

AFD,  CED  are  simi- 
lar, if  the  lengths 
AC,  CE,  and  AF  are 
measured,  CD  can  be 
deduced: 

.     ™._  CE.AC 
-•^=(AF3T3E)- 

(6)   Let  poles  be 
fixed  on  the  chain  line  (Fig.  22)  at  C  and  D,  points  on  the  banks  of 
the  river.    At  C  set  out  CE  at  right  angles  to  AD  (preferably  with 

an  optical  square)  and  measure 
any  convenient  length  CE.  At 
E  set  out  EA  at  risht  angles 
to  ED  and  prolong  this  line  to 
A,  its  intersection  with  the 
main  chain  line  AD.  Measure 
AC.  Then  because  the  triangles 
ACE,  ECD  are  similar, 

AC  :  CE  : :  CE  :  CD, 

,  ,^    CE* 
from  which  CD  =tq" 

Fio.  22. 

(7)  The   points   C   and   D 

(Fig.  23)  being  on  the  chain  line  near  the  banks  of  the  river  as  before, 

set  out  a  definite  angle 

at   C    and  measure   any  H 

length    CE  :  prolong   CE 

to  F,   making  EF  some 

multiple  of  CE,  i.e.  n .  CE 

(say),   where   n   may   be 

unity   if   desired.    At   F 

set    out   an   angle   EF6 

equal  to  the  angle  DCE, 

and  prolong  the  line  FG 

to  G  so  that  G  is  seen 

to   be    in    line    with    E 

and     D.      Measure     the  Fio.  23. 

length  FG.    Then  as  the 

triangles  CDE  and  FGE  are  similar,  CD  the  length  required  is  equal 

to  FG -rn  or  gp.FG. 

It  may  be  noticed  that  it  is  not  necessary  that  the  angles  at  C  and  F 
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shaU  be  a  number  of  even  degrees,  thouch  angles  of  60°  and  90°  are  veiy 
convenient.  The  angle  a  is  definitely  fixed  if  a  small  triangle  is 
formed  with  sides  of  a  feet  along  AC,  b  feet  along  CH,  and  c  feet 
from  H  to  AC  as  in  Fig.  23.  This  fixes  the  direction  of  HC  and  hence 
of  CF.  A  sinular  triangle  is  then  set  out  at  F  ae  shown,  to  fix  the 
direction  FG. 

Numerous  modifications  of  the  above  methods,  involving  the  use 
of  the  chain  and  tape  only,  may  be  employed.  Inaccessible  distance 
may  also  be  determined  by  triangulation  with  a  theodolite  or  other 
iBStniment ;  by  tacheometry ;  by  telemetry,  or  by  means  of  a  plane 
table,  but  these  methods  do  not  come  within  the  scope  of  the  present 
chapter. 

When  an  obstacle  such  as  a  house  obstructs  the  view,  it  is  often 
necessary  to  fix  the  direction  in  which  the  line  is  to  be  produced  after 
passing  the  object,  as  well  as  to  ascertain  the  intercepted  distance. 

The  simplest  method  of  doing  this  is  to  choose  points  A  and  B 
(Fig.  24)  100  ft.  or  more  apart  on  the  chain  line,  and  to  set  out  right 
angles  at  these  points. 
Along  the  perpendiculars 
measure  equfd  lengths  AAj 
and  BB^  sufBciently  great 
to  clear  the  object.  Pro- 
long the  line  AjBi  and  set 
off  perpendiculars  at  Cj  and 
Dj — similar  points  on  the 
far  side  of  the  object. 
Fio.  24.  Measure   along    these    per* 

pendiculars  distances  C^C 
and  DJ),  each  equal  to  A^A  and  BjB.  Then  the  length  BjOi  is  equal 
to  the  required  length  BC,  and  CI>  gives  the  direction  in  which  the 
main  line  is  to  be  im)duced. 

To  check  the  direction  of  the  line  CD,  and  to  ensure  that  it  is  a 
true  prolongation  of  AB,  the  method  may  be  duplicated  by  running  a 
similar  set  of  chain  lines  round  the  opposite  aide  of  the  obstacle,  and 
taking  a  mean  of  the  two  results  if  the  discrepancy  is  but  shght. 

Although  many  of  the  above  methods  appear  very  satisfactory 
theoretically,  in  practice  errors  are  very  liable  to  occur.  In  measuring 
the  width  of  a  river,  for  instance,  by  the  chain  and  tape  methods,  an 
error  of  1  per  cent  or  more  may  easily  result  unless  great  care  is  taken. 
It  is  more  preferable  to  employ  some  instrumental  method,  as  angles 
set  out  with  the  chain  are  not  very  reliable,  especially  if  the  chain  nas 
been  adjusted.  It  is  obvious  that  if  some  of  the  small  connecting 
rings  have  been  removed,  the  total  length  of  the  chain  and  also  a  few 
of  the  fractional  parts  may  be  correct,  but  most  points  will  still  be 
more  or  less  inaccurate.  If  angles  were  set  out  witn  a  chain  in  which 
(he  total  inaccuracy  was  evenly  divided  along  its  whole  length,  no 
error  would  be  introduced  on  this  account,  but  since  the  errors  are 
unevenly  distributed,  angles  set  out  wiUi  an  adjusted  chain  may  be 
appreciably  incorrect.     Also  the  length  of  line  defining  the  angle  is 
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necessarily  very  short,  so  that  points  at  a  distance  located  from  the 
prolongation  of  this  line  are  subject  to  two  serious  sources  of  error, 
(1)  due  to  the  initial  angle  being  inaccurate,  and  (2)  due  to  the  diiRculty 
of  accurately  producing  the  short  length  for  any  considerable  distance. 

To  range  a  Line  over  a  Fold  in  the  Oroond. — Let  A  and  B  (Fig.  26) 
be  two  station  points,  each  hidden  from  view  of  the  other  by  a  fold  in 
the  ground,  and  let  it 
be  required  to  chain 
from  A  to  B.  The  line 
can  generally  be  ranged 
by  two  operators,  who 
take  up  intermediate 
positions  C  and  D,  so 
that  A  can  be  seen  &om 
the  more  distant  point  D 
and  B  can  be  seen  from 
C.  These  first  points  C 
and  D  are  as  nearly  in  line  with  A  and  B  as  can  be  roughly  judged, 
but  are  shown  in  the  figure  an  exaggerated  distance  from  AB  for  the 
sake  of  clearness.  The  person  at  C  holds  up  his  ranging  rod  and  directs 
the  ranging  rod  held  by  the  operator  at  D  to  a  new  position  D^  in  line 
with  himself  and  B.  Then  D^  directs  C  to  C^  in  the  line  D^A.  Then  G^, 
repeating  the  process,  directs  D^  to  D^  in  the  line  C^B,  etc.  In  this  way 
A,  C,  D,  and  B  are  very  quickly  ranged  into  one  line,  and  AB  can  be 
chained  in  the  usual  manner. 

If  it  is  found  impracticable  to  fix  two  points  as  above  so  that  D  can 
be  seen  from  A  and  B  from  C,  a  similar  method  may  be  carried  out 


Fig.  25. — ^Ranging  a  Straight  Line. 


Fio.  26.~Banging  a  Straight  Line. 

with  three  or  more  rods  C,  D,  E,  F,  .  .  .    Fig.  26  indicates  the  com- 
mencement of  one  such  solution,  the  notation  being  as  in  Fig.  26. 

Inclined  Measurements. — The  horizontal  projection  of  a  line  which 
lies  along  sloping  ground  is  found  by  one  of  two  methods.  Either 
(1)  the  slope  length  (Q  is  measured  with  the  chain  in  the  usual  way 
and  the  inclination  j3  of  the  ground  taken  with  a  clinometer,  Abney 
level,  or  other  instrument,  when  the  horizontal  distance  is  easily 
calculated  from  tables  as  I  cos  ^,  or  (2)  the  horizontal  distance  is 
measured  directly  in  the  field  by  the  process  of  "  stepping."  In  this 
method  a  portion  of  the  chain,  say  26  to  60  links,  the  length  depending 
upon  the  steepness  of  the  hill,  is  held  horizontaUy  with  one  extremity 
on  the  ground,  while  the  point  vertically  below  the  other  extremity 
is  foimd  by  means  of  a  plumb-bob  and  marked.  The  next  "  step  " 
is  commenced  from  this  point  and  the  process  continued  until  the 
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Plumbline, 


Fio.  27.— Stepping. 


whole  horizontal  distance  is  measured  (Fig.  27).    Instead  of  using 
a  plumb-bob,  sometimes  a  stone  or  an  ordinary  arrow  is  dropped  to 

mark  the  point,  but 
this  is  not  to  be  recom- 
mended. A  special  form 
of  drop  arrow  is  shown 
in  Fig.  28.  The  differ- 
ence between  the  hypo- 
tenuse and  base  is  given 
on  some  instruments, 
6.^.  on  the  back  of  the 
vertical  circle  of  a  theodolite,  and  small  tables  are  also  published. 
The  deduction  to  be  made  from  the  slope  length  is  negligible  unless 
the  angle  of  slope  approaches  3°  or  more — ^for  3^  the  amount  to  be 
deducted  is  0-137  links  per  chain. 

If  the  ground  is  uniformly  sloping,  it  is  probably  more  accurate 
and  expeditious  to  measure  the  angle,  and  chain  along  the  slope  as  in 
the  first  method,  the  horizontal  (Ustance  being  deduced  afterwards, 
or  the  difference  may  be  allowed  for  at  the  end  of  each  chain  length 
as  the  work  proceeds ;  but  very  often  the  slope  is  not  uniform  and 
stepping  is  probably  then  to  be  preferred. 

Plotting  the  Survey.  —  The  skeleton  framework  of  main  chain 
lines  is  plotted  by  selecting  and  setting  off  on  the  paper  one 
of  the  longest  lines  as  a  base,  then  plotting  the  various 
triangles,  etc.,  from  this  by  me€ms  of  beam  or  other  compasses. 

The  choice  of  a  suitable  base  can  best  be  determined  by 
an  inspection  of  the  small  key  plan ;  and  if  this  is  not  already 
given  in  the  field  book,  it  shoiUd  be  compiled  from  the  notes 
before  conmiencing  the  proper  plan. 

The  accuracy  of  the  framework  is  verified  by  means  of  the 
tie  or  check  lines  taken  for  this  purpose  in  the  field,  and  if  any 
large  error  is  detected,  its  whereabouts  on  the  survey  can 
probably  be  located  approximately,  when  that  portion  of  the 
work  must  be  rechained  unless  sufficient  data  has  been  booked 
to  obviate  this. 

(The  error  "  allowable "  in  ordinary  chain  surveys  is 
mentioned  later.)  j^ 

It  is  advisable  to  ink  in  the  framework  lines  in  a  faint  red  Arrow, 
colour,  or  at  least  to  so  mark  the  station  points  and  a  small 
piece  at  the  extremity  of  each  chain  line  that  they  can  be  quickly 
ruled  in  again  if  required. 

The  o&ets  are  readily  plotted  in  pencil  by  means  of  an  ofbet 
scale,  which  is  a  short  rule  V  or  V  long,  slidui^  along  the  ordinary 
scale. 

The  plan  is  next  inked  in,  coloured,  and  the  title,  etc.,  printed,  a 
scale  is  drawn,  and  also  a  ''  North  Point " :  the  magnetic  north  is 
often  indicated  as  well  as  the  true  north. 

If  convenient  the  plan  should  be  oriented,  t.e.  the  side  margins 
should  lie  due  N.  and  S.,  the  north  being  at  the  top  of  the  plan. 


o 
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Scales. — The  following  are  some  of  the  more  usual  scales  employed  : 

Chain  Scales. — 1,  2,  3,  4,  5,  6,  8,  or  10  chains  to  1  inch. 

Foot  Scales.— 10,  20,  30,  40,  50,  80,  100,  200,  400 ;  33,  44,  88  ft.  to 
1  inch.  Details  may  be  drawn  to  J',  J",  f ",  J',  f  *,  I'',  or  IJ"  to  1  foot. 
Some  scales  are  divided  along  one  edge  into  10, 20, 30,  or  more  divisions 
to  one  inch,  and  can  be  used  to  plot  a  number  either  of  chains  or  of 
feet  to  1  inch.  If  these  divisions  are  taken  to  represent  chains  and 
links,  the  opposite  edge  may  be  marked  ''feet  equal"  and  be  so 
graduated  that  the  divisions  represent  feet  to  the  same  scale.  Thus,  if 
a  survey  be  made  with  a  Gunter's  chain,  and  plotted  in  chains  and 
links  with  one  edge  of  the  rule,  distances  in  feet  may  be  scaled  directly 
from  the  plan,  if  required,  with  the  opposite  edge. 

Ordnance  Scales,  etc. — General  maps  in  various  forms — 1',  J",  or  J*' 
to  1  mile ;  county  maps,  showing  contour  lines  and  ordnance  bench 
marks — 6  inches  to  1  mile  or  ririinr* 

Parish  maps,  to  a  scale  of  26*344  inches  to  1  mile,  or  ^-^,And  known 
as  the  26-inch  maps,  show  frequent  spot  levels  along  roads,  but  no 
contours ;  and  1  square  inch  approximately  represents  1  acre.  Special 
enlargements  to  a  scale  of  60  inches  to  1  mile  are  prepared  from  this 
25-inch  map. 

Town  plans,  to  a  scale  of  lOJ  ft.,  or  more  accurately  10-56  ft.,  to  1 
mile  or  41 '66  ft.  to  1  inch,  i.e.  ^^  ;  a  few  to  a  scale  of  10  ft.  to  1  mile 
i.e.  7^7,  and  a  few  to  6  ft.  to  1  mile  are  also  published. 

Continental. — In  pre-war  times  the  chief  Belgian  maps  were  to  the 
scale  of  1/100,000,  1/40,000,  1/20,000,  and  1/10,000. 

In  France  the  general  topographical  map  was  1/80,000,  while 
1/200,000,  1/100,000,  1/50,000,  and  1/20,000  maps  of  certain  districts 
were  published. 

The  British  war  maps  used  were  the  1/250,000  and  1/100,000,  and 
large  scale  maps  of  1/40,000,  1/20,000,  and  1/10,000  scales. 

The  1/40,000  maps  were  numbered,  e.g.  Sheet  26,  and  the  4  maps  of 
the  1/20,000  scale  which  covered  the  same  area  as  a  1/40,000  sheet 
were  indicated  by  the  letters  N.W.,  N.E.,  S.W.,  or  S.E.,  e.g.  Sheet 
26  N.W. 

Similarly  each  of  the  4  sheets  of  1/10,000  scale  corresponding  to 
one  sheet  of  1/20,000  scale  were  indicated  by  the  numbers  1,  2,  3,  4, 
e.g.  Sheet  26  N.W.  1.  On  each  1/40,000  sheet  was  ruled  a  series  of 
rectangles  lettered  A,  B,  C,  D  .  .  .  X,  and  these  were  subdivided  into 
squares  having  sides  1000  yards  long  and  numbered  1,  2,  3,  4  ...  30 
or  36.  Each  of  these  squares  was  again  divided  into  four  500  yd.  sub- 
squares,  which  were  indicated  by  the  smaU  letters  a,  b,  c,  d. 

To  locate  a  point  in  one  of  these  small  squares  a  system  of  rectangular 
co-oidinates  wL  employed,  it  being  imaged  that  the  length  o!  the 
side  was  divided  into  10  or  100  parts  according  to  the  accuracy  required. 

The  "square"  lines,  letters,  and  numbers  from  the  1/40,000  maps 
were  also  shown  upon  the  1/20,000  and  1/10,000  maps  to  which  they 
referred,  so  that  a  point  on  the  1/20,000'  map,  for  instance,  could  be 
completely  located  by  a  **  map  reference  "  such  as,  for  example.  Sheet 
26  N.W.  C,  5,  b,  18,  24. 

c 
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Convenlional  Signs, — The  following  are  some  of  the  conventional 
signs  used  for  delineating  various  objects  upon  plans. 


Hedgie  and  Ditch.  Fence  or  Hedge. 


.  Hedse. 


or 


Post  and  Rail  Fence. 


Wall. 


Wall. 


OP 


Footpath. 


Footpath.  Unfenced  Bridle  Road. 


Road. 


Parish  Boundari^.        Counti^  boundary. 


I  I  I  I  I  I  t=t=t       or        or    Thick  Blue  Line, 


Railwai^. 


Railway. 


or 


^ 


Gate. 


3ate. 


Bridge. 


Stream. 

^       ^       ^ 
^        ^        ^^ 

^  ^        4^ 

Orchard. 


s% 


Pond: 


Tree. 


Building's. 


I     *    *^»  ------ 

Plantation  or  Wood.       Marshy  Ground. 


Cutting*. 


Embankment. 


P^IG  29. — Conventional  Signs. 
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Example. — ^The  following  id  an  example  of  a  simple  chain  survey,  and  Fig.  30 
shows  the  plan  plotted  from  the  field  notes  on  pages  20, 21,  and  22.  The  student 
is  recommended  to  plot  this  himself  to  a  scale  of  1  or  2  chains  to  1  inch. 


Fio  30. 
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S?ui  4 


-.«==  1786' 


12 


K90 


ji&iSf' 


jCur^A  /. 


/Clyrit-  /. 


9  95 


6rui  aj 


jCuru^S, 


hi 


fw-     . 


/a/^x^^. 


(SrhcC  (^'  /Corvt,  Z. 
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(StloC  Cjr  /xm£,  //^, 


6X> 


530 


-^30 


200 


5iS6 


Nl^ 


ZOO         -t^ 


lOO         9\ 


(Srui 


M'  /xm4:^ 


^. 


/i^   6. 
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(Srut  (9r  /!unjt  6, 


10  oo 


eoo 


6 


S 


/XrU'  6. 


^ 


/QfW^ 


(StloC  (^'  jCunje.S 


<^n^  cf/xm^Z 
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Oopying,  Bodadns,  and  EnlaigJiig.— If  a  copy  of  a  plan  ia  required, 
one  of  the  following  methods  may  be  employed,  to  obviate  the  necessity 
of  plotting  the  whole  afresh  from  the  field  notes. 

(i.)  Place  over  the  plan  a  piece  of  tracing  paper  or  tracing  linen, 
and  trace*  on  to  thia  in  ink  all  the  details  required.  When  using  linen 
the  drawing  is  usuaUy  done  upon  the  dull,  and  the  colouring  upon  the 
glazed  side.  The  colour  and  the  ink  will  be  found  to  flow  more  evenly 
if  a  little  ox'gall  is  added,  or  if  the  surface  of  the  cloth  is  rubbed  over 
with  ^powdered  chalk  before  commencing  operations. 

(ii.)  A  copy  may  be  made  u|>on  ordinary  drawing  paper  by  using 
a  sheet  of  truisfer  paper.  This  is  simply  a  sheet  of  thin  paper  such  as 
tracing  paper,  one  side  of 
which  has  been  rubbed  with 
black  lead  or  with  a  soft 
pencil,  and  it  is  pinned 
down  with  the  black  ^de 
in  contact  with  the  sheet 
on  which  the  plan  is  to  be 
copied.    Above  it  is  pinned 

either  the  original  plan  or  fiq.  3i,_Gi|«g  Trying  Table. 

a  tracing,  and  the  outline  of 

this  is  traced  over  with  a  hard  pencil.  An  imprint  will  thus  be  made 
on  the  lower  sheet,  which  can  be  inked  in  and  a  finished  drawing 
prepared. 

(iii.)  An  uncoloured  tracing  having  been  prepared,  any  number  of 
copies  can  readily  be  printed  upon  sensitized  paper,  linen,  or  mounted 
paper,  giving  an  almost  black  or  a  blue  line  upon  a  white  ground.  A 
wMte  line  upon  a  blue  ground  is  not  used  for  survey  plans,  but  chiefly 
for  mechanical  drawings. 

The  plan  is  printed  on  the  prepared  surface,  like  an  ordinary 
photograph,  by  placing  it  behind  the  tracing  in  a  frame  and  exposing 
to  sunlight  or  to  an  electric  arc  for  a  definite  time.  Generally  the 
print  is  developed  "  in  a  clean  water  bath,  dried,  and  coloured  in  the 
usual  way. 

(iv.)  A  copy  may  be  made  by  pricking  through  a  number  of  points 
from  the  original  drawing,  inlting  m,  lettering  and  colouring. 

(t.)  By  placing  the  sheet  of  drawing  paper  over  the  original  plan 
laid  on  a  plate-glass  tracing  board  or  table  (Fig.  31)  beneath  which  is 
a  reflecting  mirror,  a  copy  can  be  made  by  tracing  without  such  injury 
to  the  plan  as  would  be  caused  by  pricking. 

(vi.)  Lithography  is  employed  when  a  lai^e  number  of  copies 
is  required.  The  plan  is  transferred  from  a  tracing  in  lithographic 
ink  on  to  a  stone,  from  which  the  copies  are  printed  off.  There  is 
a  certain  amoimt  of  shrinkage  due  to  the  drying,  so  care  should 
be  taken  that  the  scale  is  drawn  upon  the  tracing  before  being 
transferred. 

In  aH  the  above  methods  the  copy  is  to  the  same  scale  as  the  original ; 
by  the  following  methods  copies  may  be  obtained  to  the  same  scale,  or 
to  either  a  reduced  or  an  enlarged  scale. 
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(vii.)  By  the  use  of  proportional  compasses  (Fig,  32)  a  plan  may  be 
copied  to  almost  any  scale.  Distances  are  measured 
from  the  plan  by  means  of  the  points  at  one  end  of  the 
instrument,  and  are  plotted  on  the  copy  with  t^e  other 
pair  of  points.  The  ratio  of  these  distances  id  fixed  by 
the  slide  and  is  indicated  by  the  scale  marked  on  the 
face  of  the  instrument. 

(viii.)  Draw  lightly  in  pencil  on  the  original  plan,  or 
on  a  sheet  of  tracing  paper  covering  it,  a  network  of 
squares  as  in  Fig,  33.  If  the  survey  ia  to  be  copied  to  a 
scale  n  times  the  origina]  scale  (n  being  >  =or  <:  unity), 
draw  on  the  new  sheet   a  similar  network  of  squares 

having  their  linear  dimensions  -  times  those  of  the  first 

set.  B.g.  if  the  original  plan  is  plotted  to  2  chains  to 
1  inch  scale,  and  the  copy  is  required  to  3  chains  to  1  inch 
scale,  n  =  f  and  the  linear  dimensions  of  the  squares  will 
be  reduced  in  the  ratio  of  J. 

Note  where  the  lines  on  the  plan  cut  the  sides  of  the 
squares  and  mark  the  corresponding  points  on  the  copy, 
sketchingin  other  detail  by  the  eye. 

(iz.)  The  pentagraph  or  pantagraph  is  chiefly  used 
for  making  reduced  copies  of  drawings.  As  shown  by 
Stanley  in  Fig.  34,  it  consists  of  a  light  brass  framework 
of  tubular  construction,  mounted  on  castors,  and  freely 
hinged  at  the  joints ;  it  is  provided  with  &  heavy  block  B 
as  a  fulcrum  about  which  the  instrument  moves,  and 
widi  two  tracing  points.  The  outer  of  these,  C,  is  moved 
over  the  tines  of  the  original  drawing  while  a  pencil  at 
the  other  point  D  marks  out  the  copy.  This  pencil  may  be 
■  .  raised  off  the  paper  by  means  of  wie  light  cord  passing 

rfnrnifnmr  **"  *'^*  outer  tracing  point.  The  position  of  the  fulcrum 
and  that  of  the  middle  tracing  point  may  be  moved 


Fia.  33, — Method  of  redooing  or  rnlargiiig  Dnwings. 

along   scales  marked  on    the  framework    to    give    the   requisite 
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redaction,  and  may  be  inteichanffed.  Let  F  (Fig.  35,  a)  denote  the 
fulcrum,  Pj  the  pencil,  and  P,  the  tracer.  Then  these  three  points 
must  be  in  one  straight  line  when  the  instrument  is  set. 

The  frame  abed,  having  the  lengths  of  its  sides  fixed,  always 
remains  a  parallelogram,  i.e, 
dPj  is  parallel  to  aP,;  dF 
and  a¥  are  in  one  line  and 
the  angle  P^ilF  is  equal  to 
the  angle  PjaF,  so  that  if 
Pjd  :  c&  : :  Pja  :  aF,  then 
triangles  F^dF  and  PjaF  are 
similar  and  PjF  and  P^F  lie 
in  the  same  straight  line. 
Hence  when  the  length  ¥d  is 
fixed  and  P^  set  in  its  proper 
relative  position  on  dC,  the 
ratio  of  FPj  to  FPj  is  a  con- 

■nij 

stant,  being  equal  to  ^^^  . 

Any  movement  of  Pg 
through  a  distance  x  pro- 
duces a  corresponding  move- 

ment  of  P,  though  g  •  x,  and  ^^  34.-PtoUgraplu 

consequently  the  linear  reduction  in  size  of  the  copy  is  |^-. 

With  this  setting  of  the  instrument  the  greatest  value  of  this 


(CL) 


(b) 


Fig.  36. — Pantagraph. 


fraction  is  \,  which  means  the  reduction  must  be  at  least  ^  the  linear 

dimensions. 

FP  ^  P  ^ 
If  F  and  Pj  are  interchanged  (Fig.  35,  &),  ^  =  -^  which  is 

constant  as  before,  and  this  fixes  the  ratio  which  the  size  of  the  copy 
bears  to  the  original.  It  may  have  any  value  less  than  or  be  equal  to 
unity.  To  make  an  enlarged  copy  P^  and  Pj  would  be  interchanged 
in  either  of  the  above  arrangements. 

(x.)  The  eidograph,  though  more  expensive,  is  a  more  reliable 
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instrument  than  the  pantagraph,  and  it  can  be  used  to  reduce  or 
enlarge  drawings  in  any  proportion.    The  pantagraph  is  more  or  less 


Fia.  36.— The  Eidograph. 

limited  to  the  specific  proportions  shown  by  the  markings,  unless  the 

required  positions  are  found  by  trial. 

By  reference  to  Fig.  36  the  eidograph  will  be  seen  to  consist 

of  tli^ee  bars  of  tubular   construction,   each  graduated  as   shown. 

At  the  ends  of  the  centre  bar  are 
pulley  wheels,  on  the  underside  of 
which  are  boxes  through  which  the 
outer  bars  may  slide  until  adjusted 
and  clamped.  The  fulcrum  may  also 
be  moved  along  the  centre  bar.  Con- 
necting the  two  pulleys  is  an  adjust- 
able steel  band  which  ensures  that 
the  two  cross-bars  always  remain 
parallel  to  each  other. 
To  set  the  instrument,  the  bars  are  moved  through  the  slides  until 

PjC,  Pjd,  and  ab  are  divided  in  the  same  ratio  (Fig.  37),  i.e. 

ac     &P„    F6' 
and  as  P^c  and  dP^.  ^^^  equal. 


Fia.  37.— The  Eidograph. 


Pia 

aF  ~  6F 


P.6 


also  as  P^c  and  Pjd  always  remain  parallel,  the  angles  P^aF  and  P26F 
are  equal,  and  consequently  the  triangles  PjaF,  PjftF  similar.    Pg,  F, 

FP 
and  Pj  are  thus  in  line  as  in  the  pantagraph,  ^^  is  constant  for  all 

movements  of  the  instrument,  and  as  before  this  gives  the  value  of  the 
reduction.  If  each  of  the  bars  is  graduated  outwards  in  100  divisions 
from  the  centre,  and  the  scale  is  required  to  be  increased  from  n  ft.  to 
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1  inch  to  m  ft.  to  1  inch,  t.e.  the  linear  dimensions  on  the  plan  are  to  be 
reduced  in  the  ratio  of  n  to  m. 

Then  if  x  be  the  number  of  divisions,  each  point  Pg,  F,  and  P|  is  to 
be  moved  from  the  centre  of  the  bar, 

n_FPi^aF_100-g 
m    FP~2    &F     100 +x' 

,                                       ^     100  (m  -  n) 
and  x=   -    ^ 'y 

m  +n 

e.g.  to  reduce  from  a  scale  of  1  chain  to  1  inch  to  80  ft.  to  1  inch 

X  =  — -i — -1 — I  =  — -    =  9-59  divisions  on  each  bar. 
80+66  146 

Areas. — The  chief  methods  of  determining  areas  will  now  be 
described.  In  some  cases,  it  will  be  noted,  it  is  necessary  to  have 
previously  plotted  the  plan  to  scale,  while  in  other  cases  the  calculations 
can  be  made  direct  from  the  field  notes. 

1.  If  the  surface  whose  area  is  required  is  bounded  by  straight 
lines,  the  enclosed  area  may  be  found  by  dividing  the  figure  into  a 
number  of  triangles  and  finding  the  area  of  each  of  these  in  turn  by 
the  well-known  formula 

Area=i&A,         .  .  .        (1) 

where  h  is  the  length  of  any  side,  and  h  is  the  perpendicular  distance  of 
the  opposite  vertex  from  this  side.  Generally  the  triangles  can  be 
taken  in  pairs  so  that  one  base  serves  for  two  triangles  and  the  calcula- 
tions are  simplified.  If  the  sides  of  the  figure  are  not  straight,  by 
using  the  edge  of  a  transparent  celluloid  set  square  or  a  black  thread 
stretched  across  the  paper  "  give  and  take  "  lines  may  be  drawn  to 
average  these,  and  the  uneven  boundaries  replaced  by  straight  lines. 
An  example  is  given  in  Fig.  38,  where  the  dotted  lines  are  drawn  to 
include  as  nearly  as  possible  the  same  area  as  the  original  boundaries, 
i.e.  the  sum  of  the  small  pieces  marked  a  should  be  equal  to  the  sum 
of  those  marked  h. 

The  length  BC  and  the   perpendicular   distances  AA^  and  DD^ 
are  scaled  &om  the  plan  as  12-54,  6-72,  and  5-98  chains  respect- 
ively.   The  area  is  then  pC .  AA^  +  JBC .  DDj  =^30 .  (AA^  +  DD^) 
=  J  X  12-54  (6-72  +5-98)  =79-63  sq.  chains  or  7-963  acres  about. 

2.  Another  formula^  which  is  sometimes  useful  for  determining 
the  area  of  a  triangle  when  the  sides  and  angles  are  known  is 

Area=|6c  sin  A,  .  .  .        (2) 

where  h  and  c  iire  any  two  sides  and  A  is  the  angle  included  between 
them. 

Applying  this  to  Fig.  38,  if  ^  A  =85M6',  Z.D  =89°-3',  AB  =8-92 

^  Any  text-book  on  Elementary  Trigonometiy. 
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chains,  BD=  10-35  chains,  DC  =7-25  chains,  CA=9-50  chains,  then 
the  area  of  the  triangle  ABC  =i  x  9-50  x  8-92  x  sin  85°-46'  sq.  chains. 
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■■  -97772 

•95036 

r-99881 
1-62586 
42-263  sq.  chains  oi  4-225  acres. 
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Similarly  the  area  of  the  triangle  BDC  =  37-614  sq.  chains  or  3*752  acres, 

and  total  area  =7-977  acres  about. 

3.  Another  formula  ^  which  may  be  used  when  the  three  sides  of 
each  triangle  are  known  is 

Area  =  V«(^-a)(*-6)(«-c), 


(3) 


where  a,  6,  and  c  are  the  lengths  of  the  sides  and  8  =  — ^ — • 


Applying  this  to  Fig.  38,  in  the  triangle  ABC  a  =  12-54,  6=9-50, 
c=8-92, 

and  8  =  15-48  log  8    =  1-18977 

.-.  «-a=  2-94  log«.a=  -46835 

8-b=  5-98  log«-6=  -77670 

8-c  =  6-56  log  8-c  =  -81690 

2)  3-25172 

log  area  =  1-62586 

and  area  of  triangle  ABC  =42-253  sq.  chains. 

Similarly  area  of  triangle  BCD  =37-514  sq.  chains, 

and  total  area  as  before  =79*767  sq.  chains, 

or  7-977  acres. 

4.  A  plane  figure  bounded  by  a  number  of  straight  lines  as  ABCDE 
may  be  reduced  geometrically  to  a  single  triangle  as  shown  in  Fig.  39. 

Join  BE,  and  draw  a  parallel  line  AF  through  A. 

Produce  CB  to  cut  this  in  F  and  join  FE.  Then  the  triangle  EFB 
is  equal  in  area  to  the  triangle  EAB  because  they  are  on  the  same  base 
EB  and  between  the 
same   parallels,    so    that 

the  whole  figure  EFCD  x  \  ...  -p 
is  equal  to  the  original  ^  ^  . —-^ 
figure  ABCDE,  and  the 
sides  are  reduced  by  one 
in  number.  Similarly  join 
EC,  draw  a  parallel  line 
through  F,  and  produce 
DC  to  cut  this  in  Q. 
Join  EG.  ^ 

As  before,  the  figure   2>  Cf Tr 

GED    is    equal    to    the 

figure    EFCD,    which    is 

equal  to  ABCSDE.    Proceeding  in  this  way,  any  such  figure  may  be 

reduced  to  a  single  triangle  whose  area  can  be  deduced  as  abeady 

explained. 

By  the  application  of  this  method  to  Fig.  38,  ABDC  is  reduced  to 
the  equivalent  triangle  ECD,  from  which  by  scaling  ED  is  equal  to 

^  Any  text-book  on  Elementary  Tiigonometiy. 
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22-00,  and  the  perpendicular  distance  from  C  =7*25,  and  the  area  by 
method  (1)  =7-975  acres. 

5.  In  the  case  of  a  large  survey  the  area  enclosed  by  the  survey 
framework  lines  may  be  calculated  by  subdivision  into  triangles,  but 
the  long  narrow  strips  of  ground  between  these  straight  framework 
lines  and  the  irregular  boundaries  may  best  be  calculate  by  means  of 
ordinates  from  the  survey  line. 

In  a  general  case  in  which  neither  boundary  is  straight  a  base  line 
is  taken  through  the  area  as  in  Fig.  40  and  divided  into  a  number  (n) 
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Fig.  40. — Calculation  of  Areas. 

of  equal  parts.    The  ordinates  at  each  of  the  division  points   are 
scaled  from  the  plan  or  measured  direct  on  the  ground,  as,  for  instance, 

Oo  Oi  Og  O3  .  .  .  0„. 

The  area  may  then  be  calculated  approximately  by  taking  an 
average  of  these  ordinates  and  multipljdng  by  the  length  AB  (  =J  say), 

.-.e.  Area  =  Oc^O.^O»^0»h-  ..-On  ^ , 

n  +1 

The  area  of  the  plot  shown  in  Fig.  40  by  this  formula  is  found  to 

be  — T-^—  X  5-5  =  10-73  sq.  chains  or  1-073  acres. 

6.  A  more  accurate  formula  is  that  given  by  the  "  Trapezoidal 
Rule,"  which  assumes  that  the  boundaries  between  the  extremities  of 
the  ordinates  are  straight  lines. 

/.  the  area  of  the  first  division  =  {-^ — )  -» 

the  area  of  the  second  division  =  ( -^-^ — ^)  -> 
•  ••••• 

the  area  of  the  last  division  =  (—^^^=^ — M  -, 


By  summing  these  it  is  seen  that  the  total  area 

Oo  +  2Vf^O^+  .  .  .  20n_i  +  On    I 
''  2        "  '  n 


(5) 


CHAIN  SURVEYING 


31 


44*33    5-5 
and  the  area  of  Fig.  40,  by  the  use  of  this  formula,  is   — ^ —  x  yy 

=  11*08  sq.  chains  or  1-108  acres. 

7.  Simpson's  Rule  assumes  that  the  boundaries  being  curved  may 
be  considered  as  portions  of  parabolic  arcs,  and  consequently  the  rule 
is  sometimes  known  as  the  "Parabolic 
Rule." 

Thus  let  odi,  bbi,  ccj^  (Fig.  41)  be  any 
three  consecutive  co-ordinates  from  the    ^ 
straight  line  to  the  curved   boundary, 
and  at  equal  distances  d  apart.    Join    Hi 
OiCi  cutting  bb^  in  &2* 

Draw  aJ}iC2  through  6^  parallel  to  djCi, 

Then  the  area  required  odib^Cicba  may 
be  considered  as  composed  of  the  trape- 
zoid aafi^ca,  together  with  the  segment 
aJ}iCib^  under  the  curve. 

But  li  the  arc  dibiC^  is  assumed  to  be 
a  parabolic  arc  having  its  axis  parallel  to  the  ordinates,  then  the 
area  OrpycJ:)^  is  equal  to  two-thirds  of  the  circumscribing  parallelo- 
gram arfij:)^c^a^, 

.•.  area  of  figure  between      ,      t      \    «/       i.  ^  ^  \ 
ordinates  a  and  c     =  (««M<')  +  !(«i«Ac.Ci) 


FiQ.  41. — Simpson's  Ral$. 


0^1  +  CC^ 


.2d  +  |(66,-£^)2d 


=3{««i  +  466i 


+  CC 


-1- 


This  proof  holds  for  any  three  consecutive  co-ordinates  on  either 
side  of  the  base  line,  so  that  the  area  included  between 

Ooand02is|(Oo  +  40i  +  02), 
between  0.^  and  0^  the  area  is  -(O2  +  4O3  +  0^), 


between  0«_2  and  0^  the  area  is  -(Oh_2  +  40n-i  +0J. 
Adding  these,  the  total  area  is 

|(0o  +  40i  + 20,4403+   .  .  .  20„.2  +  40«-,+On).       (6) 

It  must,  however,  be  borne  in  mind  that  this  total  is  made  up  by 
considering  the  partial  areas  in  pairs,  so  that  to  use  this  formula  there 
must  be  an  even  number  of  divisions  and  hence  an  odd  number  of 
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ordinates.  If  an  odd  number  of  divisions  has  been  taken,  the  area  of 
one  of  these  must  be  calculated  separately  and  added  to  the  result  of 
Simpson*s  Rule  applied  to  the  remainder. 

Simpson's  Rule  therefore  states  that  if  the  line  be  divided  into  any 
even  number  of  divisions,  the  area  is  equal  to  the  sum  of  the  first  and 
last  ordinates  +  twice  the  sum  of  the  remaining  odd  ordinates + 
four  times  the  sum  of  all  the  even  ordinates  multiplied  by  one-third 
of  the  common  distance  apart. 

Applying  the  rule  to  the  example  in  Fig.  40,  we  get 

Sum  of  first  and  11th  ordinate  =  2*75 

4  X  sum  of  even  ordinates  =  4  x  10-42  =  41-68 
2  X sum  of  odd  ordinates  =2  x  8-79  =  17-58 


Total  =62-01 

The  area  from  0^  to  0^^^  is  therefore  62-01  x  ^  =  10-33  sq.  chains, 

3 

The  area  of  the  extra  division  Oj^^to  0^^  = ^ x  -5  =  -79  sq.  chain. 

.-.  Total  area  -=10-33  +-79  =11-12  sq.  chains  or  1-112  acres. 

8.  The  method  of  mid-ordinates,  like  the  Trapezoidal  Rule,  assumes 
the  boundary  lines  to  be  straight.  Ordinates  are  taken  at  the  mid 
points  of  each  division,  and  the  area  is  given  by  the  formula 

Oi^O.'^Os'^  •-•-lO^.'xf      .        .        (7) 
n 

or  (Oi'+0;+03'+  .  .  .  On')tZ.        .        .        (8) 

The  area  of  the  example  in  Fig.  40,  by  the  application  of  this 
method,  is  found  to  be  — rj-  x  5-5  =  11-19  sq.  chains  or  1-119  acres. 

9.  A  piece  of  tracing  paper  may  be  ruled  in  squares,  each  having  an 
area  representing  a  definite  number  of  square  links,  chains,  or  feet. 
By  placing  this  over  the  plan  the  number  of  whole  squares  falling 
witlun  the  boundaries  may  be  counted  and  the  areas  of  those  portions 
of  the  squares  cut  by  the  boundaries  and  included  within  them  can  be 
estimated.  Celluloid  sheets  ruled  in  acre  squares  for  different  scales 
are  also  manufactured. 

10.  The  tracing  paper,  instead  being  ruled  into  squares,  may  have 
a  series  of  parallel  lines  drawn  upon  it  at  a  distance  representing  1  chain 
or  other  convenient  measure  apart.  When  this  is  placed  over  the 
plan,  the  mean  lei^h  of  each  strip  is  scaled  between  '*  give  and  take  " 
lines  at  its  ends  (Fig.  42)  by  means  of  the  ordinary  plotting  scale,  so 
that  if  the  distance  apart  of  the  lines  is  1  chain  and  the  total  length  of 
all  the  strips  is  152*40  chains,  the  total  area  is  152*4  sq.  chains  or  15-24 
acres. 
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The  length  of  each  strip  need  not  be  written  down  separately,  as 
the  addition  can  be  done  mechanically  on  the  scale.  For  instance, 
if  the  zero  of  the  scale  is  fixed  against  a  (Fig.  42),  and  the  reading  at  6 
is  2*34  chains,  this  reading  may  be  placed  against  c  and  the  reading 
at  d  gives  the  sum  of  the  first  two  strips :  the  reading  at  d  is  then 
placed  in  line  with  6,  and  the  process  repeated  until  the  whole  length 
of  the  strips  is  ascertained.  As  an  alternative,  the  lengths  may  be 
marked  off  continuously  upon  the  edge 
of  a  long  strip  of  paper.  In  Fig.  42  the 
small  portion  n  is  not  included  in  this 
calculation,  and  its  area  must  therefore 
be  determined  separately  and  added 
to  the  result.  Generally,  however,  by 
turning  the  tracing  paper  relatively  to 
the  plan  a  position  can  be  found  at 
which  the  boundary  is  exactly  included 
between  two  of  the  parallel  lines :  no 
odd  pieces  such  as  n  then  remain  to  be 
separately  computed. 

11.  The  computing  scale  (Fig.  43)  is  a  contrivance  for  still  further 
simplifying  this  process.  Parallel  lines  1  chain  apart  are  drawn,  and 
the  length  of  the  strips  measured  off  continuously  as  before,  but 
instead  of  reading  the  scale  at  the  end  of  each  strip  and  then  fixing 
this  same  reading  at  the  conmiencement  of  the  next  strip,  the  position 
on  the  rule  is  marked  by  means  of  the  line  on  the  sliding  cursor,  and  is 
mechanically  transferred  to  the  next  strip.  There  is  no  need  to  draw 
the  give  and  take  lines  on  the  paper  in  this  case,  as  the  cutsor  line  serves 


Fig.  42. — Computation  of  Areas. 
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Fig.  43. — Computing  Scale. 


the  purpose.  It  will  be  seen  that  this  method  is  very  much  more 
expeditious,  and  more  accurate  results  are  to  be  expected  than  when 
a  plain  scale  is  used.  The  instrument  is  graduated,  so  that  for  a 
particular  scale  tbe  main  divisions  give  the  area  directly  in  acres,  and, 
as  the  main  divisions  are  subdivided  into  four  parts,  each  of  these  repre- 
sents 1  rood.  The  edge  of  the  scale  may  be  further  subdivided,  as 
in  Fig.  43,  to  read  to  poles  or  perches ;  or  the  cursor  may  be  pro- 
vided with  a  small  independent  scale  for  this  purpose. 

12.  The  planimeter  is  an  extremely  handy  instrument  for  measur- 
ing areas  from  plans.  The  principle  ^  may  be  understood  by  consider- 
ing the  motion  on  a  plane  surface  of  a  rod  AB  of  any  length  l.    Suppose 

^  Lamb's  Infinitesimal  Calculus. 
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this  is  given  a  very  small  displacement  to  a  new  position  A^B^  (Fig. 
44) ;  then  if  BA  and  B^A^  are  produced  they  will  meet  at  some  point  0 
(though  not  necessarily  at  a  finite  distance  away).  The  area  swept 
over  by  AB,  t.e,  AAiB^B,  may  be  considered  as  the  difference  between 


I 


A  C  B 

Fio.  44.  FiQ.  46. 

Theory  of  Planimeter. 

the  two  triangles  AAjO  and  BBiO,t.c.  ^OA.  OAj  sinSfl  -  JOB .  06^  sin  85, 
where  hd  is  the  small  angle  at  0,  i.e. 

i  sin  8e(0A .  OAi  -  OB .  OBi),    .        .        .    (9) 
but,  as  the  motion  is  very  small,  sin  hd  =  85,  OA  =  OAj  and  OB  =  OBj, 

.-.  area  swept  over  =  ^^(OA^  -  OB^) 

=  i8fl(0A  +  OB)(OA  -  OB) 

=  i.0A^.8^. 

But  — ^  — .  hO  is  the  small  movement  of  the  centre  of  the  rod 

at  right  angles  to  AB  =  8c  say, 

.-.  area  swept  over  =Z .  8c, 
and  the  total  area  swept  over  during  any  finite  movement  of  AB  is 

fl.dcoilfdc (10) 

As  an  example  of  this,  suppose  the  line  AB  moves  directly  to  a 
parallel  position  A'^B",  as  shown  in  Fig.  45. 

Then  as/(2c  is  the  sum  of  all  the  small  movements  of  G  o^  rigU  angles 
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FiQ.  46.  Fig.  47. 

Theoiy  of  PlAnimeter. 

to  AB,/dc=h,  the  perpendicular  distance  between  the  lines,  i.e.  the 
area  of  the  parallelogram  ABB'^A",  is  Ih  and  does  not  depend  upon  the 
actual  displacement  of  C  to  C. 

When  the  line  AB  returns  to  its  original  position,  as  shown  in  Fig. 
46,  the  area  swept  over  in  the  outward  motion  is  BBiBjAjA^A,  which 
may  be  considered  as  positive,  and  in  the  return  motion  BjBgBAAgAg, 
which  may  be  taken  as  negative.     IJdc  represents  the  difference 
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between  these,  i.e.  the  area  marked  out  by  B  (BB^BjBs)  minus  that 
marked  out  by  A  (AA1A2A3),  or  vice  versa. 

Again,  if  during  the  motion  of  AB  neither  end  describes  a  complete 
circle  about  the  other  before  returning  to  its  original  position,  it  may 
bfe  shown  that/cfc  for  the  centre  point  C  is  equal  to  fdc'  for  any  other 
point  C  on  AB. 

Thus  during  the  small  motion  in  Fig.  47  of  AB,  let  8c  and  8c'  be 
the  small  displacements  of  C  and  C  to  C^  and  C^'  respectively.  Then 
from  the  fig.  it  is  seen  that 

8c  =  8c'  +  C'C .  Sd, 

.•./dc=/(fc'  +  C'C/d0,        .        .        .    (11) 

and  if  C'C  returns  to  its  original  position,  and  a  complete  circle  is  not 
described,  j^^  ^  q^ 

and  fdc^/dc' (12) 

The  planimeter  (Fig.  48)  consists  of  two  bars  DA  and  AB  hinged  at 
A,  and  when  the  instrument  is  in  use  the  point  D,  which  is  provided 


Fio.  48. — ^Planimeter. 


with  a  needle-point  and  a  weight,  is  fixed  to  the  paper  at  some  con- 
venient position  outside  the  area  to  be  measured.  At  B  is  the  tracer, 
and  the  outline  of  the  field  or  other  surface  is  carefully  traced  over  with 
this,  the  position  of  B  at  completion  being  exactly  at  the  starting-point. 
The  motion  of  A  in  the  meantime,  if  D  is  outside  the  area  traced  by  B, 
is  along  the  arc  of  a  circle  of  radius  DA,  and  the  area  of  the  figure 
corresponding  to  AA^A^A,  (Fig.  46)  is  zero.  Therefore  IJSc'  is  in  this 
case  the  area  traced  by  B  alone,  corresponding  to  BB^BjB,  (Fig.  46), 
and  this  is  the  area  to  be  determined. 

The  value  of  the  integral  Jdc'  is  measured  directly  by  a  small  roller, 
the  axis  of  which  is  parallel  to  AB  at  any  point  on  its  length.  It  is 
rotated  by  friction  against  the  paper,  and  only  movements  perpen- 
dicular to  its  axis  (i.e,  to  AB)  are  recorded.  Its  edge  is  graduated  into 
ten  main  divisions,  each  subdivided  into  ten  parts,  and  it  is  provided 
with  a  vernier  reading  to  ^^t}l  of  a  main  division.  There  is  also  a 
horizontal  dial  graduated  into  ten  divisions,  each  being  equal  to  one 
complete  revolution  of  the  roller  with  which  it  is  geared.  The  instru- 
ment reads  directly,  therefore,  to  4  significant  figures,  and  areas  may 
be  expressed  in  square  inches,  square  centimetres,  or  other  units  by 
adjusting  the  length  of  AB  (i.e.  I)  to  graduated  marks  on  the  slide 
near  A. 
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If  the  diameter  of  the  roller  is  d  units,  its  circumference  is  ttcI,  and 
the  area  traced  over  for  one  revolution  of  the  wheel  is  I .  tt  .  (2  units,  where 
I  is  the  distance  from  the  tracing  point  to  the  pivot  between  the  two 
arms.  The  value  of  this  would  generally  be  some  power  of  10,  e,g. 
for  inch  units  hrd^V^,  so  that  one  revolution  of  the  roller  corresponds 
to  10  sq.  inches  area,  and  the  vernier  reads  to  -01  of  a  square  inch.  If 
the  reading  of  the  wheel  after  the  outline  of  the  plan  has  been  traced 
over  in  a  clockwise  direction  by  B  is  /,  and  the  scale  of  the  plan  is  p 
chains  to  1  inch,  the  area  is  ph  sq.  chains.  When  the  area  is  too  large 
to  be  measured  with  one  setting  of  the  instrument,  the  plan  may  be 
divided  into  an  arbitrary  number  of  parts,  and  the  areas  of  these 
determined  separately. 

A  large  area  can  sometimes  be  measured  without  subdivision  by 
placing  the  point  D  inside  the  boundaries,  when  the  instrument  will 
have  a  much  bigger  range.  In  this  case,  however,  a  constant,  which 
is  marked  on  the  bar  AB  for  different  values  of  I,  must  be  taken  into 
account,  for,  as  explained  above, 

IJdc  =  area  traced  by  B  -  area  traced  by  A, 
and/(fc  =y3c'  +  CCJctd, 

Here  when  D  is  within  the  diagram,  the  area  traced  out  by  A  is  no 
longer  zero,  but  is  a  circle,  of  area  tt  .  DA^,  while y3d  is  2??  radians. 
Hence  IJdc  =  l[Jdc'  +  CC'27r]  =  area  traced  by  B  -  tt  .  DAS 

$.6.  the  area  traced  out  by  B  =  ^'  +  (Z.  CC .  27r  +  tt . DA^) 

=  ^' +  constant.        .        .        .    (13) 

That  is  to  say,  if  the  outline  is  traced  in  a  clockwise  direction  by  the 
point  B,  and  the  reading  on  the  wheel  and  disc  taken  as  before,  the 
area  is  obtained  by  adding  this  result  to  the  constant  engraved  on  the 
instrument,  the  sign  of  Ifdc'  being  taken  into  account,  as  it  may 
sometimes  be  negative. 

The  area  of  the  plot  shown  in  Fig.  40,  by  the  average  of  several 
readings,  was  found  to  be  11-13  sq.  incmes,  which,  as  the  scale  is  1  chain 
to  1  inch,  represents  1*113  acres. 

It  will  be  seen  that  this  agrees  almost  exactly  with  the  result 
obtained  by  Simpson's  Rule  (7),  which  is  generally  considered  to  be  the 
most  accurate  of  the  ordinate  rules.  The  results  of  Methods  5, 6,  and  8 
should. also  be  compared. 

13.  In  the  case  of  a  traverse  survey  (see  Chapter  V.)  the  area 
enclosed  by  the  survey  lines  may  be  deduced  directly  from  the  tabular 
co-ordinates,  thus  eliminating  errors  due  to  scaling,  while  the  smaller 
are€^  between  the  straight  survey  Unes  and  the  uneven  boundaries 
may  be  ascertained  either  directly  from  the  field  notes  or  from  the  plan 
by  one  of  the  preceding  methods.  If  "  Northings  "  and  "  Eastings  " 
are  positive,  and  the  "  Southings  "  and  "  Westings  "  negative,  the 
area  enclosed  by  the  traverse  lines  is  expressed  by  the  formula 

Area  =  2^(?,-y,        .        .        .    (U) 
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where  ^  and  l^  are  the  latitudes  and  di  and  ^2  ^^^  departures  at  the 
beginning  and  end  of  each  line. 

The  Hues  should  be  taken  in  order,  proceeding  round  the  figure, 
either  in  a  clockwise  or  a 
counter-clockwise  direction  as 
given  in  the  traverse  table ; 
it  is  immaterial  in  which 
direction  if  the  sign  of  the 
result  is  ignored. 

A  general  case  is  considered 
below.  Let  ABCDEF  (Fig.  49) 
be  the  station -points  of  the 
traverse',  AiBjCi  .  .  .  their 
projections  on  tke  meridian, 
and  a,  o^,  6, 6,,  c,  c^,  etc.,  their 
latitudes  and  departures.  The 
area  is  deduced  as  shown  by 
the  following  table,  and  is 
given  by  the  summation  of 
column  2,  in  which  is  shown 
the  application  of  the  formula 
to  each  line  in  turn;  it  ex- 
plains the  method  of  dealing 
with  positive  and  negative  co- 
ordinates.    In  column   1    the    Fio.49.— Calculation  of  Area  from  Co-ordinatee. 

geometrical  figure  correspond- 
ing to  each  of  these  terms  is  given  for  purposes  of  comparison,  though 
not  necessary  in  making  the  computation. 


ABBiAi 
-  BB,X\ 

xdcj 

CDDiCi 

YEfej 
EFFjEi 

FAAiFi 


[  -°^  ] 


[ 
[ 
[ 


2 

2 
-/i  -  «i 


2 


] 
] 
] 


{-b)-0 

c-{-b) 


d-c 


e-d 


o-f 


Area  =  ABCDEF 


-^[^'}h-h)- 


An  example  illustrating  this  method  is  given  in  Chapter  V.  p.  137. 
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EiTorg  in  Cliaming.^ — The  chief  Bouices  of  error  in  the  chaining  or 
taping  of  distances  are  : 

(1)  MistakeSy  such  as : 

(a)  The  omission  of  one  or  more  chain  lengths  due  to  the 
miscounting  or  the  loss  of  arrows,  etc. 

(6)  Confusion  of  the  tallies,  such  as  40  and  60,  30  and  70, 
e.g.  booking  42-7  instead  of  62-7  or  vice  versa, 

(c)  The  miscounting  of  the  odd  links  between  tallies,  e.g. 

booking  45-7  instead  of  44-7  or  46-7. 

(d)  The  mistaking  of  a  9  for  a  6  upon  a  tape,  or,  when  badly 

worn  or  dirty,  the  mistaking  of  other  figures. 

(e)  Confusion  when  the  direct  chamage  is  interrupted  by  the 

intervention  of  obstacles  such  as  pools,  trees,  buildings, 

etc. 
(/)  The  mistaking  of  the  positions  at  which  the  end  of  the 

chain  should  be  held — especially  if  marks  are  relied 

upon  instead  of  arrows  being  used. 
(g)  Incorrect  booking,  e.g.  1354  instead  of  1345. 
(A)  Incorrect  booking  when  one  person  reads  and  calls  out 

the  dimensions,  e.g.  7  and  10  soimd  very  much  alike 

when  called  over  some  distance. 

(2)  CumidcUive   Errors.  —  Positive    errors  causing   the   observed 

length  to  be  in  excess  of  the  true  distance,  such  as  those 
due  to 

(a)  The  length  of  the  chain  or  tape  being  less  than  the 
standard,  on  account  of 

(i.)  The  bending  of  the  wire  links, 
(ii.)  "  Knots  "  in  the  connecting  rings, 
(iii.)  The  removal  of  too  many  rings  during  adjust- 
ment, 
(iv.)  The  clogging  of  the  rings  with  clay,  etc. 
(v.)  Low  temperatures, 
(vi.)  Shrinkage  of  a  tape  after  becoming  wet. 

(6)  The  omission  of  a  correction  for  sloping  ground. 

(c)  Incorrect  ahgnment. 

(d)  The  sag  in  chains  or  tapes  through  not  being  pulled  taut, 

especially  over  hollows  or  on  uneven  ground, 
(c)  The  bellying  out  of  a  tape  due  to  wind. 

Negative  errors,  causing  the  observed  length  to  fall  short  of  the 
true  distance,  such  as  those  due  to 

(a)  The  length  of  the  chain  or  tape  being  greater  than  the 
standard  on  accoimt  of 

^  See  Appendix  I. 
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(i.)  The  wear  or  flattening  of  the  connecting  rings  ; 
the  opening  of  the  ring  joints  if  not  brazed  ; 
or  the  stretching  of  tapes, 
(ii.)  High  temperatures. 

(3)  Compensating  Errors^  such  as  those  due  to 

(a)  The  incorrect  marking  of  the  ends  of  the  various  chain 
lengths  owing  to 

(i.)  The  leader  holding  the  marking  arrow  in  an 
inclined  position,  such  as  \'  •  •  •  or  / 

(ii.)  The  leader  or  the  follower  inserting  a  ranging 
rod  or  arrow  through  the  chain  handle  and 
thus  causing  at  either  end  a  +  ''*  error 
equal  to  the  thickness  of  the  chain  handle 
plus  half  the  thickness  of  the  rod. 
(iii.)  The  follower  not  holding  the  rear  end  of  the 
chain  exactly  at  the  mark  left  by  the  leader, 
but  allowing  it  to  slip  forward  as  the  chain 
is  tightened — the  error  being  -  ^'^. 

(Errors  (ii.)  and  (iii.),  if  considered  separ- 
ately, may  be  classed  as  cumulative.) 

(6)  Fractional  parts  of  the  chain  being  incorrect,  if  the  total 
length  of  the  chain  has  been  adjusted  by  the  insertion 
or  removal  of  a  few  connecting  rings. 

(c)  Incorrect  plumbing  during  stepping  operations,  particu- 
larly if  some  cruder  method  is  adopted  in  lieu  of  the 
proper  plumb-bob  method. 

{d)  Incorrect  determination  of  inaccessible  distances  owing 
to  the  errors  introduced  into  the  angles  on  account  of 

(i.)  The  fractional  parts  of  the  chain  being  incorrect, 

or 
(ii.)  Discrepancy  between  tape  and  chain  measure- 
ments when  these  are  used  together. 

Accuracy  of  Linear  Measurements.^ — ^As  mentioned  above,  the  final 
error  in  a  linear  measurement,  exclusive  of  actual  *'  mistakes  "  which 
follow  no  known  law,  is  composed  of  two  portions : 

(a)  Cumulative  errors  which  are  proportional  to  L,  

and  (6)  Compensating  errors  which  are  proportional  to  ^1^ 

where  L  is  the  length  of  the  line. 

It  is  therefore  not  strictly  accurate  to  apply  the  theory  of  least 
squares  directly  to  the  results  of  a  series  of  observations — as  this 
theory  assumes  that  the  errors  are  as  likely  to  be  +  ''*  or  -  ''*^,  and 
it  is  consequently  only  applicable  to  compensating  errors. 

^  See  Appendix  I. 
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Captain  J.  E.  E.  Craster,  R.E.,^  in  an  investigation  of  the  errors 
which  occur  in  ordinary  chaining^  obtained  the  following  results  from 
the  measurements  of  40  different  surveyors. 


Table  I 


Ko.  of  Lines 
chained. 

Length  of  Tine 
between  the  LIndts. 

Mean. 

Mean  Error  from 

Trigonometrical 

Determination. 

27 
32 
23 
34 
21 
30 

Chains. 

70-80 

80-90 

90-100 

100-110 

110-120 

120-130 

Chains. 

76-3 

85-4 

94-3 

1061 

114-7 

1241 

Linlcs. 
10-21 
9-6 
10-8 
11-53 
13-8 
13-6 

Assuming  the  partial  error  which  is  cimiulative  as  d  links  per 
chain,  and  that  which  is  compensating  as  /  links  per  chain,  the  total 
cumulative  error  in  a  length  of  n  chains  will  he  d.n  links,  and  the 

compensating  error  in  the  same  distance  will  be/.  V^  links. 

The  resultant  error  x,  of  which  these  partial  errors  are  the  com- 
ponents, will  then  be  

X  -  Jd^n^  -h/2w,     ....    (15) 

and  this  is  the  equation  of  an  hyperbola. 

Substituting  the  values  in  column  4  for  a;,  and  those  in  column  3 
for  w,  and  weighting  the  equations  according  to  the  number  of  lines  in 
column  1,  Captain  Craster  determined 

d=  ± 0-108067  Unks  per  chain, 
and  /=  ±  0-375374  links  per  chain. 

These  results  show  the  mean  error,  as  determined  by  experiment, 
for  lines  between  70  and  130  chains  in  length,  but  they  should  not,  of 
course,  be  applied  to  lines  beyond  these  limits  without  verification. 

Formula  (15)  thus  shows  the  error  which  may  be  expected,  on 
the  average^  upon  lines  over  rough  ground  and  between  70  and  130 
chains  in  length. 

Many  of  the  individual  errors,  however,  will  exceed  this  amount, 
and  it  is  desirable  in  practice  to  state  some  limit  of  error  the  exceeding 
of  which  will  entail  the  rejection  of  the  measurement  as  unsatisfactory. 
This  limit  is  known  as  the 

Permissible  Error. — On  the  Ordnance  Survey  the  value  given  to 
this,  i.e.  the  greatest  allowable  deviation  of  the  measured  length  from 
the  length  as  determined  trigonometrically  {vide  Chapter  XIII.),  was 

1  in  1000  for  larger  maps  than  those  to  the  ^ tW  scale. 
1  in  500  for  the  ^xnr  scale  and  smaller  maps. 

The  former  value,  i.e.  1  in  1000,  is  generally  adopted  for  ordinary 

'  Engineering,  July  7,  1911. 
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chain  survey  plans.  It  follows,  then,  that  as  the  maximum  error  is 
limited  to  1  in  1000,  the  probable  error  in  any  single  measurement  is 
much  less  than  this  amoimt. 

It  should  be  observed  that  this  form  of  expression  for  the  per- 
missible error  assumes  the  error  to  be  proportional  to  the  length  of 
the  line,  which  is  not  strictly  true,  as  some  of  the  errors  are  com- 
pensating. 

According  to  this  assumption,  the  mean  errors  obtained  in  the  six 
sets  of  observations  in  Table  I.  were  1  in  737,  1  in  900,  l.in  873, 
1  in  911,  1  in  830,  and  1  in  912  respectively,  while  the  mean  error  of 
the  total  set  of  observations  was  about  1  in  867. 

With  a  steel  band,  or  long  steel  tape,  greater  accuracy  can  be 
obtained,  and  the  limiting  error  might  be,  say, 

1  in  2000  for  ordinary  steel-band  measurements, 
or  1  in  5000  if  the  horizontality  is  judged  by  the  eye,  a  constant  pull 
exerted,  and  rough  corrections  for  temperatmre  applied  after  the 
tape  has  been  accurately  standardised  at  a  definite  temperature. 

For  very  good  pacing  the  limit  of  error  would  be  perhaps  1  in  100. 

The  accuracy  obtainable  on  very  precise  base-line  measurements  is 
mentioned  in  Chapter  XIV. 

Areas. — The  effect  of  errors  in  the  linear  measurements  upon 
the  accuracy  of  a  calculated  area  may  be  found  by  differentiation 
as  follows : 

(i.)  In  the  case  of  a  rectangle  where  S  =  area  and  d  and  b  are  the 
two  sides. 

Then  S  =  a.6 (16) 

Let  8Si  be  the  small  error  produced  in  S  due  to  a  small  error  8a  in 
a,  and  SS^  that  due  to  86  in  6. 

By  differentiation  SS^  =  6 .  8a, 

^^  =  ^ (17) 

Sinularly  ^'  =  X (^^^ 

If  8a  and  86  are  very  small  actual  errors,  the  total  fractional  error 

3-  due  to  the  two  causes  =  ±  — -  ±  -,  according  to  the  signs  of  8a  and 
2S  ah 

86  respectively. 

If  ±  8a  and  ±  86  are  the  probable  errors  in  a  and  6,  then  the  prob- 
able error  8S  in  S  is  given  by 


f-V©'^©'  ■  ■  ■<■" 


or  8S  =  ±  J{b .  So)*  +  (o .  W)\ 
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If  8a  and  8b  are  proportional  to  a  and  b  respectively,  then 

—  and  -_  are  constants,  and  the  fractional  error  -.,-  is  unaltered  by  any 
a  b  S 

variation  in  the  ratio  of  a  to  6. 

For  example,  if  the  p.e.  in  the  linear  dimensions  is  :!:  1  in  2000,  i.e. 

if  —  =  x  "^  onnh'  ^^^^  *^®  P*®*  ^  *'^®  *^^  ^® 
Qf        0       ^UUU 

S         V\2000/       \2000/  2000 

If,  however,  8a  and  86  are  proportional  to  V^a  and  V^  respectively, 
as  is  usually  assumed,  then  -^=  ±K  /     ,  ,  which  is  a  minimum 

when  a  =6,  i.e.  when  the  rectangle  is  a  square. 

Similarly  in  the  case  of  a  triangle,  the  area  of  which  is  derived  by 
Method  1  (p.  27),  i.e. 

S  =  i.6A,  ....    (20) 

(ii.)  When  the  area  of  a  triangle  is  found  by  Method  2  (p.  27),  i.e. 

S  =  i.6.csinA (22) 

Let  SSj,  SSj,  and  8S3  be  the  errors  produced  in  S  by  the  small 
errors  86,  8c,  and  8A  in  6,  c,  and  A  respectively. 


By  differentiation      -q^  =  J86 .  c  sin  A, 

o 

8S1  _  86 

"s    y  ■     ■ 


(23) 


Similarly  ^  =  ^ (24) 

Also  8S3  =  i6 .  c  cos  A .  8A, 

.-.  ^»  =  cotA8A, (25) 

do 

and  this  is  a  minimum  when  the  angle  A  is  90°. 

If  ±  86,  ±  8c,  ±  SA  are  probable  errors  in  6,  c,  and  A  respectively, 
the  p.e.  8S  in  S  is  given  by  the  formula 

If  86  and  8c  are  proportional  to  ^^6  and  s/e,  the  fractional  error 

8S 

-Q-  will  be  a  minimum  when  6  =  c,  and  A  =  90°,  i.e.  when  the  triangle 

is  a  right-angled  isosceles  triangle — or  half  a  square. 
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If  Sb   and   Sc  are  proportional  to   6  and  c  respectively,  then 


8S  .    . 

-^  is  independent  of  the  ratio  of  6  to  c,  but  is  a  minimum  when  A 

is90^ 

Example. — If  in  the  example  on  p.  27  the  p.e.  in  the  linear  measurements 
was  ±1  in  1000,  and  in  the  angle  A  ±  30^  i.e.  ±'00873  radians,  the  p.e.  in  the 
area  of  ABC 

=  ±4-225  >/-00002417 
=  ±    006  acre  nearly. 

(iii.)  The  case  in  which  the  three  sides  of  a  triangle  are  known  is 
given  in  Example  6  at  the  end  of  the  chapter. 

(iv.)  When  a  chain  is  subject  to  a  constant  fractional  error  e,  e.g. 
when  the  apparent  length  L  of  the  chain  is  actually  (1  +  e)L,  then 

the  actual  area   A  ^  (1  +  ^)^  ^^  ^  i  .  Og    oo  iv 
the  apparent  area  A^  L^  ^' 

or  A  =  (l+2c)Ai. 

Thus  if  the  chain  is  x  per  cent  long  (short),  the  true  area  is  2x  per 
cent  (approz.)  greater  (less)  than  the  computed  area.  (See  Example 
5,  p.  44.) 


EXAMPLES 

1.  (U.  of  L.)  The  following  is  an  extract  from  a  field  book.  Draw  the  station 
lines,  writing  on  each  its  number,  and  point  out  which  lines  act  as  check  lines. 
Do  the  measurements  check  ? 


256 
3' 

00 
4 

i 

(541) 

• 

00 
6' 

675 
6 

(00) 
Line  8. 

357 
6 

1 

(612) 

486 
2  ' 

289 
4  • 

636 
6 

(00) 
Tiine  7. 

/ 

486 
2  ' 

289 
4 

(635) 

675 
~5~ 

(00) 
Lino  6. 

• 

u 


SUEVEYING 


617    00 
1  '    2 

(676) 
(367) 

(00) 
IJne  6. 

00 
1 

486 
2 

256 
3 

(810) 

(289) 

(00) 
line  4. 

\ 

668 
2 

(266) 
(00) 

line  3. 

- 

617 
1 

(668) 
(486) 

(00) 
line  2. 

-^ 

(517) 
(00) 

Line  1. 

2.  (U.  of  B.)  The  following  perpendionlar  ofifaets  were  taken  at  60  ft.  intervals 
from  a  chain  line  to  an  irregular  ^undary : 

10-6,  15-4,  20-2,  21-3,  18-7,  16-4,  20-4,  25-8,  30-6,  20-8,  and  17-4  feet. 
Calculate  the  area  in  square  yaxds  enclosed  between  the  chain  line,  the 
irregular  boundary,  and  the  first  and  last  ofEsets. 

3.  The  following  figures  give  the  values  in  links  of  offsets  taken  from  the 
chaia  line  of  a  survey  to  the  hedge.  (I!alculate  the  area  included  between  the 
chain  line  and  the  hedse  by  the  application  of 

(1)  Simpson's  Riue. 

(2)  The  Trapezoidal  Rule. 

(3)  The  average  ordinate  rule. 

Offsets  15  8  6  9  11       11-6  10  12  10 

Distance    0        25        50        100        150        200        250        275        300 

4.  (LC.E.)  The  following  perpendicular  offsets  were  taken  at  consecutive 
intervals  of  20  ft.  from  a  straight  line  to  a  wavy  boundary : 

9,  15,  12-3,  17,  5-2,  9-4,  7. 
Find  the  area  between  the  straight  line  and  the  boundary  by  Simpson's  Rule. 

5.  (I.C.E.)  Distinguish  between  "  compensating  "  and  ''  cumulative  "  errors 
in  chaining. 

A  field  was  measured  with  a  chain  0*3  of  a  link  too  long.  The  area  thus 
found  was  30  acres.    What  is  the  true  area  7 

6.  Find  what  would  be  the  probable  proportional  error  in  the  area  of  a  triangle 


CHAIN  SURVEYING  45 

determined  from  the  length  of  its  ndes,  if  the  p.e.*8  in  these  sides  were  i  da,  ±  Sb,  ±  dc 
respectively. 

Apply  your  result  to  find  the  p.e.  in  area  in  the  triangle  ABC  (Example  3,  p.  29), 
if  the  p.e.  in  chainage  was  ±  1  in  1000. 

7.  (U.  of  L.)  A  surveyor  finds  that  he  can  lay  out  the  direction  of  an  offset 
by  eye  on  the  field  with  a  maximum  error  of  5°  from  the  true  perpendicular. 
With  what  degree  of  accuracy  must  he  measure  the  lengths  of  the  offset  in  order 
that  the  error  on  the  paper  from  this  source  may  not  exceed  that  from  the  angular 
error  ? 

Under  these  conditions,  if  the  scale  of  the  plan  is  to  be  200  feet  to  1  inch, 
about  what  must  be  the  maximum  length  of  offset  in  order  that  the  displacement 
of  a  point  on  the  paper,  from  the  two  sources  of  error  combined,  may  not  exceed 
0-01  inch  ? 

8.  The  sides  of  a  quadrilateral  are  AB»  4-23,  BG=  6-902,  CD=  3-568,  DA»  4-65, 
and  the  diagonal  AC==  6*156  chains.    Calculate 

(a)  The  area  of  the  quadrilateral  ABCD. 

(b)  The  angles  at  A  and  at  C. 

(c)  The  le^h  of  the  diagonal  BD. 

Assuming  the  p.e.  in  the  linear  measurements  to  bo  ±  1  in  2000,  find 
{d)  The  p.e.  in  the  area, 
(e)  The  p.e.  in  the  angles  at  A  and  at  C. 
if)  The  p.e.  in  the  length  of  the  diagonal  BD. 

9.  The  plan  of  an  old  survey  plotted  to  a  scale  of  41-66  ft.  to  1  inch  was  found 
to  have  shrunk  so  that  a  line  originally  10  inches  long  was  only  9*86  inches. 
There  was  also  a  note  stating  that  the  chain  used  was  0-2  link  too  long. 

If  the  area  of  the  plan  given  by  a  planimeter  was  34-76  sq.  inches,  what  was 
approximately  the  correct  area  of  the  survey  ? 
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Optics 

When  a  ray  of  light  travelling  in  a  medium  A  meets  the  surface  of 
another  medium  B,  a  portion  of  the  ray  may  penetrate  into  B,  another 
portion  may  be  absorbed,  and  the  remainder  is  thrown  back  from 
the  common  surface  into  the  first  medium. 

The  portion  which  is  thrown  back  is  said  to  be  reflected,  and  it 
is  foimd  experimentally  that 

(i.)  The  angle  of  incidence  is  equal  to  the  angle  of  reflection, 
and  (ii.)  the  incident  and  reflected   rays  and  the  normal  to  the 
reflecting  surface  at  the  point  of  contact  all  lie  in  one 
plane. 

Thus  suppose  CD  (Fig.  50)  represents  a  plane  mirror  or  other 

polished  surface,  and  F  any  object,  such 
as  a  ranging  rod.  Bays  of  reflected  light 
are  thrown  off  from  F  in  all  directions,  but 
only  those  which  strike  the  mirror  at  0, 
so  that  the  angle  of  incidence  FON  is 
equal  to  the  angle  of  reflection  EON,  are 
reflected  to  the  eye  at  E.  The  image 
of  F  appears  to  be  at  F^  on  the  normal 
through  F,  and  as  much  behind  as  F  is  in 
front  of  the  mirror. 

It  will  be  seen  later  (p.  70)  that  the 
principle  of  such  instruments  as  the  sextant  and  optical  square  depends 
upon  the  Laws  of  Beflection  stated  above. 

The  portion  of  the  ray  which  penetrates  into  the  second  medium 
B  is  refracted,  i.e.  bent  out  of  its  original  course,  unless  the  angle  of 
incidence  on  the  common  surface  is  zero,  or  unless  the  two  media  have 
the  same  "  refractive  index." 

The  Laws  of  Befraction  for  isotropic  media  {e.g,  glass)  are  : 

(i.)  The  incident  and  refracted  rays  lie  in  a  plane  containing  the 
normal  to  the  common  surface. 

(ii.)  For  the  same  two  media  the  ratio  of  the  sine  of  the  angle  of 
incidence  to  that  of  the  angle  of  refraction  is  a  constant  and 
is  known  as  the  "  Index  of  Befraction  "  (jm), 
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Fio.  60. — Reflection  from  a 
Plane  Mirror. 
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In  passing  obliquely  from  one  medium  into  another  of  greater 

density  {e.g.  from  air  into  water  or  glass)  the  ray  is  bent  nearer  the 

normal  as  in  Fig.  51,  while  in  the  reverse  case  a  ray  passing  into  a 

less  dense  medium  is  bent  farther  away  from  the  normal. 

When,  in  this  reverse  case,  the  angle  between  the  normal  in  the 

rarer  medium  and  the  emerging  ray  reaches  90°, 

the  value  of  the  angle  between  the  normal  and  the 

incident  ray  is  known  as  the  "  Critical  Angle." 
If  the  angle  between  the  normal  and  incident 

ray  is  greater  than  the  critical  angle,  the  ray 

does  not  emerge  from  the  denser  medium,  but  is 

totally  reilected   at  the  surface — the  angle  of 

reflection  being  equal  to  the  angle  of  incidence. 

This  fact  is  taken  advantage  of  by  the  em- 
ployment of  a  right-angled  isosceles  prism  as  a 

reflector  in  the  case  of  such  instruments  as  a 

prismatic  compass,   or  a  line  ranger  or  prism 

binoculars.    Thus  in  Fig.  62,  if  ABC  is  the  prism, 

and  a  ray  from  F  meets  the  face  AB  at  right 

angles,  it  continues  in  a  straight  line  without 

refraction  imtil  it  meets  the  hypotenuse,  making 

an  angle  of  45°  with  the  normal,  when,  instead  of  passing  from  the 

denser  medium,  glass,  into  the  less  dense,  air,  it  is  totally  reflected,  and 

passes  at  right  angles  out  of  the  prism  through 
the  face  BC  to  E.  The  advantage  of  such  a 
reflector  is  that  the  reflecting  surface  does  not 
become  tarnished  or  covered  with  dust  as  would 
that  of  a  plane  mirror. 

The  value  of  the  critical  angle  from  water  to 
air  is  about  48j^°,  and  from  glass  to  air  is  about 
41°  to  42°. 

A  simple  lens  is  usually  made  of  a  single  piece 
of  glass  having  its  two  surfaces  of  approximately 
spherical  form — one  surface  is  sometimes  plane, 

i.e.    a    portion    of    a    sphere    of    infinite    radius.      Its    properties 

depend  upon  the  principles  of  refraction,  and  a  few  cases  are  here 

considered. 

Types  of  simple  lenses  are  shown  in  Fig.  53. 


Fig.  61. — Refraction. 


Fig.  52. — Prismatic 
Reflection. 


(a) 


Double  Convex 
Piano  Convex 
Concavo  Convex. 


{d)  =  Double  Concave  \ 
Converging,    (c)  =  Piano  Concave      }■  Diverging. 

(/)  =Convexo  Concave) 


(c)  and  (/)  are  also  known  as  meniscus  lenses. 


It  may  be  noted  that  converging  lenses  are  thicker  in  the  middle 
than  at  the  edges,  while  diverging  lenses  are  thinner  at  the  middle 
than  at  the  edges. 

Principal  Axis. — ^A  lens  is  usually  a  solid  of  revolution,  and  its 
axis  of  revolution  is  termed  the  principal  axis  of  the  lens.     When 
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the  two  surfaces  are  spherical,  this  axis  joins  the  two  centres  of 
curvature. 

Principal  or  Solar  Focns. — ^A  ray  of  light  passing  through  a  lens  is 
refracted  according  to  the  Laws  of  Refraction. 

Those  rays  which  enter  an  ideal  converging  lens  in  a  direction 
parallel  to  the  principal  axis  are  refracted  to  pass  through  one  point 
on  the  principal  axis,  known  as  the  Principal  Focus  (F,  Fig.  54).  In 
the  case  of  a  diverging  lens,  similar  rays,  after  passing  through,  diverge 


¥iQm  63. — Lenses. 

in  such  a  manner  that  if  their  directions  are  produced  backwards  they 
meet  in  a  point  F^  (Fig.  55),  which  is  the  principal  focus  for  this  type 
of  lens. 

It  will  be  noted  that  the  rays  actually  pass  through  the  principal 
focus  in  the  case  of  a  converging  lens,  but  only  appear  to  do  so  in  the 
case  of  a  diverging  lens ;  the  former  is  thus  called  a  "  real "  focus, 
while  the  latter  is  a  "  virtual "  focus. 

Points  corresponding  with  F  and  F^  are  found  on  the  opposite  sides 


Fio.  64. — Converging  Lens, 


Fio.  66. — Diverging  Lens. 


of  the  lens  for  rays  travelling  in  the  opposite  direction.  The  distance 
from  the  lens  to  the  principal  focus  is  known  as  the  focal  length, 
principal  focal  length,  or  solar  focal  length,  and  its  magnitude  depends 
upon  the  refractive  index  of  the  glass  and  the  radii  of  curvature  of 
the  faces. 

In  exactly  the  same  manner  that  a  ray  entering  a  lens  parallel  to 
the  principal  axis  is  refracted  to  pass  through  the  principal  focus  F, 
so  a  ray  which  emerges  from  a  double  convex  lens,  parallel  to  the 
pnncipal  axis,  must  have  previously  passed  through  the  principal  focus 
F  (Fig.  54)  on  the  opposite  side  of  the  lens,  while  from  a  diverging 
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Fig.  66. 
Optical  Centre. 


lens  the  entering  rays,  whicli  if  produced  would  pass  through  a  vertical 
focus  F^,  emerge  parallel  to  the  axis. 

Optical  Centre.— Let  0  and  0^  (Fig.  56) 
be  the  two  centres  of  curvature  of  a  lens, 
and  OT  and  O^Ti  any  two  parallel  radii. 
Draw  TA  and  TjAi  tangential  to  the  surfaces 
at  T  and  T^.  Then  if  BTTiBj  represents  the 
path  of  a  ray  through  T  and  T^,  as  TA  and 
T^Aj  are  parallel  and  TT^  therefore  makes  an 
equal  angle  with  each,  the  inclinations  of 
BT  and  B^T^  to  the  normals  will  con- 
sequently be  equal,  and  BT  and  B^Tj  will 
be  parallel. 

The  point  C  at  which  TT^  cuts  the  principal 
axis  is  known  as  the  optical  centre  of  the 
lens,  and  it  is  seen  from  the  two  similar  triangles  OTG  and  O^T^C 
that 

OC^  OT  OT  -^  PC  ,  CD  ^  OT  _  PC 

OiC    P^T/  ^^  P^Ti  -  PjC    CDi    Pi'l\    Ofi 

i.e.  the  point  C  divides  the  line  joining  the  centres  of  curvature  in 
the  ratio  of  the  radii  of  curvature,  and  divides  the  thickness  of  the  lens 
itself  in  the  same  ratio. 

All  emergent  rays,  after  passing  through  C,  have  their  directions 
parallel  to  their  original  directions,  but  to  simplify  graphical  construc- 
tions the  thickness  of  the  lens  is  generally  neglected,  and  each  ray 
which  passes  through  G  is  continued  in  a  straight  line  without  any 
deviation. 

In  the  case  of  a  meniscus  lens  the  optical  centre  lies  outside  the 
lens,  its  distance  from  the  surfaces  being  still  directly  proportional  to 
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the  radii  of  curvature ;  while  in  the  case  of  a  plano-convex  or  plano- 
concave lens,  one  of  the  radii  being  infinite,  the  optical  centre  lies  on 
the  curved  surface. 

Coiuugate  Foci  and  Images. — In  an  ideal  converging  lens  all  rays 
from  any  distant  point  A  which  pass  through  the  lens  are  so  refracted 
as  to  pass  through  another  point  A^  (Fig.  57).  In  a  diverging  lens,  the 
direction  of  the  emergent  rays  when  produced  backwards  should  pass 
through  a  point  A^. 

In  the  first  case,  then,  a  real  image  of  A  is  formed  at  A^,  while  in 

E 
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the  second  case,  as  the  rays  do  not  actually  pass  through  A^,  a  virtual 
image  is  said  to  be  formed.  The  two  points  A  and  A^  are  said  to  be 
conjugate  foci.    Let  AB  (Fig.  57)  be  a  portion  of  a  distant  object  such 


Fig.  58. 


as  a  ranging  rod  or  levelling  staff :  then  all  the  rays  from  A  which 
pass  through  the  lens  should  converge  to  a  point  A^  on  the  opposite 
side  of  the  lens. 

The  position  of  Aj  may  be  found  by  considering  the  path  of  two 
particular  rays.  (1)  The  ray  from  A  which  passes  through  the  optical 
centre  C  of  the  lens  may  be  assumed  to  continue  in  the  same  straight 
line  AC  without  deflection,  so  that  A^  lies  upon  AC  produced.  (2) 
The  ray  from  A  parallel  to  the  principal  axis  is  refracted  through  the 
principal  focus  F,  so  that  Aj  also  lies  on  AgF  produced,  and  the  inter- 
section of  AC  and  AjF  fixes  the  position  of  A^  as  in  Fig.  57. 

Similarly  the  position  of  the  image  B^  of  any  other  point  B  may  be 
found.    The  image  in  this  case  is  real  and  inverted,  but  if  the  object 

is  nearer  to  the  lens 
-"  '  *^"  than     the    principal 

focal    length,   i.e.    if 
AB  lies  between  F^ 


and  C,  the  image  will 
be  virtual,  erect,  and 
magnified  (Fig.  69), 
and  can  be  seen  by 
the  eye  placed  on  the 
opposite  side  of  the 
lens. 

The  point  A^  is 
found  by  producing 
FAg   and   CA  back- 


K 


Bt^ 
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wards  to  intersect  at  A^ — ^the  rays  not  actually  passing  through  Aj ; 
B^  is  found  in  a  similar  manner. 

The  image  is  also  virtual  in  the  case  of  a  divergent  lens. 

From  Fig.  57  it  is  evident  that  the  greater  the  distance  of  AB  from 
the  lens  C  the  flatter  becomes  the  line  ACA^,  and  the  nearer  to  F  is  the 
point  A^  on  the  line  A2F,  until,  when  AB  is  a  very  great  distance  away, 
its  image  is  formed  at  F.  The  image  of  a  point  in  the  sim,  for  instance, 
is  formed  as  nearly  as  possible  at  F — ^all  the  rays  being  practically 
parallel,  so  that  F  is  sometimes  known  as  the  "  Solar  Focus.'* 
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Let  CF,  the  principal  focal  length,  be  denoted  by/,  and  the  conjugate 
focal  lengths,  i.e.  the  distances  of  AB  and  A^B^  respectively  from 
the  lens,  be/^  and/g. 

Then  from  the  similar  triangles  ABC  and  A^Bj^C, 

AB=/i  .  (1) 

and  from  the  similar  triangles  A2B2P  and  AjB^F, 

AiBi   A-/'        •       ■       •       •    ^^ 
and  as  AAg  and  BBj  are  each  parallel  to  the  principal  axis  of  the  lens, 

A2B2  =  AB. 


.-.  from  (1)  and  (2) 


AB_A_     / 


or  by  cross  multiplication   fj^  -fif^fj, 
and  dividing  each  term  hj  ff-^f^y 

7  A  /«•       ■      •      *      •  ^^ 

The  same  result  may  be  deduced  from  Fig.  58. 

The  relative  size  of  the  object  and  its  image  evidently  depends  upon 
the  magnitude  of  the  conjugate  focal  lengths /^  and/g,  the  relationship 
being  expressed  by  equation  (1).  In  the  particular  case,  when  AB  = 
AjBj,  it  follows  that/i  =/2,  and  hence  by  substitution  in  (3)  that 

/i=/2  =  2/.  .        .        .        .    (4) 

That  is  to  say,  if  the  object  is  at  a  distance  equal  to  2/  from  the  lens, 
the  resulting  image  will  be  equal  in  size  to  the  object  itself ;  if  the 
object  is  at  a  greater  distance  than  2/ from  the  lens,  the  image  becomes 
smaller  as  /^  increases,  until  when  /^  approaches  an  infinitely  great 
distance  the  size  of  the  image 
diminishes  and  approaches  a 
point  at  F  in  the  lunit ;  if  /i  is 
less  than  2/.  the  size  of  the 
image  is  grater  than.the  ob- 
ject,  and  is  real  until  /i=/, 
when/2  becomes  infinitely  large : 
for  values  of  /j  less  than  /  the 
image  is  virtual,  as  already  ex- 
plained (Fig.  59).  Fig.  60.— Spherical  Aberration. 

Aberration. — If  the  lens  is 
bounded  by  truly  spherical  surfaces,  the  rays  from  a  given  point  are 
not  all  collected  exactly  at  one  point,  but  those  through  the  outer 
portions  of  the  glass  fall  short  as  in  Fig.  60.  This  defect  is  known 
as  Spherical  Aberration,  and  is  remedied  by  "  figuring  "  or  modifying 
the  spherical  shape  of  the  lens  by  hand. 
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Pio.  61. — Chromatic  Aberration. 


A  "  stop  "  may  be  used  in  a  photographic  camera  to  eliminate  the 
outside  rays  and  so  render  the  image  more  sharply  defined ;  the  time 
of  exposure  necessary  to  photograph  the  image  upon  a  sensitised 
plate  is  longer,  however,  in  this  case,  as  the  image  is  not  so  bright 
as  before. 

Chromatic  Aberration. — ^White  light  is  made  up  of  coloured  rajrs — 
red,  orange,  yellow,  green,  blue,  indigo,  and  violet — and  of  these  the 

violet  is  refracted  most  and  the  red 
least,  so  that  when  white  light  passes 
through  a  simple  lens  these  coloured 
rays  will  each  have  a  different  focus, 
as  in  Fig.  61,  the  violet  being  the 
nearer  the  lens.  This  is  a  defect  in 
a  lens,  as,  instead  of  one  definite 
image  being  formed  of  an  object,  a 
number  of  images  are  formed,  those 
nearer  the  lens  having  a  preponder- 
ance of  violet  with  a  red  edging,  while  those  more  remote  have  a 
preponderance  of  red  with  the  violet  on  the  outside. 

To  correct  this  dispersion  a  compound  lens  is  used  as  in  Fig.  53,  gr, 
the  double  convex  portion  being  made  of  crown  glass  and  the  meniscus 
of  flint  glass.  As  these  two  materials  possess  different  properties  of 
refraction,  etc.,  the  dispersion  of  the  former  can  be  largely  neutralised 
by  the  latter  without  at  the  same  time  altogether  neutralising  that 
deviation  of  the  rays  which  of  course  is  essential  for  the  formation 
of  an  image.  The  blue  and  orange  rays  are  brought  to  the  same  focus 
in  practice,  and  the  combination  of  the  two  glasses  is  known  as  an 
"  achromatic  lens." 

Astigmatism  (Fig.  62)  is  a  defect  which  causes  oblique  pencils  of 
light  to  focus  on  two  straight  lines  a  small  distance  apart,  and  at 
right  angles  to  each  other, 
instead  of  at  one  point. 
The  nearest  approach  to  a 
point  focus  is  between  these 
two  focal  lines  where  a 
"  circle  of  least  confusion  " 
is  formed.  Often  the  vari- 
ous circles  of  least  con- 
fusion do  not  lie  in  one  plane,  but  on  a  surface  which  is  concave 
towards  the  lens.  This  is  an  important  defect — particularly  for 
photographic  work — as  the  whole  field  cannot  be  simultaneously 
focussed  on  to  a  flat  plate. 

The  Telescope. — The  telescope  used  for  surveying  instruments  con- 
sists of  a  metal  tube  containing  an  object-glass  at  one  extremity  and 
an  eye-piece  at  the  other.  The  object-glass,  as  in  Fig.  57,  produces 
a  real  inverted  image  in  the  tube,  which  the  eye-piece  magnifies  as  in 
Fig.  59.  The  eye-piece,  instead  of  being  a  simple  lens,  is  more  usually 
a  combination,  the  two  chief  types  being : 

(1)  The  Ramsden  eye-piece,  which  is  composed  of  two  plano- 


Fio.  62. — Astigmatism. 
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convex  lenses  as  in  Fig.  63,  a.    The  distance  between  them  is  two- 
thirds  of  the  focal  length  of  either. 

(2)  The  Huygenian  eye-piece,  which  is  composed  of  two  plano- 
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FiQ.  63. — Ramsden  and  Huyghens*  Eye-pieces. 


convex  lenses  as  in  Fig.  63,  6.  The  distance  between  them  is  two- 
thirds  of  the  focal  length  (F)  of  the  larger,  and  twice  the  focal 
length  (/)  of  the  smaller. 

The  former  is  the  more  generally  employed,  as  it  gives  a  flat  field 
of  view,  and  though  the  chromatic  aberration  is  slightly  more,  its 
spherical  aberration  is  less  than  that  of  the  Huygenian.  It  is  known 
as  a  positive  eye-piece,  for  the  inverted  image  which  is  formed  by 
the  object-glass  appears 
still  inverted  to  the  ob- 
server. 

The  diaphragm  is  a 
brass  or  gun-metal  ring 
fitting  inside  the  telescope 
tube,  and  attached  to  it 
by  means  of  either  two  or 
four  capstan-headed  screws 
which  are  capable  of  ad- 
justment. 

The   ring   carries   the 
"cross-hairs,"  which  may 
be  arranged  in  several  ways,  as  shown  in  Fig.   64,  and  may  be 
formed 

(1)  By  fine  lines  scratched  upon  glass ; 

(2)  By  fine  spiders'  webs  stretch^  across  the  frame ;  or 

(3)  By  fine  metal  points,  generally  of  platinum-iridium. 

An  objection  to  the  first  of  these  methods  is  that  the  glass  is  apt 
to  become  dimmed  through  condensed  moisture,  and  it  also  cuts  out  a 


Fio.  64. — Types  of  Diaphragms. 
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certain  proportion  of  light,  but  it  is  not  so  fragile  as  are  the  spiders' 
webs.  The  metal  points  are  preferred  by  many,  as  they  are  not 
very  easily  broken  or  displaced,  and  can  be  seen  very  distinctly ;  but 
graduations  on  a  staS  cannot  be  read  as  quickly  with  these,  as  more 
lateral  adjiistment  than  is  necessary  with  a  plain  hair-line  is  required 
to  get  coincidence  with  the  end  of  the  metal  point.  An  accident 
which  would  break  the  webs  might  bend  one  or  more  of  the  metal 
points,  and  so  cause  incorrect  results  to  be  obtained ;  and  the  dis- 
crepancy might  pass  unobserved  until  some  time  later  when  a  regular 
adjustment  was  tried. 

The  diaphragm  is  placed  in  such  a  position  that  the  cross-hairs  may 
be  made  to  coincide  with  the  image  formed  at  d  by  the  object-glass 
(Fig.  63,  a),  and  the  distance  of  this  (f^  from  C  is  a  variable,  depending 
upon  the  distance  (f^  of  the  object  AB  from  C,  as  explained  above. 

The  distance  from  the  real  inverted  image  to  the  eye-piece  depends 
upon  the  eyesight  of  the  person  observing,  and  in  order  that  the 
magnified  vertical  image  snail  be  clearly  seen,  the  distance  of  this 
from  the  eye  should  be  the  same  as  would  be  necessary  to  obtain  the 
best  view  of  an  object  by  direct  vision  without  the  aid  of  a  magnifying 
glass  (cf .  Fi^.  69).  It  is  necessary,  therefore,  that  the  distances  of  the 
diaphragm,  both  from  the  object-glass  and  from  the  eye-piece,  shall 
be  adjustable. 

Generally  the  object-glass  is  fixed  into  one  end  of  the  telescope 
tube  proper,  while  into  the  other  end  slides  a  close-fitting  tube,  worked 
by  means  of  a  rack  and  pinion  from  a  large  milled-headed  screw  on 
the  outside  of  the  telescope.  To  the  sliding  tube  the  diaphragm  is 
attached  by  capstan-headed  screws,  and  the  eye-piece,  which  slides 
into  the  end  of  it,  can  be  adjusted  outwards  or  inwards  with  the 
fingers  through  a  small  distance. 

Sometimes  the  object-glass  is  attached  to  a  sliding  inner  tube 
worked  by  a  rack  and  pinion,  while  the  diaphragm  is  fixed  to  the 
main  telescope  tube. 

In  focussing  the  telescope  on  to  an  object,  the  eye-piece  is  adjusted 
with  the  fingers  until  the  cross-webs  are  seen  quite  distinctly,  and 
they  then  require  little  attention  during  the  remainder  of  the^day. 
The  image  of  the  object  is  then  brought  clearly  into  view  by  means  of 
the  large  milled-headed  screw  on  the  side  of  the  telescope,  and  should 
be  accurately  brought  to  the  same  focus  as  the  hair-lines.  When  in 
this  position  the  cross-hairs  should  appear  stationary,  i.e.  should  not 
move  relatively  to  the  image  when  the  eye  is  moved  upwards  or  down- 
wards so  as  to  look  through  a  different  part  of  the  eye-piece  lens.  The 
distance  from  the  object-glass  to  the  diaphragm  when  focussed  to  a 
distant  object  gives  the  focal  length  of  the  object-glass,  and  this  it  is 
which  defines  the  "  size  "  of  the  telescope,  e.g.  10*,  12*',  14*',  etc. 

The  imaginary  line  joining  the  intersection  of  the  webs  of  the  dia- 
phragm to  tiie  optical  centre  of  the  object-glass  and  the  continuation 
of  this  is  known  as  the  ''  Line  of  Collimation  "  of  the  telescope. 
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Magnetism 

The  word  "  magnet "  dates  from  very  early  times,  bemg  originally 
applied  to  pieces  of  lodestone  or  "  magnetic  iron  ore  "  (Fe304),  found 
in  Magnesia  in  Asia  Minor,  and  in  other  districts. 

It  was  discovered  that  this  substance  was  endowed  with  the  power 
of  attracting  pieces  of  iron  and  steel,  and  also  that  it  possessed  the 
peculiar  property  that,  when  freely  suspended,  it  adopted  a  definite 
position  in  a  direction  approximately  north  and  south.  Natural 
magnets  are  comparatively  rare,  however,  but  certain  substances 
which  are  capable  of  being  magnetised — ^particularly  iron  and  steel — 
may  be  converted  into  artificial  magnets.  Such  substances  are  known 
as  "  magnetic  substances." 

Artificial  magnets  possess  the  same  peculiarities  as  natural  magnets 
— ^they  attract  and  are  attracted  by  magnetic  substances,  and,  unless 
influenced  by  such  bodies,  adopt  positions  approximately  north  and 
south  in  direction  when  freely  suspended.  This  phenomenon  will 
be  considered  more  fully  later. 

The  end  of  the  magnet  which  is  directed  towards  the  north  is 
known  as  the  north  pole,  or  north-seeking  pole,  of  the  magnet ; 
similarly  the  opposite  end  is  termed  the  south  or  south-seeking  pole ; 
and  if  the  magnet  be  dipped  into  a  dish  of  iron  filings,  the  attracted 
filings  will  be  found  to  adhere  in  thicker  tufts  to  these  two  regions 
than  to  other  parts  of  the  magnet. 

Observation  shows  that  there  is  a  repulsive  force  exerted  between 
the  "  like "  poles,  and  an  attractive  force  between  the  "  unlike " 
poles  of  two  magnets,  so  that  the  north  pole  of  one  magnet  repels  the 
north  pole  and  attracts  the  south  pole  of  another,  the  intensity  of  the 
force  varying  inversely  as  the  square  of  the  distance  between  the 
poles  concerned. 

The  earth  may  be  considered  as  a  huge  natural  magnet  having 
its  poles  situated  near  the  north  and  south  geographical  poles  re- 
spectively ;  consequently  the  polarity  of  the  north  magnetic  pole  is  of 
the  opposite  sign  to  that  of  the  north-seeking  end  of  an  ordinary 
magnet,  and  corresponds  with  that  of  the  south-seeking  end. 

The  Compass. — There  are  two  general  types  of  compass,  (1)  the 
circular  box  compass  and  (2)  the  trough  compass. 

Sometimes  the  circular  box  type  is  fitted  with  a  graduated  disc 
below  the  level  of  the  magnetic  "  needle  " — e.g.  in  the  ordinary  small 
pocket  compass — and  sometimes  with  a  flat  circular  ring  scale  on  the 
same  level  and  as  nearly  as  possible  in  contact  with,  without  touching 
the  ends  of  the  needle — e.g.  in  a  miner's  dial. 

The  trough  compass  (Fig.  65),  which  is  in  the  shape  of  a  long  narrow 
rectangular  box  or  trough,  has  at  each  end  of  the  box  a  small  flat 
curved  scale,  level  with  the  needle  and  graduated  to  about  5°  only  on 
each  side  of  the  centre  line. 

The  magnet  is  in  the  form  of  a  thin  steel  "  needle,"  supported  at 
the  centre  of  its  length  on  a  hardened  steel  pivot,  which  fits  into  a 


socket  coneisting  of  an  agate  oi  other  hard  etone  cup  motmted  in 
brass. 

From  this  pivot  the  magnet  should  be  raised  when  the  inatTument 


Fra.  65. — Trough  Compass. 

is  not  in  use,  otherwise  undue  wear  teaults  in  the  development  of 
a  considerable  amount  of  friction  which  is  imdesiiable. 

The  needle  is  of  rectangular  cross-section  and  has  the  longer 
dimension  sometimes  vertical  and  sometimes  horizontal. 

The  former  or  edge-bar  type  is  particularly  suitable  when  the  scale 
is  level  with  the  extremity  of  the  needle,  as  there  is  then  no  difficulty 
in  estimating  the  reading,  since  the  sharp  vertical  edge  of  the  magnet 
may  be  almost  in  contact  with  the  scale  (Figs.  65  and  66,  c). 

The  flat  needle  is  more  fre<juently  used  for  the  disc  type  of  scale 
and  it  is  then  lozenge-shaped  m  plan  (Fig.  66,  a).  In  this  case  the 
point  of  the  needle  cannot  be  brought  into  such  close  contact  with  the 
graduations,  as  the  magnet  must  be  sufficiently 
raised  above  the  card  to  enable  it  to  swing 
freely  even  when  the  instrument  is  not  held 
exactly  level,  i.e.  when  the  plane  of  the 
instrument  is  not  exactly  parallel  to  the 
longitudinal  axis  of  the  needle.  There  is 
consequently  considerable  hability  to  error 
due  to  parallax,  and  an  incorrect  reading  may 
be  obtained  irnless  the  eye  is  vertically  above 
the  needle.     If  a  plane  mirror  is  fixed  below 
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n  1     the  needle,  parallax  may  be  avoided  by  mov- 

ing the  eye  into  such  a  position  that  the 
reflection  of  the  needle  is  exactly  covered  by 
the  needle  itaelf ;  this  ensures  that  the  eye  is 
Fio.  66.  correctly  placed.     Though  frequently  adopted 

Compau  Needles.  f^p  scientific  apparatus,  this  simple  device  is 

not  commonly  found  in  surveying  mstruments. 
The  edge-bar  needle  is  used  occasionally  for  disc  scales  in  lieu  of  the 
lozenge-shaped  flat  ty^. 

For  the  raised  scales  too  a  flat  needle  is  sometimes  employed,  but 
then  it  ia  generally  rectangular  in  plan,  and  the  reading  observed 
against  an  engraved  mark  as  in  Fig.  66,  6. 

Declination. — The  horizontal  direction  adopted  by  the  longitudinal 
axis  of  the  needle  at  any  position — provided  there  is  no  local  attraction 
due  to  the  near  proximity  of  magnetic  substances — is  known  as  the 
magnetic  meridian,  and  the  angle  this  line  makes  with  the  true  or 
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geographical  meridian  of  the  place  is  known  as  the  magnetic  ^'  declina- 
tion" or  magnetic  "variation."  The  distribution  of  the  earth's 
magnetism  is  by  no  means  regular,  consequently  lines  of  equal  magnetic 
declination — ^known  as  Isogonic  lines — do  not  form  complete  great 
circles  as  do  the  geographical  meridians,  but  radiating  from  the  north 
and  south  magnetic  regions  they  follow  irregular  paths,  which  are 
shown  on  such  charts  as  those  prepared  by  the  Admiralty  for  the  use 
of  mariners  and  others. 

There  are  four  lines  of  zero  declination — or  Agonic  lines — i.e.  the 
loci  of  points  at  which  the  magnetic  meridian  coincides  with  the 
geographical  meridian.  One  runs  from  the  north  magnetic  pole 
through  Central  Russia,  bends  eastwards  through  the  Indian  Ocean, 
and  then  proceeds  through  Western  Australia  to  the  south ;  another 
runs  from  the  north  magnetic  pole  through  Canada  and  the  east  of 
the  United  States,  and  through  Brazil  to  the  south  ;  another  forms  a 
large  oval  on  the  east  coast  of  China,  while  the  fourth  is  a  comparatively 
small  circuit  in  the  southern  Pacific  Ocean. 

The  Isogonic  lines  over  Great  Britain  run  roughly  in  a  north-easterly 
direction. 

Below  are  given  a  few  approximate  values  of  the  magnetic  declina- 
tion in  1918,  that  for  Greenwich  being  within  a  very  few  minutes  of  the 
mean  value,  and  the  remainder  to  the  nearest  degree. 


Greenwich 

.     14°-25'  W. 

Dublin 

18°  W. 

Edinburgh 

17°  W. 

New  York 

10°  W. 

San  Francisco    . 

18°  E. 

Capetown 

26°  W. 

Melbourne 

.      8°  E. 

Calcutta 

.      1°  E. 

Tokio     . 

.      4°W. 

Petrograd 

.       2°  E. 

Cairo 

.       2°W. 

Obviously  there  are  places  where  the  needle  lies  due  east  and  west, 
but  these  will  be  near  the  poles.  In  Greenland,  for  instance,  a  magnetic 
declination  of  35°  to  60°  W.  and  upwards  is  found.  At  Sitka — the 
U.S.  magnetic  observatory  in  Alaska — the  declination  is  about  30°  E., 
while  at  Kerguelen  Island  it  is  about  36°  W. 

Near  masses  of  magnetic  rock,  such  as  basalt,  the  local  variation 
of  the  needle  may  be  very  marked,  and  in  such  districts  the  compass 
becomes  quite  worthless  as  a  surveying  instrument. 

It  may  also  be  noted  here  that  the  magnetic  needle  may  be 
seriously  deflected  from  its  normal  position  when  in  the  proximity  of 
iron  or  steel  rails,  railings,  lamp-posts,  gas  and  water  pipes,  girders, 
etc.,  while  iron  buttons,  steel-rimmed  spectacles,  keys,  and  other  small 
articles  about  a  surveyor's  person  may  appreciably  deflect  a  sensitive 
needle. 

Inclination  or  Dip. — If  a  symmetrical,  evenly  balanced  piece  of 
steel  be  magnetised  and  supported  at  its  centre  of  gravity  in  such  a 
manner  that  it  is  free  to  rotate  in  a  vertical  plane  in  the  magnetic 
meridian,  it  will  be  observed  that  at  most  positions  on  the  earth's 
surface  the  position  of  equilibrium  of  the  magnetic  needle  so  formed 
is  not  in  a  horizontal  plane,  but  in  a  plane  inclined  at  a  definite  angle 
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to  the  horizontal.  This  angle  is  known  as  the  "  Dip  "  or  "  Inclination  " 
of  the  needle.  In  the  northern  hemisphere  the  north  end  of  the 
needle,  and  in  the  southern  hemisphere  the  south  end  of  the  needle, 
is  usually  deflected  downwards. 

Lines,  known  as  Isoclinie  lines,  may  be  drawn  on  a  map  to  show 
the  loci  of  places  having  the  same  value  of  dip.  These  lines,  which 
are  more  or  less  irregular,  encircle  the  earth  in  a  similar  manner  to  the 
geographical  parallels  of  latitude. 

The  line  along  which  there  is  no  dip  is  in  the  vicinity  of  the  Equator  ; 
it  is  known  as  the  Magnetic  Equator,  and  its  representation  on  the 
chart  as  the  Aclinic  line. 

In  England  the  value  of  the  angle  of  dip  is  about  67°  (at  Greenwich), 
while  at  the  magnetic  poles  the  needle  would  be  vertical  and  the 
dip  90°. 

Though  of  importance  for  scientific  purposes,  the  amount  of  the 
"  dip "  of  the  needle  in  various  places  is  seldom  measured  by  a 
Surveyor.  It  aSects  him,  however,  in  so  much  that  a  needle  which  is 
correctly  balanced  for  one  latitude  is  incorrectly  balanced  for  other 
regions,  and  in  consequence  of  this  will  no  longer  float  in  a  horizontal , 
plane,  and  the  bearing  on  the  central  pivot  is  unsatisfactory.  To 
remedy  this,  and  to  counteract  the  vertical  components  of  the  magnetic 
forces  which  are  tending  to  dip  the  needle,  a  small  sliding  sleeve- weight 
is  fitted  to  the  needle.  By  moving  this  towards  or  away  from  the 
pivot,  the  balance  may  be  adjusted  to  suit  varying  conditions. 

In  order  to  weight  that  end  of  the  needle  which  tends  to  be  raised 
resort  is  occasionally  made  to  sealing-wax. 

Changes  in  Magnetic  Declination. — ^Neither  the  dip  nor  the  declina- 
tion of  the  compass  has  a  constant  value  at  a  particular  place — ^both 
are  subject  to  variations.  It  is  the  changes  in  the  latter,  however, 
which  are  of  most  importance  to  a  Surveyor,  and  these  may  be  classed 
under  four  heads,  viz. : 

(a)  Secular  variations. 

(b)  Annual  variations. 

(c)  Diurnal  variations. 

(d)  Irregular  variations. 

(a)  Secular  Variations. — The  magnetic  poles  are  continually  altering 
their  positions  relatively  to  the  geographical  poles,  and  records  over 
a  large  ntmiber  of  years  show  that,  due  to  this  caiise,  the  mean  declina- 
tion of  a  place  alters  in  a  more  or  less  regular  manner  from  year  to 
year. 

For  instance,  near  Greenwich  the  earliest  records  show  that  in 
1580  the  declination  was  about  11°-15'  E.  Since  that  date  the 
declination  diminished  until  in  1657  it  was  nil,  i.e.  the  magnetic  and 
geographical  meridians  at  Greenwich  were  coincident. 

The  declination  then  became  westerly,  and  gradually  increased  in 
amount  until  in  1818  the  maidmum  variation  of  24°-38'  W.  was 
reached. 

Since  1818  the  declination  has  been  gradually  decreasing  again 
until  in  1918  the  mean  value  was  about  14°-25'  W. 
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The  annual  rate  of  change  since  1880  has  varied  between  V  and  11', 
the  average  for  the  last  ten  years  being  about  10'  W.  declination 
decreasing. 

In  a  similar  manner  corresponding  changes,  though  of  difEerent 
magnitudes,  occur  at  places  other  than  Greenwich  upon  the  earth's 
surface. 

It  is  obvious  from  the  above  account  that  the  direction  of  the 
magnetic  meridian  as  represented  upon  colliery  and  other  plans  should 
be  corrected  periodically ;  otherwise,  if  data  taken  with  reference  to 
the  present  magnetic  meridian  are  to  be  added  to  plans  drawn  some 
years  previously,  corrections  must  be  applied  to  all  the  observations, 
or  the  data  referred  to  the  true  meridian  on  each  occasion. 

(6)  Annnal  Variations  cause  a  deviation  of  the  needle  of  about 
15'  on  each  side  of  the  mean  value  during  the  year. 

(c)  Diurnal  Variations. — The  extent  of  the  diurnal  variation  is 
aSected  by  several  factors,  such  as 

(1)  The  locality — i.e.  it  usually  increases  as  the  magnetic  poles 

are  approached  and  the  Equator  departed  from. 

(2)  The  season  of  the  year — ^being  considerably  more  in  summer 

than  in  winter ;  for  this  reason,  and  as  the  rate  of  change 
.    is  much  more  excessive  during  the  day  than  during  the 
night  (see  below),  sunlight  is  supposed  to  have  some 
influence  upon  the  magnetic  elements. 

(3)  The  amount  of  diurnal  variation  also  changes  from  year 

to  year. 

The  rate  of  change  during  the  twenty-four  hours  is  also  variable, 
the  needle  bein^  moderately  steady  during  the  night.  In  this  country 
the  declination  decreases  slightly  in  the  early  morning  until  about  8  a.m., 
when  it  attains  its  minimum  value.  The  needle  then  moves  slowly 
backwards  towards  the  west,  passing  through  its  mean  position  about 
10  A.M.  and  reaching  its  most  westerly  deviation  about  1  p.m.  It 
then  more  slowly  oscillates  back  towards  its  mean  position,  which  it 
passes  in  the  evening  about  6  to  7  p.m.  The  extent  of  the  variation 
in  England  is  roughly  12'  in  the  stmimer  and  7'  in  the  winter,  though 
it  varies  with  the  phase  of  the  sunspot  period. 

{i)  Irregular  Disturbances,  due  to  what  are  known  as  '^  magnetic 
storms,"  cause  displacements  of  the  needle  through  amounts  var}dng 
in  extent  up  to  1°  or  2° ;  they  are  considered  to  be  in  some  way  due  to 
solar  influence  and  are  often  coincident  with  such  phenomena  as  the 
"  aurora  borealis,"  earthquakes,  etc.  They  are  probably  associated 
in  some  way  with  sunspots. 


Chapter  III 

INSTRUMENTS 

The  vernier  is  a  device  which  enables  measurements  to  be  taken  to  a 
finer  degree  of  accuracy  than  would  be  possible  bv  direct  estimation  of 
the  divisions  on  the  main  or  primary  scale  of  an  mstrument,  and  it  is 
particularly  useful  when  the  further  subdivision  of  this  scale  would 
give  graduations  too  closely  engraved  to  be  easily  distinguished.  It 
consists  of  a  small  scale  which  moves  with  its  graduated  edge  in  con- 
junction with  the  graduated  edge  of  the  primary  scale,  and  its  principle 
may  be  understood  from  the  following. 

Direct  Vernier. — If  it  is  required  to  read  to  -th  part  of  a  graduation 

on  the  main  scale,  the  vernier  scale  is  divided  into  n  equal  parts,  and 
has  a  total  length  equal  to  (n  - 1)  primary  divisions,  so  that 

n  vernier  divisions  =  n  ~  1  primary  divisions, 
and  1  vernier  division  = =  ( 1  — j  primary  divisions, 

i.e.  the  difference  between  a  vernier  and  a  primary  scale  division  is 

-th  the  latter. 
n 

In  the  direct  vernier  both  scales  are  graduated  in  the  same  direction, 

i.e,  both  from  left  to  right  or  both  vice  versa,  so  that  if  the  zero  of  the 

vernier  coincides  with  the  zero  of  the  primary  scale,  then 

the  Ist  vernier  division  will  lag  -th  of  a  primary  division  behind  the 

1st  primary  graduation, 

2 
the  2nd       „  „  „       -ths  of  a  primary  division  behind  the 

and  the  nth       „  „  „       -ths  of  a  primary  division  behind  the 

nth  primary  graduation, 
i.e.  will  coincide  with  the  (n  -  l)th  graduation. 

Thus  if  the  vernier  is  moved  forward     th  of  a  primary  division. 


n 
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the  Ist  vernier  graduation  will  coincide  with  a  primary  graduation, 

and  if  it  is  moved  forward  ^ths  of  a  primary  division,  the  ^th  Vernier 

n 

division  will  coincide  with  a  primary  graduation. 

If  the  vernier  is  in  such  a  position  that  its  zero  lies  between  the 

mth  and  (m  +  l)th  division  on  the  primary,  and  the  pth  vernier  division 

coincides  with  some  line  on  the  main  scale,  the  reading  is 


(m  + 2)  primary  divisions. 


It  should  be  noted  that  it  is  quite  immaterial  with  which  primary 
graduation  the  pth  vernier  division  happens  to  coincide ;  the  only 
graduation  on  the  primary  to  be  noted  is  that  last  passed  by  the  zero 
of  the  vernier  {i,e,  the  wth),  and  the  only  vernier  division  to  be  noted 
(the  pth)  is  that  which  coincides  with  some  one — no  matter  which — 
primary  division. 

In  Fig.  67  the  reading  on  the  primary  is  29°-30'  (or  29^°)  + 13' 
(i.e.  ^  of  i^)  on  the  ver- 


nier, giving  a  complete  I-. ,  i  ■ '  ■  i  ■  i  p  i  n  !  1 1 1  '^^r-^t-my 

reading  of  29°-43'.  M  I  ■  1 1^  ■' P' rrf^fffl^lT^l'^ ^ 


30  35  40  45 
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Retrograde  Vernier. — 

On    this    type    of     ver-  Fio.  67.— Direct  Vernier,  reading  29°-43'. 

nier  n  vernier  divisions 

are  equal  to   (n  +  1)  primary  divisions,  so  that  1  vernier  division 

=  ( )  =  ( 1  +  - )  primary  division ;    and  the  difference  is  -th  of  a 

\    n   J     \      n/  n 

primary  division  as  before. 

The  scales,  however,  are  graduated  in  opposite  directions,  one  from 

left  to  right  and  the  other  from  right  to  left  as  in  Fig.  68,  so  that  if 

the  two  zeros  coincide,  the  1st  vernier  graduation  will  lag  -th  of  a 


n 


•  2 

primary  division  behind  a  primary  graduation,  the  2nd  will  be   -ths 

behind  another  graduation,  and  so  on.    When  the  vernier  zero  is 
moved  forward  -th  of  a  primary  division,  as  in  the  direct  type,  the 

1st  graduation  of  the  vernier  will  be  brought  into  coincidence  with 
a  primary  division;    and  when   moved  forward  2th  of  a  primary 

division,  the  pth  graduation  will  be  found  to  coincide  with  a  primary 
division. 

The  advantage  of  a  retrograde  vernier  is  that  the  graduations 
are  not  quite  as  fine  as  those  of  a  direct  vernier ;  but  the  latter  is 
generally  employed  as  it  is  perhaps  rather  more  simple  to  read. 
In  Fig.  68  the  reading  given  by  the  primary  scale  is  3-2  inches, 
while,  as  coincidence  is  obtained  on  the  vernier  at  -04,  this  gives  a 
total  reading  of  3-24  inches. 
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Fio.  68. — Retrograde  Vernier,  reading  3*24  inches. 


The  Double  Vernier. — When  a  simple  vernier — either  direct  or 
retrograde — ^is  used,  readings  can  only  be  taken  in  one  direction  on 
the  scale,  unless  for  each  reading  the  fraction  of  a  primary  division, 
as  indicated  by  the  vernier  for  forward  motion,  is  subtracted  from 
unity  for  motion  in  the  reverse  direction. 

For  example,  in  the  case  of  an  instrument  the  primaiy  scale  of 

which    is    divided    into 

1^^  I    I    I    I   f    I    I    I  ^^ half  degrees,  subdivided 

by  means  of  the  vernier 
to  half  minutes,  if  the 
bearing  of  a  line  is  229°- 
43J'  from  left  to  right, 
the  vernier  will  read  13  J',  while  the  primary  scale  will  read  229°-30' 
for  clockwise  motion,  giving  a  bearing  of  229°-43J'.  For  counter- 
clockwise motion— if  the  observation  is  made  from  right  to  left — 
the  primary  scale  would  read  130°.  The  vernier  readme  would  be 
13^'  as  before,  and  this  must  be  subtracted  from  30' — (the  value  of 
a  primary  division)  giving  l&Y  ^  ^^  added  to  the  130° — as  the  bearing 
from  right  to  left  is  130°-16i'. 

This  calculation  may  be  avoided  by  placing  two  simple  verniers 
end  to  end,  forming  one  scale,  with  the  zero  in  the  centre,  and  using  one 
of  these  for  clockwise  motion  and  the  other  for  counter-clockwise. 
The  combination,  which  is  double  the  length  of  an  ordinary  vernier, 
is  known  as  a  double  vernier.  The  graduations  of  most  theodolites 
are  figured  in  a  clockwise  direction  only,  and  fitted  with  single  direct 
verniers. 

A  modification  of  a  double  vernier,  sometimes  found  on  a  dial  or 
circumferenter,  is  shown  in  Fig.  69  where  the  vernier  is  at  the  zero 
position,  and  in  Fig.  70 

where  the  reading  is  «  « 

70°-24'  to  the  right  or  ^ 

289°-36'  to  the  left. 
It  will  be  noticed  that 
the  length  of  the  scale 
is  the  same  as  that  for 
an  ordinary  direct  ver- 
nier, and  as  10  vernier 
divisions  =  9J  primary 
divisions  on  each  side 
of  the  zero,  or  20 
vernier    divisions  =  19 

primary  divisions,  the  difference  is  ^^th  of  a  primary  division  ;  there- 
fore as  each  primary  division  represents  1°,  the  vernier  divisions  each 
represent  3  minutes,  i.e.  .^V^h  of  a  degree. 

For  motion  to  the   ^fu   ^^®  vernier  is  read  from  0  to  30  at  the 

1^,.    extremity,  and  then  from  30  at  the   .  ,  .  extremity  to  the  CO 
{i,e.  zero)  in  the  centre. 
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Fig.  69. — ^Double  Vernier,  reading  to  3'. 
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Pro.  TO.—Double  Vernier,  reading  70''-24'  or  2S9*'-36'. 
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The  Micrometer  Microscope. — The  micrometer  microscope  is  a 
device  which  enables  a  measurement  to  be  taken  to  a  still  finer  degree 
of  accuracy  than  that  obtainable  with  a  vernier,  and  many  theodolites, 
tacheometers,  omnimeters,  etc.,  are  now  fitted  with  this  appliance. 

The  micrometer  tube  consists  of  an  object-glass,  an  eye-piece,  and 
a  diaphragm  which  is  capable  of  delicately  controlled  movement  at 
right  angles  to  the  longitudinal  axis  of  the  tube.  Let/^  be  the  distance 
of  the  object-glass  from  the  graduated  limb,  /j  the  distance  of  the 
object-glass  from  the  image  which  is  formed  inside  the  tube,  and  / 
the  solar  focal  length  of  the  object-glass  lens. 

Then,  as  explained  on  p.  51,  Chapter  II.,  if /^  has  a  value  between 
/  and  2/,  f^  is  greater  than  /^  and  a  magnified  image  is  obtained,  the 

magnification  being  expressed  by  the  ratio  •^  or  ^^^— >. 

The  diaphragm  consists  of  an  adjustable  slide  carrjdng  two  hair- 
lines spaced  a  very  small  distance  apart.  The  motion  of  the  slide  is 
controlled  by  a  finely  threaded  screw  which  is  rotated  with  the  fingers 
by  a  milled  head  on  the  outside  of  the  tube.  Adjacent  to  the  milled 
head  and  formed  out  of  the  same  piece  of  metal  is  a  disc  or  drum  of 
larger  diameter,  having  its  outer  edge  accurately  graduated  so  that 
any  portion  of  a  revolution  of  the  screw  may  be  estimated  by  noting 
the  reading  indicated  on  this  by  a  fixed  mark  on  the  frame  of  the 
instrument. 

On  applying  the  eye  to  the  eye-piece  the  graduations  of  the  primary 
scale  should  be  seen  quite  distinctly,  and  by  correctly  focussing  the 
eye-piece  any  possible  error  due  to  parallax  is  eliminated,  as  explained 
on  p.  54,  by  bringing  the  hair-lines  into  the  same  plane  as  the  image, 
and  thus  preventing  any  relative  movement  of  the  hair-lines  and  the 
image  as  the  eye  is  moved  to  look  through  different  parts  of  the  eye- 
piece lens. 

On  the  central  diameter  of  the  field  of  view  is  seen  a  fixed  hair- 
line, or  a  small  V  notch,  while  the  two  fine  hair-lines  of  the  diaphragm 
are  seen  parallel  to  the  graduations  of  the  primary  scale. 

To  test  the  adjustment  of  the  micrometer,  the  two  hair-lines  are 
moved  by  the  rotation  of  the  milled  head  until  they  are  so  situated  that, 
as  nearly  as  can  be  judged,  one  of  the  primary  graduations  accurately 
bisects  the  narrow  intervening  space. 

The  reading  of  the  graduated  disc  (which  should  be  zero  when 
adjustment  is  made  to  the  fixed  hair-line  or  notch)  is  then  noted,  and 
the  screw  rotated  until  some  other  primary  graduation  bisects  the 
interval,  when  the  reading  on  the  drum  shoidd  be  the  same  as  before, 
the  screw  having  made  one  or  more  complete  revolutions.  This 
operation  is  known  as  "  taking  a  run,"  and  several  trials  should  be 
made  to  obtain  a  mean  result. 

If  it  is  found  that  one  revolution — or  some  other  whole  number 
of  revolutions — of  the  drum  does  not  move  the  hair-lines  through  the 
exact  distance  represented  by  a  primary  graduation,  the  micrometer 
is  in  need  of  adjustment. 

But  as  the  distance  moved  by  the  hair-lines  in  one  revolution  is 
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determined  by  the  pitch  of  the  screw,  and  therefore  cannot  be  altered, 
the  adjustment  must  be  made  by  altering  the  size  of  the  image  of  the 
primary  graduations  as  seen  through  the  eye-piece,  and  this  can  be 
done  by  moving  the  microscope  bodily  towards  or  away  from  the 
graduated  main  Umb  of  the  instrument. 

In  other  words,  the  magnitude  of  /,  is  altered,  and  this  entails  a 
corresponding  alteration  in/j  and  in  the  size  of  the  image,  as  obviously 
the  actual  size  of  the  object,  i.e.  of  &  primary  graduation,  b  a  fixed 
quantity. 

Thus,  if  the  image  graduations  are  too  large,/i  is  increased  ;  and  if 
too  small  /j  is  decreased.  This  is  a  permanent  adjustment  and  is 
efEectedbyunclamping  the  two  capstan-headed 
screws  or  other  arrangements  which  attach 
the  microscope  to  the  main  instrument  frame. 
The  alteration  in  /,  and  consequently  in  /^ 
necessitates  a  fresh  adjustment  for  parallax, 
which  is  easily  effected  by  focussing  the  eye- 
piece. 

To  read  a  Micrometer  Hicroscopo.  —  To 
adjust  to  zero,  as  a  preliminary  to  the 
measurement  of  an  angle  with  a  micrometer 
theodolite,  the  zero  of  the  primary  scale  is 
brought  exactly  under  the  fixed  web  of  the 
diaphragm,  or  to  the  centre  of  the  V  notch, 
the  adjustment  being  completed  with  some 
form  of  clamp  and  tangent  screw  arrange- 
ment. After  the  angle  has  been  measured 
with  the  theodohte  as  explained  later,  the 
final  reading  is  ascertained  by  firstly  noting 
the  value  of  the  main  primary  division  which 
b  nearest  to  the  V  notch  in  the  centre  of  the 
field  of  view.  The  movable  hair-lines  are 
then  adjusted  until  the  narrow  space  which 
is  intercepted  between  them  is  bisected  by 
this  primary  graduation.  The  reading  on 
the  micrometer  drum-head  then  indicates  the 
fraction  of  a  revolution  which  corresponds  with  that  portion  of  a 
primary  division  extending  from  the  fixed  central  notch  to  the  selected 
graduation. 

If  the  graduation  ia  beyond  the  notch,  the  micrometer  reading  is 
deducted  from  the  first  direct  reading  ;  if  the  graduation  falb  short  of 
the  notch,  the  reading  is  added. 

If  one  primary  division  corresponds  with  more  than  one  complete 
revolution  of  the  screw,  as  in  some  forms  of  micrometer  microscopes, 
a  fixed  scale  or  comb  b  provided  in  the  diaphragm,  and  the  value  of 
the  intercept  between  the  zero  mark  and  the  nearest  primary  gradua- 
tion is  estimated  by  the  number  of  whole  graduations  on  such  fixed 
scale  (each  of  which  corresponds  with  one  revolution  of  the  micrometer 
screw)  plus  the  drum-head  reading. 


Fio.  T  I.— -Micrometer, 
readJog  56°-46'-8*. 
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Fia.  72. — Simple  Clinometer. 


In  the  example  in  Fig.  71  the  primary  scale  is  graduated  to  degrees, 
subdivided  into  10-minute  intervals.  Each  revolution  of  the  drum- 
head corresponds  to  one  10-minute  division,  and  the  edge  of  the 
drum  is  divided  into  ten  parts  each  representing  1  minute. 

These  divisions  are  further  subdivided  into  twelve  parts — each 
5  seconds — while  by  estimation,  or  by 
means  of  a  vernier,  still  further  sub- 
division to  1  second  is  possible. 

The  reading  here  is  56°-40'  +  6'.8^ 
on  the  micrometer  drum,  making  a 
total  of  56°-46'-8'. 

The  clinometer,  of  which  instrument 
there  are  numerous  patterns  upon  the 
market,  is  a  simple  device  for  measur- 
ing vertical  angles,  and  is  particularly 
useful  for  determining  the  slope  of  the 
ground  when  chaining,  so  that  the 
slope  measurement  may  be  reduced 
to  its  horizontal  equivalent  without 
resort  being  made  to  "  stepping." 

A  crude  form  may  be  constructed  by  suspending  a  plumb-line  in 
front  of  an  ordinary  semicircular  or  rectangular  protractor  (Fig.  72). 
A  vane  is  fixed  on  a  rod  or  staff  at  the  height  of  the  observer's  eye,  and 

this  is  held  vertically  at  the  ,    .  ^     of  the  bank,  the  inclination  of 

which  is  required.    The  observer  then  stands  at  the     ^     "^    of  the 

bank  and  sights  along  the  top  edge  of  the  protractor  to  the  vane,  thus 

making  the  line  of  sight  parallel  to  the  surface 
of  the  ground.  The  intercept  between  the 
90°  graduation  and  the  plumb-line  gives  the 
required  angle  of  inclination  as  in  Fig.  72. 

A  handy  form  of  mirror  clinometer  by 
Steward  is  shown  in  Fig.  73.  The  eye  is 
applied  to  a  small  hole  in  the  edge  of  the 
circular  box,  and  the  staff  vane  or  other 
object  is  sighted  through  the  rectangular 
aperture  in  the  opposite  ^e.  This  aperture 
is  clearly  seen  in  the  figure.  Thus  the  line  of 
sight  is  again  parallel  to  the  ground,  but  the 
graduated  scale  being  weighted,  swings  freely 
to  its  normal  position,  and  its  reflection  in  a 
small  mirror  can  be  seen  from  the  eye  aper- 

Fio.  73.— Mirror  Clinometer,  ^ure.     At  the  same  time  a  small  indicator 

bar  attached  to  the  outer  ease  is  also 
reflected  in  the  mirror,  and  it  is  this  reflection  which  is  made  to 
intersect  the  vane.  The  intersection  of  this  reflection  with  that  of  the 
scale  gives  the  reading  required — ^the  scale  graduations  for  angles  of 
elevation  being  coloured  red,  and  those  for  angles  of  depression,  black. 
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By  means  of  the  slide  shown  above  the  square  aperture  in  the  figure 
the  swinging  scale  can  be  thrown  ofE  its  bearings  when  the  instrument 
is  not  in  use. 

The  hand  level,  one  form  of  which,  by  Stanley,  is  shown  in  Fig.  74, 
is  a  very  compact  little  instnimeut.  It  is  preferably  held  against  a 
ranging  or  other  rod  to 
steady  it,  and  at  a  de- 
finite height  above  the 
ground.  It  is  sometimes- 
used,  in  conjunction  with 
Flo.  74^ — Hu)d  LeveL  a  levelling  atafi,  to  ascer- 

tain the  levels  of  points 
on  short  cross  -  sections,  to  afford  data  either  for  the  c^cula- 
tion  of  quantities,  for  the  location  of  contour  lines,  or  for  other 
pu^tosea. 

It  consists  of  a  small  metal  tube  of  rectangular  cross-section  to  which 
a  spirit-level  is  attached.  The  bubble  is  reflected  through  an  aperture 
in  the  top  of  the  tube  on  to  a  mirror,  which  is  inside  the  tube  near  its 
centre  and  inclined  at  46°  to  the  axis. 

If  the  mirror  occupies  the  horizontal  half  of  the  cross-section  its 
horizontal  edge,  together  with  the  pin-hole  of  the  eye-piece,  defines  the 
line  of  Gollimation  of  the  instrument ;  and  the  reflection  of  the  bubble 
must  appear  to  intersect  this  at  the  time  an  observation  is  being  made. 
If  the  mirror  occupies  a  vertical  half  of  the  cross-section,  the 
horizontal  Hne  which  the  bubble  must  appear  to  intersect,  and  which 
defines  the  line  of  collimation,  b  marked  either  by  a  horizontal 
wire  or  thread,  or  by  the  edge  of  a  diaphragm  which  half  closes  the 
end  of  the  tube  remote  from  the  eye-piece. 

The  Abnejr  level  (Fig.  75)  consists  of  a  telescopic  tube  and  reflecting 
level.  The  telescope  is 
sighted  on  to  a  vane  as  in 
the  case  of  a  clinometer; 
and  the  bubble  (the  re- 
flection of  which  can  be 
seen  in  the  mirror  while 
an  observation  is  being 
made,  as  with  the  hand 
level  described  above)  is 
brought  to  the  centre  of 
its  run  and  intersected  by 
the  line   of   collimation 

by   means    of    the    racic  Pio.  75.— The  Abney  Level 

adjustment. 

The  bubble  tube  is  therefore  adjusted  to  the  horizontal  position 
while  the  telescope  is  parallel  to  the  slope  of  the  ground ;  and  the 
inclination  may  accordingly  be  read  from  the  scale  oy  the  aid  of  the 
vernier  and  magnifying  gloss.  On  the  instrument  in  Fig.  75  the 
angle  may  be  read  to  sin^e  minutes,  but  such  precision  can  rarely  be 
attained  in  the  obaervations. 
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The  instnunent  is  exceedingly  handy  for  crosa-sectioning  purpofles, 
and  for  determining — as  with  a  clinometer — ^the  slope  of  the  ground 
during  ordinary  chaining  operations. 

The  adjustment  of  the  instrument  may  be  tested  by  sighting  to 
any  well-defined  distant  object  and  observing  the  angle  of  elevation 
or  depression  recorded  by  the  vernier.  The  instrument  is  then 
inverted  and  the  same  object  again  intersected,  the  bubble  being 
brought  to  the  centre  of  its  run  as  for  the  first  observation.  Evidently 
the  angle  of  elevation  or  depression  will  now  be  indicated  on  the 
opposite  side  of  the  zero  of  the  scale.  Thus  suppose  the  true  angle  is 
d^  elevation,  and  the  instrument  has  an  index  error  of  a^,  so  that  the 
first  reading  0^  =  0  -  a,  while  the  second  reading  O^^  9  +  a. 

The  mean  of  these  two  values  is    ^       '  =  ^  -"-  ^'    >-      ^'  =  C,  i.e. 

A  It 

the  correct  value,  and  0^  -  0  =  a  is  the  amount  of  the  index  error. 

The  correct  inclination  of  a  piece  of  ground  may  be  determined 
with  a  faulty  instrument,  or  its  index  error  ascertained  by  the  following 
alternative  method,  which  is  also  applicable  to  the  clinometer  and 
other  similar  instruments. 

At  the  top  of  the  slope  is  fixed  a  vertical  rod,  and  attached  to  it 
is  a  horizontal  vane  at  a  height  A  above  the  ^ound.  At  the  foot  of 
the  slope  the  instrument  is  held  at  the  same  height  h  above  the  ground 
and  steadied  against  another  vertical  rod. 

The  angle  of  elevation  is  read  as  0^. 

The  instrument  is  next  held  at  the  top  of  the  slope  and  the  angle 
of  depression  d^  observed  in  the  same  way  to  the  vane  on  a  stafE  held 
at  the  foot  of  the  slope. 

So  that,  as  before,  if  there  is  an  index  error  a,  the  true  value  of  the 
inclination  0  =  C^  -  a  or  &2  +  ^>  ♦•^^ 

0  =    ^       ',  the  mean  of  the  two  observed  values, 

while  a=i9i-dor^L~A. 

The  prismatic  compass  (Figs.  76  and  77,  by  J.  H.  Steward)  consists 
of  a  shallow  cylindrical  metal  box  of  2^  inches  to  6  inches  diameter,  in 
the  centre  of  which,  on  an  agate  bearing,  is  balanced  a  circular  disc, 
graduated  to  single  degrees,  to  30'  or  even  to  20',  and  attached  to  a 
magnetic  needle.  To  prevent  undue  wear,  the  disc  can  be  raised  off  its 
bearing  when  not  in  use,  and  a  small  knob  is  also  provided  for  damping 
the  oscillations  and  quickly  bringing  the  needle  to  rest.  At  one  edge 
of  the  box,  and  carrying  a  hair-line  sight,  is  a  hinged  frame  that  may 
be  folded  down  over  the  dial  when  not  required,  while  diametrically 
opposite  to  this  is  a  prism,  which  may  also  fold  over  on  the  outside  edge 
of  the  box.  The  graduations  of  the  scale  on  the  dial  are  reflected  from 
the  hypotenusal  side  of  this  prism  to  the  eye,  and  are  slightly  magnified 
owing  to  the  shorter  sides  of  the  prism  being  made  a  little  convex 
(Fig.  52,  Chapter  11.). 

In  some  forms  of  instrument,  by  means  of  a  spring  situated  near 
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-  the  hinge  of  the  haii-liae  frame,  the  needle  is  automatically  raised 
from  its  pivot  whenever  the  frame  is 
folded  over  the  dial. 

The  top  of  the  box  may  be  covered 
with  a  glass  lid,  bo  that  the  whole  dial  is 
visible,  as  in  Fig,  76,  ot  a  metal  cover 
may  be  provided  over  all  except  the 
small  portion  under  the  prism. 

Another  type  is  of  watch  form 
(Kg.  77). 

Sometimes  dark  glasses  are  provided 
for  use  when  sighting  to  a  luminous 
object,  and  sometimes  also  a  mirror — 
which  can  be  adjusted  to  any  angle  in 
a  vertical  plane — is  fitted  to  slide  on 
the  frame  which  carries  the  hair-line 
_  sight, 

fro.  76,— PriamAtio  Compass.  This  enables  an  object  of  consider- 

able elevation  or  depression  to  be 
sighted  by  reflection  when  it  would  otherwise  be  difficult  to  intersect, 
because,   as   the   needle   must   be  allowed   to   swing 

quite  freely,  thr  " — ' '' ''  '^'  •^'■'•^-^  •— — 

great  extent. 

A  tripod,  als< 
the  compass  is  si 
sible  over  the  stai 
To  detennin 
station  A,  the  e 
holder  and  the 
until  the  dial  g 
prism  are  clearl} 
The  hair-lint 
disc  allowed  to 
swing  freely  in- 
to   the    meri- 
dian, the  box 
being   held  as 
horizontally  as 
possible     over 
the    station- 
point  A.    The 
object  and  the 
graduations 
can     be    seen 
simultaneously 

andthereading  FlO-  77. — The  "Vemer"  Luminotu  PrisDUtic  Compaaa. 

with  which  the 

hair-line  appears  to  coincide  gives  the  bearing  of  Afi. 

When  the  bearing  of  AB  is  due  magnetic  north,  the  reading  under 
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the  priBm  should  be  360",  so  Hhat  in  consequeDce  the  360''  gisduatioa 
is  at  the  south  end  of  the  needle  ;  similarly  when  AB  lies  due  east,  the 
prism,  which  would  be  on  the  western  side  of  the  dial  durins  the 
observation,  should  be  over  the  90°  graduation  of  the  disc,  and  the 
graduations  are  therefore  as  shown  in  Fig.  77. 

For  rough  traverses  or  preliminary  work,  and  the  filling  in  of  detail 
on  topographical  surveys,  the  instrument  b  very  useful,  though  not  as 
accurate  as  a  theodolite. 

In  «  traverse  the  bearing  of  each  line  is  obtained  directly  from  the 
magnetic  meridian,  with  the  result  that  errors  of  bearing  do  not 
acciunulate.  The  presence  of  iron  or  other  magnetic  substanceR  near 
a  station-point  may  seriously  afiect  a  reading,  but  if  the  bearing  of 
each  line  be  observed  twice — once  from  either  end — any  error  due  to 
local  attraction  may  be  detected  and  its  amount  estimated  (see 
Loose  Needle  Traverse,  p.  116). 

For  military  purposes  the  prismatic  compass  has  been  much  used — 
both  for  sketching  and  for  night  marching.  The  dial  is  treated  either 
(1)  with  a  luminous  paint  or  (2)  with  a  radium  compound.  With 
the  former  and  more  usual  type  (1)  it  is  necessary  to  expose  the  dial 
for  some  considerable  time  to  bright  sunlight  or  to  the  flash  of  burning 
magnesium  ribbon  in  order  that  the  dial  may  be  luminous  at  night- 
time ;  but  the  radium  compounds  of  the  latter  type  preserve  their 
luminosity  for  an  indefinite  period  and  do  not  need  to  be  excited  by  a 
bright  light  in  this  way.  The  glass  cover  of  a  military  compass  (Fig.  77) 
is  capable  of  rotation,  and  has  marked  upon  it  a  luminous  direction 
bar  or  line.  During  the  daytime,  to  prepare  for  the  night  operations, 
the  dial  is  allowed  to  swing  freely,  and  the  line  of  sight  directed  along 
the  route  of  the  march  which  it  is  proposed  to  follow,  while  the  lumin- 
ous direction  line  on  the  glaas  is  turned  to  lie  immediately  over  the 
north  point  of  the  needle.  At  night  then,  if  the  instrument  be  so 
turned  that  the  luminous  bar  lies  over  the  north  point,  the  sights 
will  be  aligned  in  the  required  direction,  and  a  succession  of  short 
distances  can  thereby  be  set  out  to  guide  the  march. 

The  box  sextant  (Fk.  78)  is  a  very  handy  and  compact  httle 
instrument  which  is  used  for 
the  measurement  of  angles. 
It  consbts  of  a  cylindrical  box 
of  about  3  inches  diameter, 
and — when  not  in  use — is 
only  1^  inches  deep.  The  lid 
may  be  attached  to  the  bottom 
of   the  instrument  when   it 

serves  as  a  handle,  as  shown  I 

in  Fig.  78.    The  small  tele- 
scope T  b  fixed  in  position 

by  means  of  a  screw  on  the  Fio.  78.— The  Box  Sextant. 

top  face  of  the  box,  and  it 

can  be  easily  removed.  Generally  the  telescope  is  unnecessary  and 
the  eye  is  applied  to  a  "  pin-hole  "  in  the  movable  slide  which  covers 
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the  opening  through  which  the  telescope  is  otherwise  directed.  In 
the  interior,  opposite  this  aperture,  is  the  '*  horizon  "  glass,  the  upper 
portion  of  which  is  silvered  and  the  lower  portion  plain. 

The  second  mirror — known  as  the  "  index  "  glass — ^is  attached  to  a 
toothed  segment  which  gears  with  a  pinion  capable  of  being  turned 
by  means  of  a  large  milled-headed  screw  D  on  the  top  of  the  instrument. 
Attached  to  the  same  axis  as  this  index  glass,  but  on  the  outside  of  the 
box,  is  an  arm  carrying  a  vernier,  which  moves  over  a  scale  graduated 
on  silver  to  about  140°  and  reading  to  single  minutes.  An  adjustable 
microscope  is  attached  to  the  top,  and  a  pair  of  coloured  glasses  are 
provided  in  the  interior  for  use  when  observations  are  being  made  to 
the  sun  or  other  bright  object. 

To  use  the  instrument,  it  is  held  in  the  right  hand,  directly  over  the 
station-point  A  at  which  the  angle  is  to  be  measured.  Under  normal 
conditions  the  left-hand  object  B  is  then  sighted  by  direct  vision  through 
the  lower  or  clear  portion  of  the  "  horizon  "  glass,  and  the  milled- 
headed  screw  D  turned  until  at  the  same  time  the  image  of  the  right- 
hand  object  C  is  viewed  in  the  silvered  upper  portion  of  the  glass. 
When  the  two  objects  B  and  C  apparently  coincide,  the  reading  indi- 
cated by  the  vernier  on  the  top  should  give  the  value  of  the  angle 
BAC. 

It  may  be  proved  that  the  angle  between  the  mirrors  is  half  the 
angle  between  the  objects,  so  that  the  scale  on  the  top,  though  graduated 
to  say  140**,  is  really  an  arc  of  only  70°. 

Let  HR  and  IN  (Fig.  79)  represent  the  horizon  and  index  glasses 

respectively,  and  A  the  position 
of  the  eye. 

The  pole  B  is  seen  through  the 
lower  portion  of  HR,  AB  being 
the  line  of  sight,  while  the  image 
of  C,  after  reflection  from  the 
index  glass  at  D,  is  seen  at  F  in 
the  same  line  AB. 

Let  CD  be  produced  to  meet 
BF  at  an  angle  y  at  A  ;  and  let 
RH  meet  NI  produced  at  an 
angle  8  at  E. 

The  complement  a  of  the 
angle  of  incidence  of  the  ray  CD  on  the  mirror  IN  is  equal  to  the 
complement  a^  of  the  angle  of  reflection ;  and  the  complement  j3  of 
the  angle  of  incidence  on  the  mirror  RH  is  equal  to  the  complement 
Pi  of  the  angle  of  reflection. 

Also  the  angle  AFH  (fii)  is  equal  to  the  vertically  opposite  angle 
BFR  (jSj) ;  and  similarly  the  angle  ADE  (ag)  =  a,  i.e. 

.        .        .        .     (1) 


ioB 


Fio.  79.--Principle  of  Sextant. 


and 


a  =  a^  =  a2 

^  =  ^1=^2- 


(2) 


But  the  exterior  angle  (j3)  of  the  triangle  EDF  is  equal  to  the  sum 
of  the  interior  and  opposite  angles,  i.e. 

j8  =  8  +ai. 
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or  from  (1)  multiplying  by  2 

2i8  =  2S+2a (3) 

Also  the  exterior  angle  BFD  of  the  triangle  ADF  is  equal  to  the  sum 
of  the  interior  and  opposite  angles,  i.e. 

or  from  (1)  and  (2)  2j8  =  2a  +  y (4) 

Therefore  from  (3)  and  (4)    28  +  2a  =  2a  +  y, 
or  28  =  y 


^  =  2J 


(5) 


i.e.  the  angle  between  the  mirrors  (8)  is  half  the  angle  between  the 
rays  (y). 

It  will  be  seen  in  Fig.  79  that  it  has  been  assumed  that  the  point  of 
intersection,  A  of  CD  and  BF,  is  the  position  of  the  eye,  and  that  it 
coincides  with  the  station-point  at  which  the  angle  subtended  by  BC 
is  required.  The  eye  may,  however,  be  at  any  point  along  FA  and  would 
not  necessarily  lie  at  the  intersection  of  BF  and  CD. 

Generally,  also,  the  station-point  would  be  at  some  position  A], 
immediately  below  the  instrument  itself,  so  that  an  error  is  introduce 
due  to  the  observation  of  the  angle  BAC  instead  of  the  angle  BA^C. 

The  difference  between  the  observed  angle  BAC  and  the  correct 
value  of  the  angle  BA^C  ia  the  sum  or  difference  of  the  two  angles 
ABAj  {0)  and  ACA^  {0j),  according  to  the  side  of  AB  on  which  A^  falls ; 
and  it  is  just  as  likely  that  it  shall  fall  upon  one  side  as  the  other. 

But  the  displacement  (r)  of  A^  from  the  line  of  direct  sight  AB  is 
likely  to  be  small  compared  with  that  (Tj)  from  the  reflected  ray  CA, 
as  A  lies  altogether  outside  of  the  instrument  in  the  latter  direction. 

Hence  as  0  =r/BA^  and  0^  =rJCAi  approximately,  it  is  evident  that 
the  value  of  the  error  {0^  ±  ^)  is  chiefly  dependent  upon  0^,  and  for 
this  to  be  small,  CA^  should  be  large  upon  the  distance  CA^.  So  that 
when  an  angle  is  to  be  measured  between  two  objects,  one  of  which  is 
near  and  the  other  more  distant,  it  is  advantageous  to  sight  to  the 
former  directly,  and  to  view  the  latter  by  reflection ;  and  to  do  this 
the  instrument  should  be  inverted  if  necessary. 

With  an  instrument  of  3  inches  diameter,  taking  the  displace- 
ment of  A^  perpendicular  to  CA  as  1  inch  say,  the  value  of  0  is 
1^  mins.  when  CAj  is  200  ft.,  and  l^  mins.  when  CA^  is  20  ft. 

When  the  angle  BAC  is  greater  than  the  range  of  the  scale,  or  even 
when  approaching  its  limit  of  140°,  the  method  of  measurement 
adopted  is  to  subdivide  the  angle  into  two  portions,  by  means  of  any 
arbitrary  intermediate  station,  marked  by  a  ranging  rod  or  a  well- 
defined  permanent  feature  in  the  distance,  e.g.  a  spire. 

The  value  of  each  partial  angle  is  observed  in  the  usual  manner 
and  the  results  added. 

When  the  two  stations  B  and  C  are  at  considerably  different 
altitudes,  the  horizontal  projection  of  the  angle  BAC  cannot  be  easily 
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determined  with  this  instrument,  as,  if  the  box  is  tilted,  the  angle  on 
an  oblique  plane  is  obtained. 

The  value  of  this  inclined  angle  may  be  measured  and  reduced  to 
the  horizontal  if  desired,  but  for  all  ordinary  surveying  purposes  the 
instrument  ia  held  in  a  strictly  horizontal  position  and  the  horizontal 
angles  determined  directly. 

The  adjustments  of  the  instrument  are  two  in  nimiber : 

(1)  The  horizon  glass  should  be  at  right  angles  to  the  plane  of 

the  instrument,  as  is  the  index  glass,  which  is  permanently 
fixed  so  by  the  makers. 

(2)  The  vernier  should  read  zero  when  the  image  of  a  distant 

object,  in  the  upper  portion  of  the  horizon  glass,  coincides 
with  the  same  object  as  seen  by  direct  vision  in  the  lower 
portion,  the  two  mirrors  then  being  parallel. 

To  test  these  adjustments,  the  vernier  is  set  to  the  zero  of  the  scale 
and  a  distant  object  sighted. 

If  the  adjustments  are  both  correct,  the  portion  of  the  image  seen 
in  the  upper  silvered  portion  of  the  glass  should  form  an  exact  continua- 
tion of  that  portion  of  the  object  seen  by  direct  vision  in  the  lower 
portion  of  the  glass,  i.e,  the  object  and  its  reflection  should  coincide 
exactly,  so  that  if  the  sun  is  sighted,  for  instance,  one  perfect  orb 
should  be  obtained,  part  by  reflection  and  part  by  direct  sight. 

Any  vertical  displacement  is  due  to  the  horizon  glass  not  being 
perpendicular  to  the  plane  of  the  instrument,  and  this  is  remedied  by 
means  of  the  key  which  is  provided  for  the  purpose,  and  which,  when 
not  in  use,  screws  on  to  the  top  of  the  box.  The  key  is  applied  to  the 
two  square-headed  screws  which  are  situated  near  the  end  of  the 
graduated  scale  on  the  top  of  the  instrimient  and  attached  to  the 
carrier  of  the  horizon  glass. 

Any  horizontal  displacement  is  due  to  the  fact  that  the  horizon 
glass  is  not  parallel  to  the  index  glass  (in  plan),  and  this  may  be  remedied 
by  applying  the  key  to  a  specially  provided  square-headed  screw  in 
the  side  of  the  box,  and  by  this  means  rotating  the  horizon  glass  into 
its  correct  position. 

Sometimes  instead  of  correcting  this  adjustment,  the  index  error 
is  ascertained  by  noting  the  position  of  the  vernier  on  the  scale,  after 
the  lateral  displacement  is  eliminated  by  the  rotation  of  the  milled- 
headed  screw  D. 

If  a  spire  is  being  observed,  an  error  in  the  first  adjustment  would 

produce  an  effect  as  shown  in  Fig.  80 
(a)  or  (5). 

While  an  error  in  the  second  ad- 


ffiffiffl 


justment  would  cause  a  displacement 
^^  ^^^  ^"^  such  as  that  in  Fig.  80  (c). 

Fig.  80.  Care  must  be  taken  when  testing 

these  adjustments  that  a  near  object 
is  not  sighted,  for  if  coincidence  is  then  obtained  the  mirrors  will 
not  be  parallel. 

Thus  in  Fig.  81,  using  the  same  notation  as  in  Fig.  79,  if  the  image 
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and  object  appear  to  coincide  at  F,  BDFA  represents  the  path  of  the 
reflected  ray,  and  BFA  that  of  the  direct  ray. 

Let  BFA  make  an  angle  jS,  with  HB  and  of  ^  with  NI,  and  let  the 
angle  ABD  be  y. 

Then  a  =  a^  and  j3 =j3i=i3,  as  in  Fig.  79, 


the  external  angle 
and  the  external  angle 
so  that  from  (6)  and  (7) 


a  —  <f>  +y. 
2j8  =  2a  -  y. 


.     (6) 

.     (7) 
.     (8) 


Fio.  81. 


The  condition  for  the  mirrors  to  be  parallel  is  that  a^  shall  be  equal 
to  j3  {i.e.  the  alternate  angles  made  by  FD  crossing  HR  and  IN 
(Euclid,  I.  29)),  and  this  is  only  satisfied  when  B  is  sufficiently  distant 
for  y  to  be  negligible. 

By  comparison  with  Fig.  79  and  equation  (5)  it  will  be  seen  that,  if 
produced,  FR  and  IN  would  meet, 
but  in  the  opposite  direction  to  ^ 

the   case   there    shown,   and   the 

included  ande  8-^^. 

^  2 

The  reading  on  the  scale  there- 
fore should  be  -  y,  in  order  that 
correct  values  should  be  obtained 
for  observations  to  more  distant 
objects,  i.e.  if  the  scale  is  now  ad- 
justed to  zero,  the  values  of  angles 
taken  in  general  field  work  will  be 
too  great  by  an  amount  y. 

If  AB  is  very  small,  e.g.  20  ft.  and 
the  distance  of  D  from  the  direc- 
tion of  AB  is,  say,  1  inch,  the  value  of  y  will  be  about  14  mins. ;  if  AB  is 
100  ft.,  y  will  be  3  mins. ;  and  if  1000  ft.,  y  will  be  18  sees. 

There  are  several  other  important  sources  of  error,  among  which 
may  be  mentioned : 

(i.)  That  due  to  the  centre  of  rotation  of  the  vernier  arm,  not 
coinciding  exactly  with  that  of  the  index  mirror  (compare 

or  (ii.)  Not  coinciding  with  the  centre  about  which  the  graduated 
scale  arc  is  described, 
(iii.)  Imperfections  in  the  graduations  themselves  (compare  p.  104). 
(iv.)  Want  of  rigidity,  etc.,  in  parts  of  the  instrument. 
The  nautical  sextant,  which  is  similar  in  principle  to  the  box 
sextant,  is  shown  as  made  by  J.  H.  Steward  in  Fig.  82.    The  silver  arc 
is  of  large  radius  and  the  vernier,  which  is  provided  with  a  clamp  and 
tangent  screw,  may  read  to  10  seconds.    The  horizon  glass  is  opposite 
the  telescope,  and  the  index  glass  rotates  with  the  arm  to  which  the 
vernier  is  attached.    The  horizon  glass  is  provided  with  special  adjust- 
ing screws,  and  the  adjustments  are  similar  to  those  of  the  box 
sextant. 
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There  is  frequently  an  extra  adjustment  to  eneure  that  the  axis 
of  the  telescope  is  parallel  to  the  plane  of  the  instrument. 

To  test  this,  the  eye-piece  is  focussed  clearly,  and  rotated  in  its 
socket  until  the  two  haii-linee  are  parallel  to  the  plane  of  the  instrument, 
so  that  when  measuiing  a  horizontal  angle  the  hair-lines  are  horizontal. 

The  angle  between  two  distant  objects  not  less  than  about  90° 
apart  is  observed  in  the  usual  manner  by  obtaining  coincidence 
between  one  of  the  objects  and  the  image  of  the  other.  If  thia  coin- 
cidence is  obtained  upon  the  lower  (say)  of  the  hair-lines,  then  on 


Km.  82.— Nautical  SexUat. 

slightly  tilting  the  plane  of  the  instrument  to  bring  the  objects  on  to 
the  second  hair-line  they  should  still  appear  to  coincide. 

If  there  is  a  divergence— which  means  that  the  observed  value  of 
the  angle  would  be  different  for  coincidence  obtained  upon  the  different 
hair-lines,  the  telescope  must  be  adjusted  by  means  of  the  specially 

firovided  opposing  screws,  which  attach  the  telescope  support  to  the 
rame  of  the  instrument. 

To  test  if  the  index  glass  has  been  correctly  placed  perpendicular 
to  the  plane  of  the  instrument,  the  vernier  may  be  set  roughly  at 
45°  to  60°  on  the  arc,  when  the  observer  glances  obliquely  in  the  index 
glass  minor  from  beyond  the  pivot  side  of  the  sextant  until  he  sees 
in  it  the  reffection  of  the  graduated  main  arc. 
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If  now  on  moving  the  index  arm  to  and  fro  the  silver  arc  and  its 
reflection  appear  to  form  one  continuous  curve,  the  adjustment  is 
correct.  If  not,  and  the  error  is  considerable,  the  instrument  should 
be  returned  to  the  makers  for  adjustment. 

A  method  of  determining  the  index  error  by  observations  upon  the 
sun  is  sometimes  adopted.  The  angle  subtended  by  the  diameter  of 
the  sun  is  measured  several  times  upon  the  ordinary  graduated  arc 
of  the  instrument,  and  the  mean  result — say  a' — ^adopted.  The  angle 
is  then  measured  an  equal  number  of  times  upon  the  "  arc  of  excess," 
which  is  a  small  graduated  length  of  arc  below  the  zero,  and  in  the 
direct  continuation  of  the  ordinary  scale.  Let  the  result  in  this  case 
be  ttj'. 

The  angle  subtended  by  the  diameter  of  the  sun  will  be  equal  to 

/ci  +  oiV^  and  a  mean  value  ^  for  this  is  about  32'-2''-36. 

The  index  error  is  equal  to  (°~^^)   ;  this  must  be  subtracted 

from  the  sextant  readings  if  a  is  greater  than  a^,  and  added  if  a  is  less 
than  ttj.     {Vide  Example  3,  p.  78.) 

Artificial  Horizon. — The  altitude  of  a  celestial  body  is  determined 
at  sea  by  measuring  the  vertical  angle  upwards  from  the  visible  hori- 
zon, and  after- 
wards applying 
a  correction  for 
dip,  the  magni- 
tude of  which 
depends  upon  the 
height  of  the  ob- 
server above  sea- 
level. 

On  land  this 
method  is  obvi- 
ously impossible, 
so  that  an  "  arti- 
ficial horizon  "  is 
sometimes  em- 
ployed. It  con- 
sists essentially  of  a  trough  containing  mercury,  and  is  sometimes 
protected  by  a  roof  of  two  glass  plates  inclined  at  45°.  The  surface 
of  the  liquid  thus  automatically  adjusts  itself  so  as  always  to  form 
a  horizontal  mirror.  Fig.  83  gives  a  section  through  Steward's 
"  Shadbolt "  type,  which  dispenses  with  a  separate  mercury  reservoir. 

The  angle  observed  is  that  between  the  object  S  and  its  reflection 
8^  in  the  mercury,  and  it  is  double  the  requir^  angle  of  altitude. 

Thus  let  AB  (Fig.  84)  be  the  surface  of  the  liquid ;  S  the  star  or 
other  object  whose  altitude  is  required  ;  Sj  its  reflection ;  and  E  the 
position  of  the  eye. 

^  Vide  p.  vi  and  also  Part  IL  of  each  month's  Nautical  Almanac. 


YiQ.  83.— "Shadbolt"  Patent  Artificial  Horizon, 
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The  observed  angle  iB  SE3,,  wliile  the  true  altitude  b  the  angle 
SEA,  or  the  angle  SS,A  —  these  angles  being  practically  equal  on 
account  of  the  great  distance  away  of  S. 

But  the  complement  of  the  angle  of 
incidence,  i.e.  Z  SSjA  =  the  complement  of 
the  angle  of  reflection,  i.e.  Z.BS,E,  and 
^  BSjE  =  ^  SiEAi,  because  AB  and  EAj 
are  both  horizontal. 

Therefore  ^  SS,A  =  ^  S^E A,  -  J  ^  SES^, 
i.e.  the  required  altitude  of  the  angle  SS^A, 
is  hall  the  observed  angle  8ES^. 

The  various  corrections  to  be  ap- 
plied in  the  case  of  astronomical  observations  will  be  considered 
later. 

The  circumfflreutflT  or  dial,  of  which  two  types  by  Davis  &  Son 
are  shown  in  Figs.  85  and  86,  con- 
sists of  a  large  compass  box  usually 
of  about  6  inches  diameter.  It 
contains  a  long  magnetic  needle 
balanced  upon  a  pivot  in  the  centre, 
and  from  which  it  may  be  raised 
when  not  in  use  by  means  of  a 
small  lever. 

Below  the  needle  is  a  fixed 
circular  disc,  divided  into  quad- 
rants, and  graduated  in  tens  of 
degrees  in  both  directions  from 
the  north  and  south  respectively. 
On  the  same  level  as  the  ex- 
tremities of  the  needle  and  inside 
the  box  is  another  scale,  divided 
into  single  degrees  continuously 
from  0°  to  360°  in  a  clockwise 
direction ;  to  subdivide  this,  a 
vernier  is  attached  to  the  inside 
edge  of  the  box.  Sometimes 
the  vernier  is  used  in  conjunc- 
tion with  a  scale  upon  the  out- 
side of  the  box  as  in  Fig.  86. 
This  is  very  convenient  when  the    ^     „,      ,      .    „.      ,  „  .    „     , 

i,„„J ;„  i:„;4.^  Fio.  8S.  — Leon's   Hmera'   Dial,   fittfld 

nead-room  IS  limited.  .,,   „  „        d.,    ,   t  ■  i      .l 

mi       ,   ■       11        T    •     p, ,    1       '.I  with   UoOrakn   Fatent  Joint   iritn 

The  tnpod  head  is  fitted  with  fourscrewa. 

a  ball  and  socket  joint,  and  with 

clamping  screws  for  fixing  in  any  position  the  axis  to  which  th«  head 
of  the  instrument  is  attached. 

The     whole     head     can    be     rotated     about     this     axis,    and 
clamped. 

Also,  by  means  of  the  large  milled-headed  racking  screw  on  the 
under  side  of  the  box,  the  frame  of  the  instrument,  carrying  the  sights 
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and  telescope  (if  any),  and  the  outer  part  of  the  box  carrying  the 
vemiei,  can  be  rotated  relatively  to  the  inner  part  of  the  instrument, 
which  is  attached  to  the  central  axis,  and  carries  the  needle  and 
scales. 

By  means  of  a  clamp — corresponding  with  the  upper  parallel 
plate  clamp  of  a  theodolite — this  relative  motion  can  be  prevented 
when  necessary,  and  the  vernier  and  scale  fixed  relatively  to  each 
other. 

To  enable  the  vernier  to  be  adjusted  quickly  to  360°,  even  when  it 
may  be  difBcult  or  impossible  to  see  the  scales,  a  small  plug 
is  provided  to  fit  into  a  correspond] 
the  box. 

On  the  frame  of  the  instrumei 
two  spirit-levelB  at  right  angles  t< 
extremities  of  the  arms  are  nair-li: 
folded  down  when  not  in  use.     Tb< 
and  86,  and  usually  in  each  is  (1) 
a    narrow   vertical   slit ;     (2)    a 
wider  opening  dow.i  the  centre 
of  which  is  a  vertical   hair-line ; 

(3)  a  small  circular  aperture ;  and 

(4)  a  larger  circular  aperture 
provided  with  a  horizontal  and  a 
vertical  cioss-hair.  Those  open- 
ings without  hair-lines  in  the  one 
sight  are  placed  opposite  the 
openings  with  hair-unes  in  the 
other  sight,  as  shown  in  Fig.  85, 
and  the  eye  is  applied  to  the 
former  for  sighting  purposes — the 
long  aperture  being  used  for 
movements  in  azimuth  and  the 
smaller  for  vertical  angles  (dip, 
etc.). 

In  Fig.  86  vertical  angles  are 
indicated  on  the  arc  about  which 
the  telescope  moves,  a  clamp,  tangent  screw,  and  vernier  being 
provided. 

In  Fig.  86  a  circular  attachment  is  fixed  on  the  side  of  the  dial 
to  indicate  vertical  angles,  while  in  other  forms  these  angles  are  shown 
by  a  pointer  which  travels  over  a  graduated  horizontal  arc  inside  the 
compass  box. 

Sometimes  a  semicircular  attachment  is  used  in  place  of  the 
circular  box  shown  in  Fig.  86,  and  sometimes  the  rotating  frame  is 
made  to  indicate  vertical  angles  upon  a  narrow  folding  graduated 
arc  which  may  be  erected  over  the  dial  when  required. 

It  will  be  noticed  that  on  the  disc  below  the  needle  the  N.S.E.W. 
symbols  are  arranged  as  in  Fig.  87, 

Thus  if  the  frune  carrying  the  vernier  and  sights  is  clamped  to 
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the  inner  portion  of  the  instrument  carrjring  the  scales,  etc.,  then  if 

the  line  of  sight  is  directed  towards  the  magnetic 
north,  when  the  zero  of  the  vernier  and  scale  are 
coincident,  the  N.  end  of  the  needles  will  lie  over 
the  N.  graduation  of  the  disc.  When  the  line 
of  sight  is  turned  through  an  angle  a  towards 
the  west,  say,  the  needle  of  course  remains  fixed 
in  direction,  but  the  disc  is  carried  with  the 
sights  through  the  angle  a  in  a  counter-clockwise 
direction. 

It  is  thus  evident  from  Pig.  87  that  if  the  value 
Fio.  87.  of  this  angle  is  to  be  shown  beUno  the  needle,  it  is 

'    necessary  that  the  E.  and  W.  symbols  shall  be 
reversed  from  their  usual  positions  on  a  map. 


EXAMPLES 

1.  (I.G.E.)  Show  how  to  construct  the  following  verniers  : 

(1)  To  read  to  10^  on  a  limb  divided  to  10  minutes  ; 

(2)  To  read  to  20"'  on  a  limb  divided  to  15  minutes  ; 

(3)  The  arc  of  a  sextant  is  divided  to  10  minutes.     If  119  of  these  divi- 

sions are  taken  for  the  length  of  the  vernier,  into  how  many 
divisions  must  the  vernier  be  divided  in  order  to  read  to  (a)  5 
seconds,  (&)  10  seconds  7 

2.  The  angle  ABC  as  measured  with  a  sextant  is  found  to  be  75°-37'.  What 
is  the  horizontal  value  to  the  nearest  minute  of  this  angle,  if  the  horizontal  pro- 
jection of  AB  is  150  ft.  and  that  of  BC  250  ft.  7  The  instrument  at  B  is  10  ft. 
above  the  point  sighted  at  A  and  5  ft.  below  that  sighted  at  C. 

What  would  be  the  displacement  of  C  from  its  true  position  relative  to  AB 
if  the  measured  angle  ABC  were  plotted  instead  of  its  horizontal  projection  7 

3.  (I.G.E.)  The  following  angular  measurements  of  the  sun*s  diameter  have 
been  made  **  on  "  and  "  off  "  the  arc  with  a  nautical  sextant : 


On  the  Arc. 

Off  the  Arc. 

36'-30" 

29'-  5" 

36'.20'' 

29'-16'' 

36'.25'' 

29'- 10" 

What  is  (a)  the  angle  subtended  by  the  sun's  diameter ;  (6)  the  index  error 
of  the  sextant  7 

State  whether  this  error  must  be  added  to  or  subtracted  from  readings  in 
order  to  obtain  true  angles. 

4.  (U.  of  B.)  The  angle  BAG  was  measured  in  the  ordinary  manner  with  a 
theodolite,  and  the  readine  found  to  be  70^-30'.  The  reduced  level  of  the  instru- 
ment axis  at  A  was  57*5  leet  O.D.,  and  that  of  the  observed  points  at  B  and  C 
67*5  ft.  and  42*5  ft.  O.D.  respectively.  The  length  of  AB  was  100  yds.,  and  that 
of  AG  200  yds. 

What  result  would  have  been  obtained  had  a  sextant  been  employed  instead 
of  a  theodolite  7 


THE  THEODOUTE 

Thk  theodolite,  ot  which  there  are  three  main  types — the  "  Transit," 
the  "  Y,"  and  the  "  Everest" — is  the  most  accurate  inBtniment  lued 
by  Surveyors  for  the 
measurement  either  of 
horizODtal  or  of   ver- 
tical angles. 

The  Transit  Theo- 
dolite.— One  t3rpe  of 
transit  theodolite  as 
made  by  Stanley  b 
shown  in  Fig.  88,  and 
another  model  made 
by  Keynold  \b  shown 
in  F^.  89. 

l^e  instruments  of 
difierent  makers  and 
the  different  models 
of  each  maker  vary 
in  many  of  their  de- 
tails, but  the  essential 
parts  are  the  same  in 
each.  The  telescope  is 
fitted  with  an  object- 
glass,  eye -piece,  and 
diaphragm  as  described 
in  Chapter  II.,  and  is 
supported  b^  means  of 
an  axis  at  nght  angles 
to  its  length,  on  two 
upright  A  frames. 
Bigidly  attached  to  the 
same  axis  is  a  gradu- 
ated vertical  circle;  and  Fw.  88. — SUtale^'a  Miorometer  Tranail  Theodolite. 
the  telescope — carry- 
ing this  with  it — is  capable  of  making  a  complete  revolution  in  the 
v^tical  plane,  the  movement  being  known  as  "  transitting." 
79 
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The  horizontal  axis  can  also  be  lifted  from  its  bearings  and  replaced 
end  for  end  in  the  A's,  so  that  the  vertical  circle  may  be  on  the  right 
(face  right)  or  on  the  left  of  the  telescope  (face  left).  If  the  same 
object  is  sighted  and  the  A's  are  not  moved,  it  is  obvious  that  in  one 
case  the  telescope  is  upside  down. 

The  T  frame  (Fig.  91),  which  carriea  at  the  extremities  of  its 
horizontal  limbs  the  two  verniers  for  reading  the  vertical  circle  scale, 
is  centred  on  the  transverse  horizontal  axis  of  the  telescope.    It  is  pre- 
vented from  rotating  with  the  telescope  and  vertical  circle  by  means 
of  the  two  screws  (H,  Figs.  90  and  91)  at  the  lower  extremity  of  the 
vertical  limb,  which   bear 
on  a  nib  projecting  from 
the  lower  cross-piece  of  the 
A  support. 

Fixed  to  the  top  of  the 
T  frame  as  in  Fig.  88,  or 
to  the  telescope  itself  as  in 
Fig.  89,  is  a  long  sensitive 
bubble  tube. 

The  A  frames  stand 
upon  a  circular  flat  plate 
whose  edge  is  fitted  with 
two  verniers  180°  apart,  or 
with  three  verniers  120° 
apart.  This  vernier  plate 
is  rigidly  attached  to  the 
central  axis  Z  of  the  in- 
strument (Fig.  90). 

The  verniers,  which  may 

read  to  say  20  seconds  on  a 

6-inch  or  to  1  minute  on  a 

4-inch  or  5-inch  instrument, 

are    provided   with   small 

adjustable  microscopes  to 

facilitate  accurate  reading. 

Sometimes   micrometer 

Fio.  89.— Reynold's  Vernier  Trannt  Theodolite,      microscopes    are    provided 

as  in   Fig.  88  {see  p.  63, 

Chapter  III.),  when  a  6-inch  instrument  may  read  to  5  seconds,  and 

a  5-inch  instrument  to  10  seconds. 

Beneath  the  vernier  plate  is  the  scale  plate  S,  the  edge  of  which  is 
graduated  on  silver  and  protected  by  a  sheath  from  the  upper  plate, 
except  where  the  verniers  are  in  contact  with  the  scale.  It  is  the 
diameter  of  this  plate  which  defines  the  size  of  the  theodolite,  i.e. 
4-inch,  6-inch,  8-inch,  etc.  The  scale  pUte  is  supported  by  a 
hollow  axis  which  fits  accurately  around  tne  central  axis,  and  rests 
upon  the  boss  of  the  upper  parallel  base  plate  L  (Fig.  90). 

The  lower  parallel  plate  (N)  may  be  screwed  or  otherwise  fixed  on 
to  the  tripod  head,  and  in  the  older  forms  of  instrument  is  so  shaped 
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as  to  form  a  ball  and  Bocket  joint  with  the  tower  enda  of  the  two  azes 
above  mentioned. 

In  the  newer  models,  such  aa  Figs.  88  and  89,  the  two  plates  are 


Fio.  90. — Diagram  of  TninBit  Tlieodolite. 

connected  only  through  the  three  levelling  screws,  each  of  which  has 
a  ball  and  socket  joint  at  its  foot. 

The  lower  plate  has  a  central  aperture  through  which  a  plumb-bob 
may  be  suspended  from  a  hook  on  the  bottom  of  the  central  axis. 

The  upper  parallel  plate  is  supported  by  means  of  three  or  four 
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"  levelling  **  screws,  and  rests  on  the  lower  parallel  plate,  relative  to 
which  any  horizontal  movement  of  rotation  is  prevented :  in  a  four- 
screw  instrument,  by  a  stop  which  fits  round  the  foot  of  one  of  the 
screws,  and  in  a  three-screw  instrument  by  the  three  ball  and  socket 
joints  above  mentioned. 

The  tangent  screw  P  (Fig.  90)  connects  the  boss  which  is  shown 
suspended  from  the  band  E  to  a  boss  (not  shown)  fixed  on  the  plate 
L.  K  is  thus  fixed  relatively  to  L,  unless  the  distance  between  the 
bosses  is  altered  by  screwing  or  unscrewing  P. 

When  the  band  K  is  loosened,  the  support  T  may  rotate  inside  it 
relatively  to  L,  but  if  the  key  E  is  tightened  the  band  grips  the  sup- 
port T  (not  L),  so  that  there  can  then  be  no  movement  of  T  and  S 
relatively  to  L  except  through  the  tangent  screw  P. 

The  ''  clamp  and  tangent  screw  "  arrangement  connecting  the  scale 

and  vernier  plates  at  J  is  similar. 
Thus: 
(i.)  The  vernier  plate,  canying 
the    A   frames,   telescope, 
etc.,  may  rotate  alone  about 
the  inner  axis  Z,  the  scale 
plate  (S)  being  clamped  to 
L  and  held  stationary  mean- 
while ;  or 
(ii.)  The  vernier  and  scale  plates, 
being    clamped     together, 
may  rotate  simultane- 
ously about  the  axes  T  and 
Z.i 
The  instrument  is  fitted  with  a 
compass  sometimes  of  the  circular 
box  type,  when  it  is  placed  be- 
tween the  feet  of  the  A  frames; 
and  sometimes  of  the  trough  type 
attached  to  the  underside  of  the 
scale  plate  as  in  Fig.  88. 
To  enable  the  instrument  to  be  quickly  levelled  two  bubble  tubes 
are  fixed  at  right  angles  to  each  other  upon  the  upper  surface  of  the 
vernier  plate. 

For  underground  or  night- work  one  arm  of  the  horizontal  axis  is 
sometimes  made  hollow,  to  allow  of  the  illumination  of  the  dia- 
phragm webs,  from  a  small  lamp  carried  on  a  bracket  attached  to 
the  A  frame. 

The  plain  or  Y  theodolite  as  made  by  Troughton  &  Simms  is 
shown  in  Fig.  92.  It  differs  from  the  Transit  chiefly  in  respect  of  the 
fact  that  the  telescope  cannot  be  turned  through  a  complete  circle  in  a 
vertical  plane,  i.e.  cannot  be  translated. 
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^  Other  olamp  and  tangent  screw  arrangements  are  shown  in  Figs.  88,  89,  92,  93. 
See  Surveying  JnHruments  (Stanley). 
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The  "  vertical  arc  "  is  semiciiculai,  and  carriea  a  platfonn  to  which 

the  telescope  is  attached  by  means  of  clipe  fitting  over  two  Y  aupporta. 

The  telescope  can  be  lifted  from  its  bearings  and  replaced  end  for  end 

(see  Adjustments). 

The  Everest  theodolite,  named  after  its  inventor,  is  shown  as 

made  by  Troughton  &  Simma  in  Fig.  93.    As  in  the  ¥  instrument  the 

telescope  cannot  be  transitted,  bat  can  be  lifted  from  its  supports 

and  reversed  end  for  end,  while  the  vertical  circle  of  the  Transit  is  here 

replaced  by  two  graduated  arcs  of  about  90°  each.     The  horizontal 

arc  of  the  6-inch  instrument 

shown  in  Fig,  93  can  be  read  by 

the  micrometers  directly  to  5    i 

seconds,  or  by   estimation  to    . 

0-5  seconds.    The  vertical  arc   \ 

is  subdivided  to  20  seconds  by 

means  of  the  two  verniers. 
The  supports  of  the  Everest 

and  of  the  Y  instruments  are 

as   a  rule  considerably  lower 
than  the  A's  of  a  Transit ;  and 

these   types   are  consequently 

rather  more  compact. 

The  Transit  is,  however, 
much  the  more  generally  useful 
instrument. 

Setting  up. — Before  measur- 
ing an  angle  or  ranging  a  line 
with  a  theodolite,  the  instru- 
ment must  be  set  up  accurately 
over  the  station-point  and  the 
vertical  axis  placed  in  a  truly 
vertical  position.  A  plumb- 
bob  is  suspended  from  a  point 
at  the  head  of  the  tripod,  im- 
mediately below  the  centre  of 
the  instrument,  or    from    the 

lower    extremity  of    the  axis  fiq,  92,— plain  or  Y  Tbeodolite. 

itself  under  the  upper  parallel 

plate,  and  the  instrument  is  moved  until  the  plumb-bob  hangs  exactly 
over  the  station-point  as  marked  probably  by  the  head  of  a  nail  driven 
into  s  wooden  peg. 

To  do  this  by  moving  the  tripod  legs,  and  at  the  same  time  to  keep 
the  parallel  plates  approximately  horizontal,  often  requires  some 
patience,  especially  on  sloping  or  awkward  ground.  Consequently 
several  arrangements  have  been  devised  to  facilitate  the  task. 

Fig.  94  shows  a  form  of  shifting  base  made  by  Messrs.  Troughton 
&,  Simms.  The  "  base  "  consists  of  three  plates  A,  B,  and  D.  A  is 
capable  of  motion  relative  to  B  by  rotation  about  the  pivot  b,  and 
can  be  clamped  to  it  at  e.    Similarly  B  and  A  together  can  move 


relatively  to  D  by  rotation  about  the  pivot  a,  and  can  be  clamped  to 
D  by  a  screw  correaponding  to  c.    The  theodolite  attached  to  the  collar 


Pic.  83.— Everest  Theodolite  with  Micromelor, 


Fio.  94. — Centering  AmngemenU 

at  d  is  thus  capable  of  about  3  inches  adjustment  in  any  horizontal 
direction. 
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The  next  operation  is  to  level  the  instrument  so  that  the  vertical 
axis  shall  be  truly  vertical.  Most  of  the  modem  instruments  are 
fitted  with  three  levelling  screws,  though  four  screws  are  still  preferred 
by  some  Surveyors.  The  "  tribrach  "  arrangements,  however,  causes 
less  strain  upon  the  axis  and  is  quicker  to  operate. 

The  head  of  the  instrument  is  turned  about  either  of  its  axes  until 
one  of  the  bubble  tubes  (e)  on  the  vernier  plate  lies  with  its  longitudinal 
axis  parallel  to  one  pair  of  screws  (6  and  c  say) ;  the  other  bubble  (/) 
will  then  lie  over  the  third  screw  (a)  or  be  parallel  to  the  line  joining  a 
to  the  mid-point  of  6c  as  in  Fig.  95. 

In  the  case  of  a  four-screw  base  each  of  the  two  levels  (e  and/)  would 
be  parallel  to  the  line  joining  a  pair  of  opposite  screws  {i.e,  be  and  ad) 
as  in  Fig.  96. 

The  two  screws  b  and  c  are  rotated  in  opposite  directions  in  order 
to  tilt  the  upper  plate  in  one  direction  or  the  other  and  bring  the 
bubble  e  to  the  centre  of  its  run. 

Similarly  the  bubble/ is  brought  to  the  centre  of  its  run  by  rotating 
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the  single  screw  a  in  the  tribrach  or  the  two  screws  a  and  d  in  the  four- 
screw  arrangement. 

If  the  levels  are  in  correct  adjustment  and  at  right  angles  to  the 
vertical  axis,  each  bubble  will  now  remain  in  the  centre  of  its  run 
during  a  whole  revolution  of  the  instrument  about  this  axis,  the  vertical 
axis  will  be  truly  vertical,  and  the  instrument  ready  for  use. 


Permanent  Adjustments 

The  permanent  adjustments  for  a  theodolite  are : 

(1)  Adjustment  of  the  parallel  plate  bubble  tubes. 

(2)  Adjustment   of   the  horizontal  or  transverse  axis  of  the 

telescope. 

(3)  Adjustment  of  the  line  of  collimation  laterally. 

(4)  Adjustment  of  the  line  of  collimation  vertically. 

(5)  Adjustment  of  the  bubble  tube  on  the  telescope  or  T  frame. 

(6)  Determination  of  the  index  error  of  the  vertical  circle. 

(1)  A4jnstment  of  the  Parallel  Plate  Levels. — These  levels  should 
both  lie  in  a  plane  at  right  angles  to  the  central  axis  of  the  instru- 
ment, and  hence  when  this  axis  is  truly  vertical  each  bubble  should 
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be  in  the  centre  of  its  run  and  remain  there  during  a  complete 
revolution. 

If  the  bubble  e  is  brought  to  the  centre  of  its  run,  as  already  ex- 
plained, while  over  the  screws  6,  c  (Fig.  95),  and  if  the  longitudinal  axis 
of  the  bubble  makes  an  angle  towards  6,  say  of  (90-a)°,  with  the 
plane  containing  the  central  axis  of  the  instrument  and  the  centre  of 
the  bubble  tube,  then  this  central  axis  evidently  will  not  be  vertical 
(unless  a  =  0),  but  will  be  inclined  at  a°  to  the  vertical  (Fig.  97,  a). 

On  rotating  the  instrument  through  180°  in  azimuth,  the  axis  of 
course  remains  in  the  same  position  as  before,  but  the  bubble  tube  is 
now  inclined  to  it  at  an  angle  of  (90-a)°  on  the  opposite  side,  i.e. 
towards  c,  or  (90-2a)°  to  the  vertical;  that  is,  the  axis  of  the  bubble 
is  no  longer  horizontal,  but  is  inclined  at  2a°  to  the  horizontal  as 
shown  in  Fig.  97,  6. 

This  tilting  of  the  tube  naturally  causes  the  bubble  to  move  away 
from  the  centre  of  its  run  towards  6,  through  2n  (say)  of  the  graduations 
marked  on  the  glass. 

If  the  parallel  plate  screws  6  and  c  are  now  manipulated  so  as  to 
reduce  the  deviation  of  the  bubble  to  n  divisions,  the  inclination  of  the 
bubble  axis  will  be  reduced  to  a  to  the  horizontal,  and  at  the  same  time 

the    central    axis    of 

t  - '  ->  ^^^C^iir^^^^^i;™"      ^"     the     instrument     will 

y  -b  i""^^^^-  -I*    ^®  tilted  through  the 

%     Jfg  J§      J  I  angle  a  into  the  vertical 

'     *  \...'^iif  position. 

,^^'*  To  adj  ust  the  bubble 

e,    it    should  now    be 
(^f  brought  back  through 

Fio.  97.  the  remaining  n  divi- 

sions  to  the  centre  of 
its  run  by  means  of  the  two  capstan-headed  screws  which  attach 
the  tube  to  the  upper  surface  of  the  vernier  plate — the  end  nearer  6 
being  lowered  and  that  nearer  c  raised. 

Then  in  case  the  instrument  may  have  been  slightly  disturbed 
during  this  process,  the  operation  should  be  repeated  until  it  is  found 
by  trial  that  the  bubble  remains  undeflected  for  a  complete  revolution. 
The  bubble /is  adjusted  in  a  similar  manner. 
It  should  here  be  noticed  that,*  without  actually  altering  the  ad- 
justment of  the  bubbles,  the  verticality  of  the  central  axis  may  be 
assured  at  any  time  by  bringing  the  bubble  to  the  centre  of  its  run 
when  parallel  to  two  screws  6  and  c,  reversing  end  for  end,  and  halving 

the  total  deviation  of  the  bubble,  e.g,  -    divisions,  by  the  parallel  plate 

screws  6  and  c ;  the  bubble  should  then  remain  with  an  eccentricity 
of  n  divisions  towards  the  same  end  of  the  tube  during  any  portion  of 
a  revolution,  though  it  would  appear,  at  one  time,  n  divisions  out 
of  centre  towards  6,  and  in  the  reverse  position  n  divisions  towards  c. 
In  fact  it  is  generally  preferable  to  set  up  the  instrument  in  this 
way,  using  the  large  bubble  connected  with  the  telescope,  as  this  is 


THE  THEODOLITE  87 

much  more  sensitive.  The  procedure  is  as  follows :  the  vertical  arc 
being  clamped  at  zero,  the  instrument  is  rotated  until  the  bubble  is 
parallel  to  the  screws  b  and  c  (say),  when  it  is  brought  to  the  centre  of 
its  run,  the  screws  b  and  c  being  used  for  this  purpose. 

The  instrument  is  then  turned  through  180°  in  azimuth  so  that  the 
bubble  tube  again  lies  parallel  to  be.  If  the  deviation  of  the  bubble 
from  the  centre  is  now  2n  divisions,  n  divisions  are  taken  up  by  means 
of  the  screws  HH'  (Fig.  90) ;  or,  if  vertical  angles  are  not  to  be  measured 
and  the  bubble  tube  is  attached  to  the  telescope,  by  the  vertical  circle 
tangent  screw  O.  The  remaining  displacement  of  n  divisions  is 
corrected  by  the  screws  6  and  c. 

The  bubble  is  then  turned  through  90""  in  azimuth  until  it  is  over 
the  remaining  parallel  plate  screw  or  screws,  and  (if  there  is  any  devia- 
tion) by  these  only  brought  to  the  centre  of  its  run. 

The  bubble  should  now  "  traverse,"  i.e.  remain  in  the  centre  of  its 
run  for  a  complete  revolution  in  azimuth.  If  not,  this  procedure 
must  be  repeated  until  the  result  is  satisfactory.  The  vertical  axis 
will  then  be  truly  vertical,  and  the  smaller  bubbles  on  the  vernier 
plate  can,  if  required,  be  brought  to  their  central  positions  and  per- 
manently adjusted  by  the  capstan-headed  screws  already  mentioned. 

(2)  Adjustment  of  the  horizontal  transvenie  axis  of  the  telescope, 
which  should  be  exactly  at  right  angles  to  the  vertical  axis. 

(a)  The  first  method  of  testing  this  adjustment  is  by  means  of  a 
striding  bubble,  i.e.  a  sensitive  tube  carried  on  two  legs,  each  of  which 
is  notched  at  the  foot  in  order  to  fit  the  axis  trunnions. 

As  a  preliminary,  the  truth  of  this  appliance  should  be  tested  thus  : 
Set  up  the  theodolite  with  its  vertical  axis  truly  vertical,  uncover 
the  supports  at  the  ends  of  the  horizontal  axis,  and  place  the  level 
astride  the  telescope  so  that  the  notches  fit  and  rest  on  the  trunnions  ; 
bring  the  bubble  to  the  centre  of  its  run  by  means  of  the  parallel  plate 
screws,  and  then  reverse  end  for  end  without  disturbing  the  instrument. 
The  bubble  should  still  remain  in  the  central  position :  if  not,  half 
the  deviation  may  be  adjusted  exactly  as  in  the  first  adjustment,  by 
means  of  the  parallel  plate  screws,  and  the  remainder  by  the  capstan- 
headed  screw  provided  on  one  of  the  legs  of  the  striding  bubble  for  this 
purpose.  On  account  of  the  sensitiveness  of  the  bubble  this  operation 
may  be  tedious  and  require  several  trials,  so  that  instead  it  may 
be  advisable  merely  to  note  the  number  of  divisions  deviation,  and  to 
allow  for  this  when  using  the  appliance. 

For  instance,  if  on  reversal  the  bubble  deflects  through  2n  divisions 
towards  one  of  its  extremities  {a'  say),  the  horizontal  transverse  axis 
of  the  theodolite  will  be  truly  horizontal  when  the  deviation  of  the 
bubble  is  reduced  to  n  divisions  towards  a\  Consequently  the  bubble 
may  be  adjusted  to  this  position  (i.e.  n  divisions  eccentricity),  instead 
of  to  the  central  position,  and  the  actual  correction  of  the  striding 
bubble  fitting  need  not  be  attempted. 

To  proceed  to  test  the  adjustment  of  the  theodolite  axis  the 
striding  bubble  is  set  astride  the  telescope  as  before  and  brought  to 
its  ascertained  normal  position  by  means  of  the  parallel  plate  screws. 
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The  instrument  is  then  rotated  about  its  vertical  axis  through  180°  in 
azimuth,  so  that  the  positions  of  the  A  frames  or  other  vertical  supports, 
are  reversed.  If  the  horizontal  transverse  axis  is  at  right  angles  to 
the  vertical  axis  of  rotation  of  the  instrument,  the  bubble  will  remain 
in  its  normal  position  for  any  position  of  the  supports.  If  not,  and  the 
bubble  moves  through  2m  divisions  from  the  normal  position,  half  this 
deviation  {i.e.  m  divisions)  is  corrected  by  means  of  the  parallel  plate 
screws  and  half  by  means  of  the  capstan-headed  or  other  screws  (Fig.  90) 
provided  under  one  end  of  the  horizontal  axis  at  the  head  of  the  A 
supports.  The  operation  should  be  repeated  until  the  adjustment 
is  perfect. 

(b)  Another  method  of  testing  this  adjustment,  known  as  the 
Spire  Test,  is  as  follows : 

The  instrument  is  set  up  near  a  spire  or  other  elevated  object ; 
the*ends  of  the  horizontal  axis  are  undamped  in  their  supports,  and 
the  telescope  is  directed  to  the  top  of  the  spire.  Both  the 
clamps  connected  with  the  horizontal  movements  of  the 
instrument  are  tightened,  and  by  means  of  one  or  other 
of  the  tangent  screw  arrangements  the  cross-hairs  are 
made  to  coincide  exactly  with  the  point  of  the  lightning 
conductor  or  with  some  other  well-defined  point. 

The  telescope  is  then  depressed,  and  the  observer  at 
the  instrument  directs  an  assistant  to  place  a  mark  on 
the  wall  near  its  foot  or  to  insert  a  thin  arrow  in  the 
ground  so  as  to  appear  to  coincide  with  the  cross-hairs. 

The  telescope  is  then  lifted  from  its  supports  and  the 
instrument  rotated  through  180°  in  azimuth  (i.e.  horizon- 
tally) until  the  positions  of  the  two  supports  are  reversed. 
The  telescope  is  replaced  in  its  bearings  so  as  to  be  in 
the  same  position  relative  to  the  spire,  etc.,  as  before,  each 
end  of  its  axis  now  resting  in  the  opposite  support  of  the 
instrument  to  that  in  the  previous  case.  Coincidence  is  obtained  with 
the  elevated  point  and  the  telescope  depressed.  The  cross -hairs 
should  again  cut  the  same  point  marked  near  the  foot  of  the  spire. 
If  not,  a  second  point  should  be  marked  to  coincide  in  this  case. 

The  conditions,  it  will  be  seen,  are  the  same  for  each  observation, 
except  that  the  positions  of  the  supports  have  been  reversed  for  the 
second  case ;  the  discrepancy,  if  any,  is  thus  due  to  a  difference  in 
height  of  these  supports. 

If  the  support  B,  originally  on  the  right,  is  exactly  at  the  same 
level  as  that  on  the  left,  L,  then,  when  the  Une  of  collimation  is  at 
right  angles  to  the  horizontal  axis,  the  trace  of  this  on  the  face  of  the 
tower  would  be  a  vertical  line,  and  a  point  pi  vertically  below  the  spire 
point  p  would  be  obtained  (Fig.  98).  When  the  right  support  R  is 
the  higher,  a  point  pg  would  be  obtained  lying  to  the  right  of  p^  as  the 
trace  on  the  tower  would  be  tilted  downwards  to  the  right.  Similarly 
when  the  supports  are  reversed,  the  higher  support  R  being  on  the  left, 
the  point  p^  is  thrown  to  the  left  of  p^. 

If  the  Une  of  collimation  is  not  exactly  at  right  angles  to  the 
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horizontal  axis  (see  adjustment  (3)),  the  same  reasoning  still  holds  (as 
the  position  of  the  telescope  relative  to  the  spire  is  unaltered),  except 
that  the  trace  on  the  tower  would  be  hyperbolic  instead  of  a  straight 
line,  and  y^  would  not  necessarily  lie  exactly  below  p.  In  any  case, 
the  point  y^ — which  would  be  the  point  obtained  were  the  supports  of 
eqaal  heighta-wiU  Ue  midway  between  y,  and  y,. 

To  correct  any  inequality  in  the  heights,  the  support  R  is  lowered 
or  the  support  L  raised  by  means  of  the  screws  (C,  Fig.  90)  provided 
for  this  purpose  near  the  top  of  the  A  frames,  until  the  cross-hairs 
appear  to  have  moved  about  a  quarter  of  the  distance  from  p^  to  pg. 

The  eiSect  of  this  will  be  to  throw  the  trace  of  the  line  of  collimation 
from  yp,  to  some  new  steeper  position  /ft',  cutting  the  trace  pft  at 
the  height  of  the  instrument  from  the  ground ;  if  the  alteration  is  of 
the  correct  amount,  p'p^  will  be  vertical. 

Now  the  telescope  is  again*  elevated,  and  the  cross-hairs  redirected 
to  y  by  means  of  either  of  the  vertical  axis  tangent  screws,  so  that 
the  line  p'p^  is  moved  laterally  until  y'  coincides  with  p. 

On  depressing  the  telescope  the  cross-hairs  should  coincide  with 
j^  midway  between  ft  and  ft ;  if  not,  a  further  correction  must  be 
applied  to  the  adjusting  screws  until  the  desired  result  is  obtained. 

This  teat  can  be  carried  out  on  any  type  of  theodolite,  but  usually 
the  adjustment  cannot  be  made  on  an  instrument  of  the  T  or  Everest 
pattern,  and  in  these  cases  it  is  unnecessary,  as  the  telescopes  are  not 
designed  to  work  through  large  vertical  aneles. 

ILlarh.  some  TraLt  iLtruments  afe  not  provided  with  any 
means  of  adjustment,  the  argument  being  that  if  the  A  frames  are  made 
very  substajitial  the  axis  can  only  get  out  of  adjustment  by  extra 
wear  upon  one  of  the  bearings,  and  this,  being  necessarily  small,  can  be 
compensated  for  by  the  application  of  a  little  sand-paper  to  the  other 
support.  Any  accident  which  would  be  likely  to  deform  the  frames 
and  throw  the  horizontal  axis  out  of  its  true  position  would  so  damage 
the  instrument  as  to  make  an  overhauling  by  the  maker  advisable. 

If  adjustment  (3)  is  correct,  the  spire  test  may  be  carried  out  by 
reversing  the  supports  {i,e.  turning  the  instrument  through  180°  in 
azimuth)  and  then  swinging  the  telescope  of  a  Transit  instrument 
through  180°  vertically  instead  of  lifting  it  out  of  its  bearings.  In 
the  second  observation  the  telescope  would  then  be  upside  down,  and 
so  would  not  be  in  exactly  the  same  position  with  reference  to  the 
tower  as  during  the  first  observation.  This,  however,  would  be  im- 
material, provided  that  the  line  of  collimation  is  in  correct  adjustment. 

In  Fig.  98  the  distance  p^  is,  of  course,  very  much  exaggerated — 
the  actual  value  seldom  exceeding  an  inch  or  two. 

In  lieu  of  using  arrows  or  of  marking  the  tower  wall  to  fijc  the  points 
ft  and  ft,  an  ordinary  levelling  stafE  may  be  placed  horizontally  on 
the  ground  at  the  foot  of  the  wall,  when  the  readings  on  the  scale  as 
the  telescope  is  depressed  each  time  may  be  noted. 

(3)  Lateral  Adjustment  of  the  Line  of  Collimation. — The  line  of 
collimation  of  the  telescope  should  be  at  right  angles  to  the  horizontal 
transverse  axis,  in  order  that  the  surface  described  by  it  during  a 
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revolution  of  the  telescope  will  be  a  plane.  If  the  line  of  collimation 
is  not  perpendicular  to  the  horizontal  axis,  it  will  describe  the  surface 
of  a  cone  ^  as  it  revolves,  and  its  trace  upon  a  level  stretch  of  ground 
will  be  hyperbolic  (see  also  Fig.  109,  p.  102). 

(a)  To  test  the  accuracy  of  this  adjustment,  the  instru- 
ment is  set  up  as  already  described,  the  telescope  clips 
uncovered  to  allow  it  to  rest  freely  in  its  supports,  the  two 
lower  clamps  tightened,  and  exact  coincidence  obtained  by 
means  of  one  of  the  tangent  screws  with  some  point  p^ 
(Fig.  99),  e.g.  an  arrow  placed  at  a  convenient  distance 
away — say  50  ft. 

The  telescope  is  lifted  as  gently  as  possible  out  of  its 
bearings  and  replaced  upside  down.  If  the  line  of  collima- 
tion lies  in  the  axis  of  the  telescope  and  at  right  angles 
to  the  axis  of  rotation,  then  the  cross-wires  should  again 
cut  the  point  pi ;  if  not,  another  arrow,  p^,  is  placed  near 
Pi  to  coincide  with  their  intersection. 

The  true  perpendicular  to  the  horizontal  axis  then  lies 

through  a  point  p  midway  between  pi  and  j>2,  because  if 

the  cross-hairs  in  the  first  case  lie  in  the  telescope  a  little 

Fiu.  09.    to  the  left  of  the  longitudinal  axis,  the  point  Pi  will  be 

thrown  too  much  to  the  right,  and  as,  when  the  telescope 

is  turned  upside  down,  the  cross-hairs  will  be  on  the  opposite  side 

of  the  longitudinal  axis,  the  point  p^  will  be  thrown  by  an  equal 

amount  too  much  to  the  left. 

To  complete  the  adjustment,  the  diaphragm  is  moved  laterally  by 
means  of  the  capstan-headed  screws  in  the  sides 
of  the  telescope  until  the  cross- wires  appear  to 
coincide  with  p — the  point  midway  between  p^ 
and  p^. 

As  in  adjustment  (2),  a  horizontal  levelling  staff 
affords  a  very  convenient  means  of  marking  the 
points  pi  and  j>2,  and  dispenses  with  the  need  for 
an  assistant. 

The  above  method  may  be  adopted  with  any 
type  of  theodolite,  but  as  it  is  difficult  to  avoid 
disturbing  the  instrument  while  inverting  the  tele- 
scope, the  following  method  (Fig.  100)  is  often 
applied  to  a  Transit. 

(6)  The  instrument  is  set  up  and  levelled  as 
before;  the  cross-hairs  directed  to  some  well- 
defined  point  pi ;  the  telescope  transitted,  i.e. 
swung  over  vertically ;  and  another  point  p^  fixed  to  coincide  with 
the  intersection  of  the  webs.  The  telescope  is  now  lifted  from  its 
supports  and  replaced  upside  down  {i.e.  face  right  instead  of  face 
left,  or  vice  versa),  and  directed  towards  p^^  when  the  cross-hairs  should 
again  fall  exactly  on  this  point.    If  they  do  not — ^through  any  acci- 

^  On  account  of  focussing,  the  surface  of  revolution  will  not  be  a  true  cone,  but 
will  be  approximately  so. 
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dental  disturbance  of  the  instrument,  or  through  want  of  adjustment 
of  the  diaphragm — they  are  redirected  on  to  Pi  by  means  of  either 
of  the  horizontal  tangent  screws.  The  telescope  is  transitted  once  more 
and  directed  towards  p^  with  which  the  webs  should  coincide.  If 
not,  a  new  point  Pi  is  marked — or  noted  on  a  horizontal  levelling 
staff. 

If  Pv  P2»  Ply  Pi"  i^W-  99-100)  are  approximately  equidistant  from 
the  instrument,  the  intercept  between  p^  and  pi"  will  be  double  that 
between  pi  and  j)2>  ^  that  this  test  is  more  delicate  than  that  previously 
described ;  and  any  disturbance  of  the  instrument  in  inverting  the 
telescope  in  its  supports  is  not  so  likely  to  afEect  the  result,  as  adjust- 
ment  is  made  on  to  p^  after  this  operation. 

Thus  if  in  the  first  case  p^  (Fig.  99)  is  inclined  at  a  to  the  right  of 
the  true  perpendicular  to  the  horizontal  axis,  p^'  will  be  inclined  at 
a  to  the  same  side  when  the  telescope  is  transitted  (i.e.  to  the  left  when 
looking  towards  pi'),  so  that  the  angle  between  p^'O  and  pjO  produced 
(where  0  represents  the  position  of  the  instrument)  is  2a. 

Similarly  p^O  makes  an  angle  of  2a  on  the  opposite  side  of  piO 
produced,  so  that  the  angle  p^Op{  is  4a,  i.e.  four  times  the  error  in 
the  line  of  collimation. 

To  correct,  therefore,  while  the  instrument  is  still  directed  towards 
p{^  the  horizontal  capstan-headed  screws  of  the  diaphragm  are  manipu- 
lated until  one-quarter  of  the  deviation  PiP^  is  allowed  for. 

The  whole  operation  is  then  repeated  until  the  adjustment  is  found 
to  be  correct. 

(c)  As  a  modification  of  method  (6)  the  position  of  the  supports 
may  be  reversed  (i.e.  the  instrument  rotated  through  180°  in  azimuth) 
and  the  telescope  transitted,  instead  of  lifting  it  out  of  its  supports, 
when  intersecting  p^  the  second  time. 

No  inaccuracy  would  result  in  methods  (a)  or  (6)  from  a  lack  of 
adjustment  of  the  horizontal  axis  (2);  nor  in  method  (c),  provided 
that  Pi  and  p^  are  not  on  very  different  levels. 

(4)  Vertical  Adjustment  of  the  Line  of  Collimation. — The  object  of 
this  adjustment  is  to  place  the  intersection  of  the  cross-hairs  on  the 
horizontal  axis  of  the  telescope,  while  the  third  adjustment  was  to 
place  it  on  the  vertical  axis. 

A  general  method,  suitable  for  any  type  of  theodolite  (or  level) 
is  as  follows : 

On  a  moderately  level  stretch  of  ground  two  distances  AB  and  BC, 
preferably,  though  not  necessarily,  equal,  are  measured  off,  and  pegs 
are  driven  in  at  the  three  points  A,  B,  and  C.  The  total  distance  AC 
should  not  be  more  than  200  to  300  ft. 

The  instrument  is  set  up  exactly  midway  between  A  and  B,  the 
vertical  circle  vernier  is  fixed  at  zero,  and  the  bubble  brought  to  the 
centre  of  its  run  by  means  of  the  clipping  screws  HH'  of  the  vernier 
arm.^    An  assistant  is  directed  to  hold  an  ordinary  levelling  staff 

^  If  the  bubble  tube  is  fixed  to  the  telescope,  the  vertical  circle  tangent  screw 
may  be  employed,  if  preferred,  instead  of  the  clipping  screws:  in  this  case  the 
vernier  reading  is  not  kept  at  zero. 
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oc  -   line  of  collimation 
eoe  -  horizontal  line 

Fio,  101. 


(p.  159)  on  each  of  the  pegs  A  and  B  in  turn,  and  the  readings  ol 
the  axial  web  at  these  points  are  taken — the  bubble  being  ac- 
curately adjusted  to  the  centre  of  its  run  for  each  by  means  of  the 
screws  HH'. 

The  difference  between  these  readings  (cA  and  cB,  Fig.  101)  will 
give' the  exact  diSerence  in  level  between  the  two  pegs,  as  any  errors 
affecting  the  one  reading  will  equally  affect  the  other ;  e.g.  in  Fig.  101, 

if  the  line  of  collimation 


is  inclined  upwards,  both 
readings  will  be  too  large 
by  the  amount  ec,  where 
oe  represents  a  level  line 
through  the  instrument, 
and  oc  the  line  of  col- 
limation. 
Similarly  the  instrument  is  set  up  midway  between  B  and  C,  and 
the  true  difference  in  level  between  these  points  ascertained. 

The  three  pegs  may  be  driven  in  to  the  same  level  if  desired ;  this 
is  not  necessary,  nor  is  it  always  convenient. 

The  instrument  is  now  set  up  near  one  of  the  end  pegs,  e.g.  at  D, 
and  readings  taken  on  the  three  pegs  A,  B,  and  C — the  bubble  again 
being  in  the  centre  of  its  run  for  each  and  the  vernier  of  the  vertical 
circle  reading  zero  if  the  bubble  tube  is  attached  to  the  T  frame. 

If  the  intersection  of  the  cross-hairs  lies  upon  the  longitudinal  axis 
of  the  telescope,  the  line  of  collimation  will  be  coincident  with  this 
line,  and,  provided  that  the  draw-tube  moves,  as  it  should,  parallel  to 
the  axis,  will  not  be  affected  by  focussing.  If,  in  addition,  the  axis  of 
the  telescope  is  parallel  to  the  axis  of  the  bubble,  the  line  of  coUimation 
A'B'C  will  be  horizontal  for  each  of  the  readings  A'A,  B'B,  C'C,  on 
A,  B,  and  C,  so  that  the  differences  of  the  readings  should  agree  with 
the  true  differences  in  level  already  obtained. 

If  the  longitudinal  axis  is  not  parallel  with  the  axis  of  the  bubble, 
the  line  of  collinjation  will  be  inclined  to  the  horizontal,  when  the 
bubble  is  in  the  centre  of  its  run,  and,  when  the  cross-hairs  lie  on  the 
longitudinal  axis, 
this  angle  of  in- 
clination will  be 
constant  for  the 
three  readings. 

Let    A'^B'C^ 
(Fig.   102)   denote 
this  line  of  collima- 
tion;   then  the  apparent  differences  in  level  between   B   and  A, 
and  between  C  and  A,  are  B'^B  -A'^A  and  G^C  -A"A.    Actually 
the  differences    are  B'B  -  A'A  and   C'C  -  A'A,   and  therefore    the 
errors  are, 

B^B'  -A^A'  and  CT'  -A"A'. 


■/:<^rp'*'rwywT. 


D    A 


Fia.  102- 


But  as  D  is  very  near  to  A,  A^A'  is  very  small,  and  the  errors  are 
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approximately  B^'B'  and  CC ;   bo  that  if  A^'BT''  is  a  straight  line 

B'B'  _  c^;^ 

"AB  ""  AC" 
or  when  AB  =  BC,  C'C  =  2B"B'. 

If  the  intersection  of  the  cross-hairs  does  not  lie  in  the  longitudinal 
axis  of  the  telescope,  the  line  of  collimation  will  not  be  coincident  with 
the  longitudinal  axis, 
but  will  be  inclined  _  


B^ 


c 


to  it.   But,  as  already    />t — Tf 

eirolained,   the    dis-       A      a 

tance   of   an  image     ^-'^ -^-^^^^^^^^^^^^ 

from  the  object-glass  Fro.  103. 

depends    upon    the 

distance  away  of  the  object — the  nearer  the  object  is  to  the  lens, 

the  further  away  is  the  image — consequently,  as  the  cross-hairs  are 

made  to  coincide  with  the  image  while  the  eye-piece  is  being  focussed, 

the  slope  of  the  line  of  collimation  varies  as  a  near  or  more  distant 

object  is  being  viewed,  agreeing  more  nearly  with  the  longitudinal 

axis  in  the  former  case. 

The  case  in  which  the  axis  of  the  telescope  is  parallel  to  the  axis 
of  the  bubble  (and  therefore  horizontal)  while  the  diaphragm  web  is 
slightly  below  the  axis  is  shown  diagrammatically  in  Fig.  103. 

The  line  of  collimation  for  the  reading  on  B  is  D&,  and  for  the 
reading  on  C  is  Dc ;   thus  as  the  errors  in  level  are  oC'  and  &B',  the 

relationship   .-=  =  .-^  is  no  longer  true. 

Ar>     AU 

Fig.  104  is  given  as  an  example  in  which  the  axis  of  the  telescope 

A^B'^C  is  inclined  upwards,  while  the  diaphragm  requires  lowering. 

The  true  differences  in  level  are  B'B  -A'A  and  C'C  -A'A. 

The     apparent 

SB" p"    differences  in  level 

C'    are  6B-A'A   and 

cC  -  A'A. 

The  errors   are 


^T      a!  W—ffc 

J\       A_  \b 


Horizontal  line 


'^!m^7m> 


Fio.  104.  6B'  and  cC'. 

Had  the  line  of 
collimation  been  coincident  with  the  axis,  the  errors  would  have  been 
B'^B'  and  CT' ;  and  CT'  would  have  been  double  B'B'  when  A,  B, 
and  C  are  equidistant. 

In  this  case,  therefore,  cC'  is  less  than  double  6B'. 
Similarly  other  cases  may  be  worked  out  and  the  following  summary 
checked. 

The  adjustment  is  correct,  i.e.  the  intersection  of  the  hair-lines 
lies  on  the  longitudinal  axis  of  the  telescope, 

(i.)  If  the  differences  in  level  between  A,  B,  and  C  as  obtained 
from  D  are  correct  and  agree  with  those  found  from  the 
mid-positions  of  AB  and  BC ; 
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or  (ii.)  If  these  differences  in  level  are  incorrect,  provided  that  the 
errors  between  C  and  A,  and  between  B  and  A  are  pro- 
portional to  the  distances  CA  and  BA,  i,e,  when  the 
distances  AB  and  BC  are  equal,  if  the  error  between  C 
and  A  is  double  the  error  between  B  and  A. 
The  diaphragm  requires  lowering  by  means  of  the  capstan-headed 
screws  above  and  below  the  telescope 

(i.)  If  the  error  is  upwards  (i.e,  C  is  apparently  too  low  with 
respect  to  A),  and  cC'  is  less  than  twice  6B'  (Fig.  104) ; 
or  (ii.)  If  the  error  is  downwards  {i.e.  C  is  apparently  too  high  with 

respect  to  A),  and  cC'  is  more  than  twice  6B'. 
The  diaphragm  requires  raising 

(i.)  If  the  error  is  upwards  and  cC'  is  more  than  twice  6B'  (Fig. 

103) ; 

or  (ii.)  If  the  error  is  downwards  and  cC'  is  less  than  twice  6B'. 

For  a  Y  or  Everest  theodolite,  a  more  simple  method,  which  may 

be  applied  indoors,  is  convenient.     The  instrument  is  set  up  and 

levelled  ;  the  vertical  circle  clamped  with  the  telescope  bubble  at  the 

centre  of  its  run  and  the  telescope  itself  resting  lightly  in  its  bearings 

with  the  clips  unfastened.    A  reading  is  taken  on  to  a  levelling  stafE 

O^w  ^-^        ^_.^  held  at   a   convenient 

r    \      (        +.   Ji^\      /^^^\    distance    away,    or    a 
\^^_^       v^^x     "v  y      \     J.    ™*^^  Vi  ^^  niade  on  a 
a  h  c  d  ^— ^    wall  or  other  surface 

^        to    coincide   with   the 
Fio.  106.  intersection  of  the  cross- 

hairs. The  telescope 
is  then  lifted  carefully  from  its  bearings  and  inverted,  when  the 
cross-hairs  should  again  coincide  with  the  same  mark  p^  as  before. 
If  not,  a  new  mark  p^  is  made,  and  the  diaphragm  raised  or 
lowered  by  means  of  the  capstan-headed  screws  until  the  hair-lines 
fall  exactly  midway  between  p^  and  pj,  because  it  is  obvious  that  if 
the  line  of  collimation  is  inclined  at  say  a  to  the  longitudinal  axis  in 
the  first  position,  it  will  be  equally  inclined  at  a  in  the  opposite  direction 
after  inverting  the  telescope,  and  hence  the  axis  will  lie  midway  between 
these  two  positions. 

Sometimes  in  the  case  of  a  Y  or  Everest  instrument  the  tests  for 
adjustments  (3)  and  (4)  may  be  carried  out  simultaneously  by  focussing 
the  cross-hairs  on  to  a  point  p  on  a  wall,  and  rotating  the  telescope 
in  its  supports  about  its  longitudinal  axis.  If  the  line  of  collimation 
coincides  with  the  longitudinal  axis,  the  hair-lines  will  continue  to  cut 
the  marked  point  during  the  whole  revolution,  otherwise  the  inter- 
section point  will  appear  to  describe  a  circle  having  the  point  j>  on  its 
circumference. 

For  instance,  if  in  that  position  of  the  telescope  when  the  point  is 
first  bisected  the  diaphragm  is  too  low,  the  circle  will  appear  to  be 
described  above  the  point  p  (Fig.  105,  a) ;  if  the  diaphragm  is  too  high, 
the  circle  will  be  below  (Fig.  105,  h) ;  if  the  diaphragm  is  too  much  to 
the  right,  the  circle  will  be  apparently  on  the  left ;  and  mce  versa  the 
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circle  will  be  on  the  right  if  the  cross-hairs  are  on  the  left.  In  a  case 
where  both  adjustments  (3)  and  (4)  are  incorrect  the  circle  will  be  set 
obliquely,  as,  for  example,  in  Fig.  105, 6,  when  the  cross-hairs  are  low 
and  to  the  right,  for  the  normal  position  of  the  telescope.  The  adjust- 
ments are  made  by  means  of  the  capstan-headed  screws  of  the  dia- 
phragm as  before  explained. 

(5)  Adjustment  of  the  Telescope  Bubble. — The  object  of  this  adjust- 
ment is  to  place  the  axis  of  the  bubble  parallel  to  the  line  of  collimation, 
and  consequently  parallel  to  the  longitudinal  axis  of  the  telescope. 

Two  pegs  A  and  B  are  driven  in  the  ground  at  a  convenient  distance 
apart — say  2  chains — and  the  instrument  set  up  exactly  between 
them.  Readings  are  taken  on  a  levelling  staff,  held  upon  each  of  the 
pegs  A  and  B  in  turn,  care  being  taken  that  the  telescope  bubble  is 
in  the  centre  of  its  run  for  each  case.  If  the  bubble  tube  is  on  the 
vernier  arm,  and  not  on  the  telescope  itself,  the  reading  on  the  vertical 
circle  should  be  zero.  The  true  difference  in  level  between  A  and  B  is 
thus  obtained,  as  already  explained  in  adjustment  (4) ;  in  fact,  by  using 
the  pegs  A  and  B  in  that  test  the  two  adjustments  (4)  and  (5)  may  be 
done  at  the  same  setting  of  the  instrument. 

The  instrument  is  now  moved  to  a  position  D  near  A  (or  B),  and 
with  the  bubble  in  the  centre  of  its  run  and  the  vertical  circle  vernier 
at  zero,  readings  are  taken  on  the  two  pegs. 

If  the  apparent  difference  in  level  between  A  and  B  thus  obtained 
does  not  agree  with  the  correct  difference  as  previously  found,  the  line 
of  collimation  is  evidently  inclined  to  the  horizontal  instead  of  being 
parallel  to  the  axis  of  the  bubble.  If  B  is  apparently  too  low  (Fig.  103), 
the  object-glass  end  of  the  telescope  must  be  raised,  and  if  B  is  ap- 
parently too  high,  this  end  of  the  telescope  must  be  lowered  by  means 
of  the  parallel  plate  screws — or  by  means  of  the  vertical  arc  clipping 
screws  HH' — ^until  the  correct  difference  in  level  is  obtained  from  the 
altered  readings.  The  reading  on  the  nearer  peg  A  will  alter  only  very 
slightly,  so  that,  if  the  staff  at  B  is  observed  while  the  inclination  of 
the  telescope  is  being  altered  this  correct  difference  is  quickly  obtained 
in  one  or  two  trials,  and  the  line  of  collimation  is  then  horizontal,  and 
— ^as  the  diaphragm  screws  are  unaltered — still  in  the  centre  of  the 
telescope. 

The  next  operation  is  to  make  the  axis  of  the  bubble  parallel  to  this 
by  adjusting  the  capstan-headed  screws  which  attach  the  tube  to  the 
telescope,  or  to  the  top  of  the  T  frame  which  carries  the  verniers,  so 
as  to  bring  the  bubble  to  the  centre  of  its  run. 

For  a  Y  or  Everest  instrument  where  the  telescope  can  be  lifted 
from  its  supports,  and  where  the  bubble  tube  is  attached  to  the  telescope, 
the  following  alternative  method  may  be  adopted. 

The  line  of  collimation  having  been  adjusted,  the  telescope,  resting 
lightly  and  undipped  in  its  supports,  is  turned  until  it  lies  parallel 
to  the  two  base  screws  b  and  c  (Figs.  95  or  96),  and  by  means  of  these 
screws  the  bubble  is  brought  to  the  centre  of  its  run,  while  the  vernier 
of  the  vertical  circle  is  approximately  at  zero.  The  telescope  is  then 
carefully  lifted  from  its  bearings  and  replaced  end  for  end,  still  being 
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parallel  to  be.  The  bubble  should  still  be  in  the  central  position ; 
if  not,  half  the  deviation  is  corrected  by  means  of  the  parallel  plate 
screws  be  (or  the  vertical  circle  tangent  screw),  and  half  by  means  of 
the  capstan-headed  screws  attaching  the  level  tube  to  the  telescope 
(compare  Fig.  97). 

The  level  tu1)e  may  also  require  a  little  lateral  adjustment  in  order 
to  bring  its  axis  parallel  to  the  longitudinal  axis  of  rotation  of  the 
telescope.  If  so,  the  error  can  be  detected  by  turning  the  telescope 
slightly  about  this  axis  and  noting  whether  the  bubble  keeps  to  the 
central  position.  If  not,  on  some  instruments,  the  adjustment  may 
be  made  by  screws  capable  of  horizontal  motion  at  the  ends  of  the 
level  tube. 

(6)  Determination  of  the  Index  Error  of  the  Vertical  Oircle. — ^When 
the  bubble  of  the  telescope  is  in  the  centre  of  its  run,  and  therefore 
when  the  line  of  collimation  is  horizontal,  the  vernier  of  the  vertical 
circle  should  indicate  zero.  If  it  does  not  do  so,  the  value  of  the  read- 
ing, which  is  the  "  index  error,"  is  noted,  and,  as  the  case  may  be, 
kdded  to  or  subtracted  from  all  angles  of  elevation  or  depression 
observed  with  the  instrument. 

In  a  Transit  instrument  the  vernier  can  be  clamped  to  zero,  and 
the  telescope  afterwards  brought  to  the  horizontal  position  by  the 
clipping  screws  H  and  H'  (Figs.  90  and  91),  which  bear  on  opposite 
sides  of  the  lug  P  upon  the  A  frame.  There  should  therefore  be  no 
index  error  with  a  Transit  instrument. 

To  measure  a  simple  horizontal  angle  BAG  with  a  theodolite,  the 
instrument  is  accurately  set  up  and  levelled  so  that  the  plumb-bob 
hangs  over  the  point  A.  The  paraUel  plates  are  undamped  and  the 
zero  of  the  vernier  brought  to  the  zero  of  the  primary  scale,  exact 
coincidence  being  obtained,  after  reclamping,  by  means  of  the  fine 
adjustment  tangent  screw. 

The  lower  clamp  having  been  loosened,  the  instrument  is  turned 
about  the  outer  axis  until  the  telescope  is  directed  towards  the  left- 
hand  object  B,  when  the  clamp  is  again  tightened,  and  exact  coincidence 
obtained  with  the  cross-hairs,  by  means  of  the  Icnoer  tangent  screw. 
The  telescope  is  thus  directed  towards  B  while  the  vernier  still  reads 
zero. 

The  next  operation  is  to  unclamp  the  upper  screw  and  rotate  the 
instrument  about  the  inner  axis  until  the  telescope  is  pointing  towards 
C,  then  reclamp  and  get  exact  coincidence  by  the  use  of  the  upper 
tangent  screw.  During  this  movement  the  lower  clamp  and  tangent 
screw  are  untouched,  and  hence  the  value  of  the  angle  BAG  is  recorded 
by  the  vernier,  which  is  read  by  means  of  one  of  the  microscopes. 

It  should  be  noted  that  any  movement  of  the  telescope  in  a  vertical 
plane  does  not  afiect  the  reading  on  the  horizontal  scale,  so  that  it  is 
merely  the  value  of  the  horizontal  projection  of  the  angle  BAG  which 
is  given  by  the  vernier  reading,  and  this  is  what  is  usually  required  for 
surveying  purposes. 

The  box  sextant,  on  the  other  hand,  cannot  be  held  exactly  level 
if  B  and  G  are  at  very  difierent  altitudes,  and  consequently  the  instru- 
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ment  measures  the  actual  value  of  the  angle  instead  of  its  horizontal 
projection. 

For  Repetition  and  Reiteration  see  p.  105  and  p.  106. 

To  measure  the  angle  of  elevation  or  depression  of  an  object  C, 
the  theodolite  is  set  up  and  levelled  as  before,  and  the  vernier  of  the 
vertical  arc  accurately  adjusted  to  zero,  by  means  of  the  vertical  circle 
clamp  and  tangent  screw.  The  bubble  is  brought  to  the  centre  of  its 
run  by  means  of  the  screws  H  and  H^  (Fig.  91),  thus  making  the  line  of 
coUimation  horizontal  while  the  vernier  reads  zero. 

In  the  case  of  a  Y  or  Everest  theodolite,  or  some  types  of  Transit, 
the  bubble  is  merely  brought  to  the  central  position  by  the  vertical 
arc  clamp  and  tangent  screws,  and  the  reading  of  the  vernier  noted 
when  this  is  completed ;  the  index  error  is  thus  obtained  if  the  zeros 
do  not  coincide. 

The  line  of  coUimation  having  been  fixed  horizontal,  the  clamp  is 
loosened  and  the  telescope  tilted  about  its  transverse  axis  until  it  is 
directed  to  C,  when  it  is  again  clamped  and  exact  coincidence  obtained 
by  means  of  the  tangent  screw  6  {not  the  screws  H  and  Hj).  The 
reading  of  the  vernier  ±  the  index  error,  if  any,  then  gives  the  angle 
of  elevation  or  depression  required. 

To  range  a  Line  of  considerable  Length  with  a  Theodolite. — Let  AB 
be  a  portion  of  the  line  which  it  is  required  to  produce  beyond  B. 
The  instrument  is  set  up,  accurately  centred  over  the  point  B,  and 
levelled. 

With  a  Transit  instrument,  the  telescope  is  then  directed  towards 
A ;  both  horizontal  clamps  are  tightened,  and  the  cross-hairs  made  to 
intersect  A  correctly  by  means  of  either  of  the  horizontal  tangent 
screws.  The  telescope  is  next  transitted,  i.e,  revolved  in  a  vertical 
plane,  and  a  new  position  G  located  at  the  intersection  of  the  cross- 
hairs on  the  opposite  side  of  AB  to  A.  The  position  of  G  is  first  marked 
approximately  by  means  of  a  wooden  peg,  after  which  the  exact 
prolongation  of  AB  is  fixed  by  sighting  to  a  nail,  a  pencil,  or  other 
object  held  against  a  white  paper  background,  and  this  point  is 
permanently  marked  on  the  head  of  the  peg,  probably  by  driving  in 
a  nail. 

To  ensure  the  accuracy  of  adjustment  (3)  (Fig.  100),  the  process  may 
be  repeated  after  reversing  the  positions  of  the  supports  by  turning 
the  instrument  through  180°  in  azimuth  and  thus  causing  the  telescope 
to  be  inverted  when  directed  towards  A.  If  the  two  points  on  the  peg 
C  are  not  coincident,  the  mean  position  is  adopted. 

To  proceed  with  the  line  the  theodolite  is  set  up  at  G,  the  point  B 
intersected,  and  the  telescope  again  transitted  to  fix  a  fourth  point  D, 
and  so  on. 

To  avoid  the  accumulation  of  errors  due  to  observation,  etc., 
the  distances  apart  of  the  stations  B,  G,  D  should  be  as  great  as 
is  convenient  without  sacrificing  distinctness  of  the  object  to  be 
bisected. 

With  a  Y  or  Everest  theodolite  the  telescope  may  be  lifted  from  its 
supports  and  replaced  end  for  end  instead  of  transitting ;  or  the  head 
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of  the  instrument  may  be  turned  through  180^  in  azimuth.  In 
this  case  the  vernier  of  the  horizontal  circle  must  be  noted  when 
the  telescope  is  directed  to  A,  and  ISO**  added  to  this  reading  to 

locate  C. 

For  the  other  methods  the  reading  of  the  horizontal  circle  is 

immaterial. 

Errors. — ^The  chief  errors  to  which  theodolite  observations  are 
liable  will  now  be  enumerated. 

1.  Inaccurate  centering :  i.e.  the  error  due  to  the  axis  of  the 
instrument  A'  not  being  exactly  above  the  station-point  A,  so  that 
instead    of   the   required    angle    BAC    being    measured,    BA'C    is 

observed. 

The  error  is  a  "  compensating  "  one,  because  for  a  maximum  dis- 
placement of  AA*',  say,  the  axis  may  faU  anywhere  within  the  dotted 
circle  (Fig.  106),  which  has  its  centre  at  A  and  a  radius  AA*'. 

For  points  within  the  sector  aAd  the  error  is  the  sum  of  the  angles 
subtended  at  B  and  C  by  AA',  and  is  negative. 

For  points  within  the  sector  bAc  the  error  is  the  sum  of  the  angles 
subtended  at  B  and  C  by  AA',  and  is  positive. 

^^jg  For  points  within  the  segments 

aAb  and  dAc  the  error  is  the 
difference  between  the  subtended 
angles  at  B  and  G,  and  may  be 
positive  or  negative  according  to 
whether  A'  falb  within  or  without 
the  arc  of  a  circle  which  passes 
through  BAC. 
„  _  For  any  position  of  A'  on  the  arc, 

Fig.  106. — Error  due  to  Defective       /  "BAG  =  Z.  BA'G 

^*  The  subtended  angles  are  inversely 

proportional  to  the  lengths  AB  and  AG  for  any  specific  displacement 
of  A^  so  that  it  is  particularly  important  to  centre  the  instrument 
accurately  when  the  rays  are  short,  otherwise  considerable  error  may 
result. 

For  example,  if  AA  =1*  at  right  angles  to  AC,  and  AC  =  60  ft., 
the  angle  subtended  at  C«sin-i  y^Vir  =  2'-52',  while  if  AC  =500  ft. 
the  subtended  ancle  is  sin" ^  xr^inr  =*  17*. 

It  is  obvious,  then,  that  for  accurate  work  it  is  not  sufficient  to  mark 
a  station-point  merely  with  a  If*  or  2"  wooden  peg — especially  when 
the  lengths  of  sicht  are  short.  A  nail  should  be  driven  into  the  head  of 
the  peg  to  mark  the  exact  point,  and  the  instrument  adjusted  until 
the  plumb  bob  is  suspended  as  nearly  as  possible  over  this.  If  the 
hook  from  which  the  plumb-bob  is  suspended  is  not  quite  on  the  axis — 
particularly  if  it  has  been  knocked  and  bent  from  its  normal  position 
— a  small  centering  error  may  be  introduced.  For  very  long  sights, 
e.g.  in  a  large  triangulation  survey,  ordinary  centering  errors  are 
generally  negligible. 

In  prolonging  a  line  AB  to  C  it  is  evident  that  the  perpendicular 
displacement  of  C  from  its  true  position  C,  due  to  a  perpendicular 
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displacement  of  the  instrument  B^B  from  B,  is  expressed  by  the  relation- 

CO    B'B 
ship  jj^  =  .^j,  any  displacement  parallel  to  AG  being  immaterial. 

2.  An  error  may  arise  due  to  the  inaccurate  bisection  of  the  object 
which  is  being  sighted.  For  instance,  if  the  point  B  is  marked  by  a 
ranging  rod,  the  observer  has  to  use  his  judgment  as  to  the  point 
where  the  cross-hairs  bisect  this.  Bright  sunlight  on  one  face  with 
dark  shadow  on  the  opposite  face  of  the  rod  may  lead  to  an  error  of 
this  class.  This  error  again  is  compensating,  and  its  magnitude  is 
inversely  proportional  to  the  length  of  the  rays.  For  accurate  work 
with  short  sights  a  plumb-bob  suspended  over  the  station-point  may 
be  sighted  (I^.  250). 

3.  When  a  station-point  is  permanently  marked  by  a  peg  and 
temporarily  for  sighting  purposes  by  a  ranging  rod  by  the  peg,  care 
must  be  taken  that  the  rod  is  placed  exactly  in  the  correct  line.  It 
should  also  be  exactly  vertical,  otherwise  con- 
siderable  error  may  arise,  particularly  if. 
owing  to  intervening  obstacles,  a  point  near 
the  top  of  the  rod  has  to  be  sighted.  As  a 
general  rule  the  lowest  point  visible  should  be 
viewed. 

When  a  plumb-line  is  used  for  sighting 
purposes  care  should  be  taken  that  it  is  not 
deflected  due  to  wind  and  other  causes.  This 
error  is  generally  "  compensating,"  and  its 
magnitude  is  inversely  proportional  to  the 
length  of  the  rays. 

4.  An  error  may  also  arise  due  to  "  paral- 
lax," i.e.  to  the  cross -hairs  not  coinciding 
exactly  with  the  image  in  the  telescope. 
Under  these  circumstances,  by  moving  the 

eye  to  different  parts  of  the  eye-piece  lens  the  hair-lines  can  be 
made  to  move  relatively  to  the  image  when  it  becomes  very  difficult 
to  bisect  the  station-point  correctly.  The  eye-piece  should  be  adjusted 
until  all  possibility  of  error  from  this  source  is  eliminated. 

This  error  is  ''  compensating,"  and  more  appreciable  for  distant 
objects. 

6.  If  the  central  axis  of  the  instrument  is  not  placed  in  a  truly 
perpendicular  position,  but  is  inclined  at  a  to  the  vertical,  then  the 
readings  on  the  different  verniers  will  indicate  angles  measured  in 
planes  inclined  at  a  to  the  horizontal  and  vertical  respectively.  These 
angles  will  always  be  in  excess  of  the  horizontal  and  vertical  projec- 
tions required  and  the  errors  will  therefore  be  "cumulative." 

Thus  in  Fig.  107  let  ADB  represent  the  scale  plate  displaced  from 
the  true  horizontal  plane  ACB  through  an  angle  a  about  an  axis  AB, 
the  "  vertical "  axis  being  similarly  displaced  through  an  angle  a 
from  the  vertical.  Then  if  the  telescope  is  turned  through  a  horizontal 
angle  A'OC  from  a  point  A'  in  the  continuation  of  BA  to  a  second 
point  C  on  the  same  horizontal  plane,  the  angle  recorded  on  the 
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scale  plate  is  the  angle  AOD  where  D  is  vertically  above  C  on  the 
line  OC 

The  locus  of  D  being  a  circle,  i.e.  the  edge  of  the  scale  plate,  the 
locus  of  C  is  an  ellipse. 

The  error  in  the  horizontal  angle  due  to  the  tilting  of  the  scale 
plate  is  the  difference  between  the  recorded  angle  AOD  (6)  and  the 
true  angle  AOC  {<f>). 

Let  DE  and  CE  be  the  perpendiculars  from  D  and  C  respectively 

on  to  AB. 

fiTL^  i.      n    ED      -t  ,      I     EC    ED  cos  a 

Then  tan<?=j.Qandtan^  =  j.^=-j,Q-. 

.'.  tand  =  tan^  .  seca   .  •    (1) 

sec^  6  .  dd  =  sec*  <^  .  (2^  .  sec  a, 
dO  _  sec^  <ff  sec  a 


' '  d<f>         sec^  S~^  ' 


(2) 


But  0  -<ff  will  increase  as  long  as  dO  is  greater  than  d<f>,  and  the 
maximum  value  will  occur  when  d0=d<f>y  i.e.  when 

sec^  <^  .  sec  a  =  sec*  0, 

or  (l+tan*<^)  seca  =  l+tan*fl, 

or  substituting  for  tan*  <f>  from  (1), 

when  tan*  fl(l  -  cos  a)  =  sec  a  -  1, 

or  tan*fl  =  8eca,         .        .        .        .     (3) 

and  from  (1)  tan*<^  =  cosa (4) 

0-<f>  will  be  a  maximum  then  when  <^  +  fl  =  90*'  or  when  <ff  is 
approximately  45^  on  either  side  of  the  line  AB  ;  and  0  -<f>  will  be  a 
minimum  when  <^  =  fl  =  0,  90°,  180^  270°,  or  360°. 

Thus  for  the  maximum  error  in  a  horizontal  angle  measured  in 
any  quadrant  from  AB,  and  when  a  =  1° 

tan*  0  =  sec  1°  and  «  =  45°-00'-08', 

while  tan*  <f>  =  cos  1°  and  ^  =  44°-59'-52^ 

so  that  the  error  in  this  case  is  16''  nearly. 

An  approidmate  empirical  formula  ^  which  gives  the  value  of  the 
maximum  error  in  horizontal  angles  measured  £rom  AB, 

229' 

where  d0  is  the  maximum  error  in  seconds  and  a  is  the  error  in  the 
levelling  of  the  instrument  in  minutes. 

Obviously,  then,  the  maximum  error  that  can  occur  in  any  horizontal 
angle  will  be  when  the  maxima  of  two  adjacent  quadrants  are  included 
in  the  one  measurement,  i.e.  when  the  measured  angle  is  approximately 

^  Proe.  Inst.  CE.  yoL  zcii.  p.  214. 
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90°  and  symmetrically  placed  relatively  to  "AB,  tliB  Bfror  teiiig  then 
double  that  given  by  the  above  rules. 

Thus  if  the  scale  plate  be  displaced  1°  from  the  horizontal,  any 
horizontal  angle  that  is  measured  between  two  pointa  on  the  same  level 
will  be  liable  to  an  error,  the  magnitude  of  which  will  lie  between  0 
and  32' — or  generally  between  0  and  .^  ,  where  a  is  the  inclination  of 

the  scale  plate. 

If  the  two  pointa  between  which  the  observatione  are  made  do  not 
lie  in  a  horizontal  plane,  the  error  introduced  may  be  much  more  than 
that  given  above  owing  to  the  fact  that  the  telescope  will  not  swing  in 
a  vertical  plane  (see  6  oelow). 

Thus  if  C  is  at  30°  elevation,  while  A'  is  at  zero  elevation,  the 
maximum  error  when  the  vertical  axis  is  tilted  1°  may  be  aa  much  as 
30' ;  in  fact  there  is,  under  such  conditions,  an  error  of  about  1'  in 
azimuth  for  each  degree  in  the  angle  of  elevation  or  depres«on  of  C. 

This  source  of  error  is  important,  and  particular  care  must  be 
exercised  in  levelling  the  instrument  when 
horizontal  angles  between  points  at  greatly 
different  levels  are  to  be  measured,  the  long 
sensitive  telescope  bubble  being  then  used 
with  advantage. 

6.  If  the  transverse  axis  of  the  telescope 
is  not  exactly  at  right  angles  to  the  vertical 

axis  (see  adjustment  (1))  the  line  of  coUima-  "J"  HwizonlaJ 

tion  will  not  swing  in  a  vertical  plane,  and  irmse 

consequently   angles   of   elevation   and  de-  ^ 

pression  will  not  be  measured  in  a  vertical  /^ 

plane,  but  in  an  inclined  plane.  -'"^ 

Thus  in  Fig.  108  if  BOB',  i.e.  )5,  is  the 
true  angle  of  elevation  of  B,  and  a.  is  the 
error  in  the  perpendicularity  of  the  horizontal 
axis  to  the  vertical  axis,  then  the  recorded  ^vi-  ^^■ 

angle  of  elevation  is  B0B"=/3j  where  BB' 

is  the  line  traced  out  by  the  cross-wires  upon  a  vertical  plane, 
i.e.  B'  will  fall  to  the  right  of  the  vertical  BB'  through  B  when  the 
higher  support  is  to  the  right,  and  vice  versa  the  line  of  collimation 
will  swing  down  to  B'"  on  the  left  if  the  higher  support  is  on  the  left. 

Thus 

.    f,      BB'       BB"     BB'seca      ■     « 
^^^=0B°^  0B-=    -OB    -^'-^^^^^^ 

If  a  =  1'  and  )3  =  45°  the  error  is  negligible,  while  if  a  is  as  much 
as  1"  and  j8  =  45°  the  error  is  about  32". 

A  more  considerable  error  is  introduced  into  a  horizontal  angle 
when  the  two  points  B  and  C  between  which  the  angle  is  subtended 
are  at  widely  dillerent  levels.  Thus  imagine  the  point  B  has  an  angle 
of  elevation  of  j8,  while  C  lies  in  the  horizontal  plane  through  the 
instrument  0. 
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The  true  hoHzontfil  ^dgleistlienB'OG,  where  B'  is  vertically  below 
B,  the  lecoided  angle  is  B'OC,  and  the  error  introduced  is  the  angle 
B'0B'(.5'). 

Then  tany.BjB:.B^ton..j^^^^ 

So  that  if  0  =  1'  and  ^-45°,  the  error  y  is  equal  to  1',  which  is  very 
appreciable. 

If  C  has  an  angle  of  elevation  S,  the  error  in  the  horizontal  angle 
BOC  istan'^  (tan  /3  tan  a)  -tan~^  (tan  S  tan  a),  which  becomes  nil 
when/3  =  S.  If  C  has  an  angle  of  depression  S,  the  sign  of  this 
ezpiession  becomes  + . 

If  the  angle  is  measured  twice,  and  the  positions  of  the  A's  reversed 
for  the  second  case,  while  the  same  face  of  the  telescope — i.e.  either 
face  light  or  face  left — is  used  for  both,  then  the  average  of  the  two 
values  will  be  correct  and  eliminate  this  error. 

7.  If  the  line  of  collimation  is  not 
perpendicular  to  the  horizontal  axis  as 
described  in  adjustment  (3),  it  will  approxi- 
mately trace  out  the  surface"  of  a  cone 
which  has  its  vertex  in  the  telescope  tube. 
The  trace  of  the  intersection  of  tliis  cone 
with  a  vertical  plane  will  be  hyperbolic, 
and  hence  when  the  an^e  between  two 
points  B  and  G  is  being  measured,  if  B  is 
at  a  very  different  level  to  C,  the  observed 
value  wUl  not  be  correct. 

Thus  to  take  a  simple  case,  suppose  C  is 

at  the  same  level  aa  the  instrument  axis, 

while  B  has  a  considerable  altitude  (Pig. 

109). 

^*'-  ^'^-  Then  the  angle  required  is  that  between 

B' — a  point  vertically  below  B  on  the  same 

level  as  C — and  C.     But  if  the  crose-hairB,  which  are  assumed  to  be  a 

little  on  the  left  (say)  of  the  axis,  are  focusBcd  on  to  E   and  the 

telescope  then  swim^  down,  the  hyperbola  traced  out  will  cut  B'C  in 

a  point  B"  to  the  right  of  B',  and  the  measured  angle  will  be  that 

between  B"  and  C,  and  therefore  too  small. 

If,  however,  the  telescope  is  inverted  so  as  to  bring  the  cross-hairs 
on  the  right  of  the  axis,  i.e.  if  the  face  of  the  instrument  is  changed, 
then  too  large  a  value  from  B'"  to  C  is  obtained,  and  the  average 
between  the  two  observed  angles  will  give  the  correct  angle. 

The  magnitude  of  the  induced  error  may  be  studied  from  Fig,  109. 
Let  0&  be  the  direction  of  the  telescope  axis  when  the  line  of  coUima- 
tion  OB  is  directed  to  B,  so  that  the  angle  60B  is  the  error  a  in 
coUimation. 

Then  if  6'  and  B'  be  the  projections  of  6  and  B,  and  BB'"  the  path 
traced  by  the  cross-hairs  upon  a  vertical  plane  through  h  and  B,  when 
the  telescope  is  rotated  into  the  horizontal  plane  the  error  (a)  in 
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collimation  is  the  an^le  &'0B''^  for  the  axial  line  of  the  telescope  will 
pass  through  V  vertically  below  6,  while  the  line  of  collimation  will 
pass  through  B'",  and  the  angle  between  the  axial  line  and  the  line  of 
collimation  is  constant  and  equal  to  a,  except  for  any  differences 
caused  by  focussing. 

The  true  horizontal  angle  between  B  and  C  is  therefore  B'OC 
where  B'  is  vertically  below  B  and  C  is  in  the  horizontal  plane  through 
the  instrument,  while  the  recorded  angle  is  B'"OC,  and  the  error  is 
B'OB'",  I.e. 

B'06'  -  B'"06'  or  (y  -  a), 

.  .  WV     B6  B6         tana 

where  tan  y  =  ^  =  g5,  =  ^^-^^  =  -^^. 

Thus  if  a  =  1°  and  j3=45°,  y=l°-24'-9',  and  the  error  introduced 
into  the  horizontal  angle  BOC  is  24'-9*. 

If  a  =  5'  and  j3  =  10°,  y  =  6'-5^  and  the  error  is  5*. 

Similarly  if  G  has  an  elevation  of  8°,  the  total  error  in  the  angle  is 

Vcosp/  \COS  0/ 

This  is  evidently  nil  when  8  =  j3,  i.e.  when  B  and  C  are  in  the  same 
horizontal  plane,  and  when  8  =  -  j3,  Le.  when  the  angle  of  depression 
of  C  is  equal  to  the  angle  of  elevation  of  B. 

For  very  accurate  work  the  errors  due  to  both  sources  6  and  7  are 
eliminated  by  measuring  the  angle  four  times  and  taking  the  average  as 
the  true  value,  e.g,  if  P  and  Q  are  the  two  supports,  the  four  cases  are : 

(1)  Support  P  to  the  right — ^telescope  face  right. 

(2)  Support  P  to  the  right — ^telescope  face  Irft. 

(3)  Support  Q  to  the  right — ^telescope  face  right. 

(4)  Support  Q  to  the  right — ^telescope  face  left. 

The  average  between  (1)  and  (3),  or  between  (2)  and  (4),  and 
therefore  between  (1),  (2),  (3),  and  (4),  eliminates  error  due  to  want 
of  adjustment  in  the  horizontal  axis. 

The  average  between  (1)  and  (2),  or  between  (3)  and  (4),  and  there- 
fore between  (1),  (2),  (3),  and  (4),  eliminates  error  due  to  the  line  of 
collimation  not  being  in  adjustment  laterally ;  i.e,  both  errors  are 
eliminated  by  the  adoption  of  this  average. 

The  effect  and  elimination  of  this  error  in  the  ranging  out  of  a  line 
is  seen  in  the  description  of  adjustment  (3),  p.  90. 

8.  If  the  line  of  collimation  does  not  lie  on  the  horizontal  axis  of  the 
telescope,  the  slope  of  this  line  alters  as  a  near  or  more  distant  object 
is  being  viewed,  and  thus  it  cannot  be  horizontal  or  parallel  to  the 
axis  of  the  bubble,  when  the  vernier  of  the  vertical  arc  is  at  zero, 
except  for  one  position  of  the  draw-tube.  Consequently  error  is 
introduced  into  angles  of  elevation  and  depression  at  all  other 
ranges — ^angles  measured  in  azimuth  on  the  horizontal  scale  are 
unaffected. 

The  error  will  be  of  equal  magnitude  but  of  the  opposite  sign  when 


104  SUKVEYING 

the  telescope  is  inverted,  and  will  consequently  be  eliminated  by  taking 
as  correct  the  average  of  two  readings  for  the  second  of  which  the 
telescope  has  been  inverted. 

9.  An  error  may  be  introduced  into  horizontal  angles  as  a  result 
of  imperfect  or  eccentric  centering  of  the  vernier  plate.  Thus  in  Fig, 
110  let  0  be  the  true  centre  of  the  scale  plate,  while  O^  is  the  centre 
about  which  the  vernier  plate  and  the  top  of  the  instrument  rotate, 
i.e,  Oj  is  the  centre  of  the  central  axis,  and  0  that  of  the  hollow  outer 
axis. 

The  effect  of  the  error  can  perhaps  be  most  clearly  seen  by  con- 
sidering the  movement  of  the  telescope  and  vernier  bom  a  position 
aOiOb  when  the  two  centres  are  in  line.  Let  the  telescope  be  turned 
through  an  angle  a  to  a  position  cOid,  i.e,  Z.  aO^c  =  Z.  dOib  =  a.  Through 
0  draw  a  line  eOf  paraUel  to  cOid— so  that  Z.  aOjC  =  Z./06  =  a.  Then  as 
0  is  the  true  centre  of  the  primary  scale  circle  acebfd,  the  arcs  ae  and 

bf  are  each  equal  to  a  proportion  -5_  of  the  whole  circumference — i.e. 

to  a  divisions  of  the  scale. 

But  the  reading  of  the  vernier  at  c  is  the  arc  ac, 
and  this  is  the  value  of  the  angle  aOc,  which  is  less 
than  the  angle  aOe  by  the  angle  cOe. 

Similarly  if  there  is  a  vernier  exactly  on  the 
opposite  side  of  the  plate,  the  reading  of  this  will 
be  denoted  by  the  arc  bd  instead  of  by  bf,  and 
will  thus  be  too  large  by  the  angle  dOf.  But  as 
ce  and  fd  are  equal,  the  angles  dOf  and  cOe  are 
equal  (  =  8  say). 

Fig.  110.  Thus  ac  denotes  an  angle  a  -  8  and  bd  de- 

notes an  angle  a  +  8,  so  that  the  average  of  these 
gives  the  true  value  a. 

The  error  from  this  source  may — especially  on  an  instrument  that 
has  had  much  wear  and  tear — be  several  minutes  in  magnitude  when 
one  vernier  only  is  read,  a  maximum  error  of  1  minute  being  caused  by 
an  eccentricity  of  000087  inch  in  a  6-inch  diameter  scale  plate.  For 
a  good  instrument  the  error  should  be  much  less — i.e.  not  more  than 
lO''  to  20"  for  a  6-inch  theodoUte. 

10.  The  graduation  marks  on  the  scales  of  an  instrument  may  not 
be  exactly  equidistant,  so  that  to  diminish  errors  due  to  this  cause 
an  angle  is  sometimes  measured  several  times  over  different  parts  of 
the  scale,  and  all  verniers  read,  when  the  average  is  probably  more 
correct  than  a  single  reading.  The  magnitude  of  the  errors  due  to 
imperfect  graduations  may  be  10"  or  more,  though  first-class  makers 
can  guarantee  much  greater  accuracy  than  this.  E.g.  in  a  micrometer 
theodolite  reading  directly  to  5"  an  error  of  two  to  three  seconds  only 
might  be  expected. 

11.  Errors  may  arise  due  to  "  slip "  occurring  when  accurate 
coincidence  is  being  obtained  by  the  fine  motion  tangent  screws. 
Reiterations  (p.  106)  are  sometimes  taken  both  clockwise  and  counter- 
clockwise to  eliminate  this  as  much  as  possible. 
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12.  In  addition  to  the  above-mentioned  errors,  mistakes  may  arise 
due 

(a)  To  the  confusion  and  observation  of  wrong  station-points. 

(b)  To  the  incorrect  reading  of  the  scales,  e,g.  SS^'-SO'  for  91°-30', 

and  vice  versa. 

(c)  To  the  omission  of  a  half  degree  when  the  primary  scale 

is  so  divided,  e.g.  IQV-W  instead  of  181°-45'. 
{d)  To  the  reading  of  the  wrong  vernier,  producing  an  error 
of  180°  or  120°  approximately. 

(e)  To  the  wrong  application  of  an  index  error  —  positive 

instead  of  negative,  or  vice  versa. 

(f)  To  the  manipulation  of  the  wrong  tangent  screw. 

Etc.  etc. 

For  extreme  accuracy  in  the  measurement  of  horizontal  angles 
there  are  two  general  methods  of  procedure  which  may  be  adopted, 
viz.  Repetition  and  Reiteration. 

Bepetition. — ^To  measure  an  angle  BAG  by  this  method — first 
su^ested  by  Borda — the  instrument  is  set  up  exactly  over  the  station- 
pomt  A  and  accurately  levelled. 

The  vernier  is  clamped  to  the  zero  on  the  scale,  the  microscope  and 
the  upper  fine  adjustment  screw  being  used  to  facilitate  this.  The 
lower  clamp  is  loosened  and  the  telescope  directed  to  the  left-hand 
object  B  ;  the  clamp  is  re-tightened,  and  the  station  signal  bisected 
by  means  of  the  lower  tangent  screw.  The  leading  vernier  should  now 
be  exammed  again  to  see  that  no  slip  has  taken  place,  and  the  readings 
on  other  verniers  noted.  The  vernier  plate  having  been  undamped, 
the  telescope  is  turned  towards  C  ;  it  is  then  reclamped  and  C  bisected 
by  means  of  the  upper  tangent  screw.  The  leading  vernier,  though 
not  necessarily  read  at  this  point,  should  now  indicate  the  value  of 
the  angle  BAC=a,  say. 

So  far  the  process  described  is  the  ordinary  procedure  for  the 
measurement  of  an  angle,  but  to  obtain  greater  precision  the  lower 
plate  is  now  undamped  and  the  telescope  turned  about  the  outer  axis, 
then  reclamped,  and  exact  coinddence  again  obtained  with  B  by  means 
of  the  lower  tangent  screw — ^the  vernier  still  reading  a. 

The  upper  clamp  is  now  loosened  and  the  telescope  redirected  to 
C,  and  this  station  bisected  as  before  by  using  the  upper  clamp  and 
tangent  screw.    The  vernier  should  now  read  2a. 

This  procedure  may  be  repeated  any  number  of  times,  and  the  final 
reading  after  n  repetitions  should  be  na ;  so  that  if  the  actual  final 
reading  is  observed  and  360°  added  for  every  complete  revolution  to 
give  the  value  of  nay  this  divided  by  the  number  of  repetitions  n  gives 
the  value  of  the  angle  BAG  =  a. 

The  average  of  all  the  values  given  by  the  different  verniers  should 
be  adopted. 

By  this  means  angles  can  be  read  to  a  finer  degree  of  subdivision 
than  those  indicated  by  the  smallest  graduations  on  the  vernier. 

Any  error  due  to  the  scales  being  imperfectly  graduated  tend  to  be 
eliminated,  as  the  angle  is  measured  on  several  parts  of  the  scale  and 
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the  result  averaged ;  also  errors  due  to  inaccurate  bisection  of  the 
object,  eccentric  centering,  etc.,  may  be  to  some  extent  counterbalanced 
in  the  different  observations,  and  any  personal  error  in  the  reading 
of  the  verniers  is  reduced  in  the  ratio  of  n :  1. 

Other  errors  due  to  sUp,  displacement  of  the  station  signals  B  and  C, 
want  of  verticality  of  the  axis,  etc.,  being  cumulative  are  not  eliminated, 
so  that  the  labour  involved  in  carrying  out  a  large  number  of  repetitions 
is  not  justified  by  the  increase  of  precision  obtainable,  and  usually 
two  or  three  repetitions  are  quite  sufficient. 

Beiteration  is  a  much  less  tedious  method  when  a  large  number  of 
angles  are  ta  be  measured  at  a  station,  and  is  carried  out  as  follows. 
Let  A  be  the  instrument  station,  above  which  the  theodolite  is  accur- 
ately set  up,  and  let  it  be  required  to  determine  the  several  angles 
BAG,  CAD,  DAE,  etc.,  subtended  at  this  point  (Pig.  111).  The  leacbng 
vernier  is  adjusted  and  clamped  at  zero  by  using  the  upper  plate 
clamp  and  tangent  screw,  and  the  telescope  is  then  directed  to  some 
well-defined  pomt,  with  which  exact  coincidence  is  obtained  by  means 
of  the  lower  clamp  and  tangent  screw.    This  point,  say  B,  is  Imown  as 

the  "Referring  Object,"  and  may  or  may 
not  be  one  of  the  station-points  BCD,  etc. 
After  bisection  by  the  cross-hairs  the  vernier 
readings  are  all  noted,  and  the  telescope 
turned  about  the  inner  axis  towards  C,  and 
again  clamped  and  adjusted  to  C  by  the 
upper  tangent  screw. 

The  readings  of  the  verniers  which  are  now 
noted  give  the  value  of  the  angle  BAC. 
Fio.  111.  The  upper  plate  is  then  undamped,  the 

Repetition  and  Reiteration,    cross-hairs  turned  and  adjusted  to  D,  and  the 

verniers  again  read — ^giving  the  angle  BAD. 
Similarly  the  remaining  points  E  .  .  .  are  bisected  and  finally  the 
telescope  is  turned  to  the  initial  point  B,  when  the  leading  vernier 
should  read  360°,  as  the  lower  clamp  and  tangent  screw  have  not  been 
touched  during  the  revolution. 

There  may,  however,  be  an  error  due  to  slip,  etc. ;  if  small,  this  may 
be  equally  divided  among  the  several  angles,  but  if  a  large  amount,  the 
readings  should  be  disregarded  and  a  new  set  taken  in  lieu  of  them. 

If  these  are  satisfactory,  the  leading  vernier  is  next  clamped  at  some 
point  other  than  zero,  e,g,  about  60"*  or  90°,  but  not  necessarily  at  an 
even  degree,  and  the  angles  again  observed  in  a  similar  manner. 

To  compensate  for  sUp,  the  second  set  may  be  taken  in  a  counter- 
clockwise direction  ;  and  the  telescope  may  be  used  face  right  instead 
of  face  left  (or  vice  versa),  or  be  inverted  in  the  case  of  a  Y  or  Everest 
instrument  in  order  to  eliminate  inaccuracies  due  to  errors  6  and  7 
mentioned  above. 

The  cross-wires  too  may  be  brought  into  exact  coincidence  with 
the  object,  from  a  different  direction  in  each  reiteration — in  order  to 
eliminate  the  effects  of  back  lash  ;  i.e.  before  applying  the  fine  adjust- 
ment, the  instrument  may  be  clamped  so  that  the  intersection  of  the 
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cross-hairs  falls  a  little  short  of  the  exact  position  for  each  reading  in 
one  reiteration,  and  a  little  beyond  the  object  for  each  reading  in  the 
second  reiteration. 

Finally,  by  subtraction,  the  values  of  the  different  angles  are 
deduced,  and  an  average  of  the  various  vernier  results  for  the  several 
reiterations  may  be  taken  as  the  correct  result.  Usually  two  reitera- 
tions will  be  sufficient,  but  more  may  be  observed  if  necessary. 

The  same  remarks  concerning  the  errors  which  are  eliminated,  in 
addition  to  those  specially  mentioned,  apply  as  in  the  method  of 
Repetition. 

Accuracy  of  Angular  Measurements. — ^An  ordinary  4-inch  vernier 
theodolite  is  graduated  to  read  to  1'  or  occasionally  to  30'. 

An  ordinary  5-inch  vernier  theodolite  is  graduat-ed  to  read  to  V 
or  occasionally  to  30", 

An  ordinary  6-inch  vernier  theodolite  is  graduated  to  read  to  20' 
or  occasionally  to  10*. 

An  ordinary  7-inch  or  8-inch  vernier  theodolite  is  graduated  to 
read  to  10". 

A  dial  or  circumferenter  6  inches  diameter  is  graduated  to  read 
to  3'. 

A  prismatic  compass  2|  inches  diameter  is  graduated  to  read 
to  30'. 

A  box  sextant  2f  inches  diameter  is  graduated  to  read  to  T. 

A  nautical  sextant  7  inches  or  8  inches  diameter  is  graduated 
to  read  to  W. 

With  micrometer  microscopes  6-inch  and  larger  theodolites  may 
read  to  10'  on  the  micrometer  drum,  and  by  estimation  to  1'.  Better 
class  instruments  may  be  stiU  more  finely  divided  (see  below). 

Considering  a  6-inch  vernier  theodolite,  say,  graduated  to  20',  the 

maximum  error  due  to  reading  only  would  be  about  10',  as  anjrthing 

over  the  10'  would  be  recorded  as  20',  and  anything  below  10'  as  0'. 

Also  as  there  is  an  equal  likelihood  of  the  value  being  anjrthing  between 

0'  and  10'  or  between  10'  and  20',  the  probable  error  will  be  ±  5'  for 

a  single  vernier ;   or  if  an  allowance  of  2  or  3  seconds  is  made  for 

imperfect  graduations,  ±  8'  say. 

8" 
For  two  verniers  the  p.e.  should  therefore  be  about  ±  —p  ;  and  if 

f.r.  and  f.l.  observations  were  taken  the  p.e.  of  the  mean  of  the  four 
readings  due  to  this  source  would  be  ±  4'. 

Errors  due  to  centering  vary  altogether  with  the  length  of  the 
lines,  as  explained  on  p.  98.  In  triangulation  they  are  generally 
negligible,  but  in  traverses  where  the  length  of  sight  is  small  they  may 
be  very  serious.  Errors  in  bisection  of  the  object  also  vary  a  great 
deal  with  the  nature  of  the  object  sighted  and  the  length  of  the  ray 
(see  p.  99). 

Errors  due  to  lack  of  adjustment  of  the  instrument  are  obviously 
very  variable,  and  may  amount  to  several  minutes,  as  explained 
above. 

For  a  single  observation  with  a  6-inch  theodolite,  if  the  two  verniers 
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are  read,  and  the  p.e.  due  to  reading  is   ±  —r-  and  due  to  inaccurate 

bisection  ±  6*  say,  then  if  the  instrument  is  in  perfect  adjustment, 
accurately  levelled,  and  the  sights  are  long,  the  p.e.  would  be  about 

During  the  measurement  of  an  angle,  however,  two  points  have  to 
be  sighted—  one  at  each  extremity  of  the  angle — so  that  the  p.e.  in 

the  value  of  the  angle  would  be  ±8/^/2  =  ±  Hi',  say. 

Owing  to  imperfect  adjustment  this  error  might  be  considerably 
increased,  but  with  a  single  f .r.  and  f.l.  set  of  readings  the  errors  due 
to  lack  of  adjustment  would  be  largely  eliminated  so  that  the  p.e.  of 
the  result  should  not  greatly  exceed 

This  is  not  the  maacimum  error  to  be  expected  :  the  chances  are  even 
that  it  will  be  either  greater  or  less.  _ 

If  there  are  n  reiterations  the  p.e.  would  be  about  ±  ^"-r-  Jn, 

If  there  are  n  repetitions  on  one  face,  the  p.e.  due  to  inaccurate 

reading  would  be   ±  —j-    seconds,  and  that  due  to  inaccurate  bi- 

V2n 

ft      /o^ 

section  ±  — ^!^^ —  seconds,  so  that  the  total  p.e.  in  the  value  of  the  angle 


would  be  ±  f^/xn)  "^  \ /    seconds. 


Thus  if  n  =  3,  the  p.e.  would  be  ±  s/(71  +  24)  =  ±  v/31  =  ±  5-6'. 
If  there  are  three  repetitions  on  each  face,  the  p.e.  of  the  final 

result  would  be  ±  5-6  -r  ^^2  =  ±  V  about. 

In  the  case  of  a  traverse  where  the  lines  are  short  and  the  centering 
error  not  negligible,  the  p.e.  of  a  single  angle  upon  one  face  might  easily 
be  ±  IS''  to  ±  20",  especially  as  the  adjustments  cannot  readily  be 
made  perfect. 

A  similar  rough  estimate  of  the  accuracy  to  be  expected  may  be 
made  in  the  case  of  other  instruments  differently  graduated. 

A  Surveyor  may  find  his  own  probable  error  with  a  particular 

instrument,  by  experiment,  from  observations  upon  the  triangular 

and  polygonal  errors  he  gets  in  closed  traverses  or  in  triangulation. 

Thus  if  his  average  triangular  error  is  ^  30"  under  certain  conditions, 

30" 
his  average  angular  error  is  ±     T  ^  ^  17"  nearly. 

On  the  Geodetic  Survey  of  the  Transvaal  and  Orange  River  Colony 
the  angles  were  measured  with  a  Repsold  theodolite,  the  primary 
scale  of  which  was  graduated  to  4',  and  on  the  two  micrometer  heads 
each  division  represented  2". 
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The  p.e.  of  a  single  angle  when  measured  on  8  arcs  was  found  to 
be  ±  0*30'^,  and  the  p.e.  of  a  single  angle  when  measured  on  4  arcs  was 
found  to  be  ±0-39\ 

The  triangular  errors  very  seldom  exceeded  ±  1-5*,  and  were 
generally  below  0-5*. 

In  the  measurement  of  the  Geodetic  Arc  of  the  30th  Meridian 
north  of  Lake  Tanganyika,^  a  system  of  triangulation  was  built  upon  an 
accurately  measured  base  (p.  423).  The  angles  were  measured  with 
a  10-inch  Repsold  instrument,  heliostats  being  employed  by  day  and 
acetylene  lamps  by  night.  Each  angle  was  measured  upon  eight 
settings  of  the  horizontal  arc,  and  two  measures,  f .r.  and  f.L,  taken  for 
each  setting.    The  longest  ray  was  47  miles. 

The  average  triangular  error  was  i0''-812  and  the  p.e.  of  an 
observed  angle  ± O^^OO. 

The  p.e.  of  a  single  angle  on  the  Ordnance  Survey'  was  about 
±  l'-20,  while  the  mean  value  of  the  p.e.  obtained  on  the  Continent 
was  given  in  1895  by  General  Ferrero  as  ±  0*-8. 

For  modem  work  under  favourable  conditions  the  p.e.  may  be 
as  low  as  ±  0''-25. 

EXAMPLES 

1.  (U.  of  L.)  In  a  Transit  theodolite  the  intersection  of  the  webs  is  displaced 
0*05  inch  in  a  horizontal  direction  from  the  line  drawn  through  the  optical  centre 
of  the  object-glass  parallel  to  the  axis  of  the  draw-tube.  Find  the  angle  through 
which  the  line  of  collimation  is  turned  when  the  focal  length  is  altered  from 
10  inches  to  11  inches. 

In  measuring  the  horizontal  angle  between  two  points  at  very  different 
distances,  is  the  error  from  such  a  source  eliminated  by  reversing  face  7  Give 
reasons.    How  does  it  affect  vertical  angles  ? 

2.  If  the  line  of  collimation  of  a  transit  theodolite  is  adjusted  laterally  by 
sighting  to  points  60  ft.  away  from  the  instrument,  what  will  be  the  error  in 
the  line  of  collimation  when  sighting  to  points  200  ft.  away,  if  the  optical  axis 
of  the  telescope  is  inclined  at  {90-B)°  to  the  horizontal  transverse  axis  7  The 
principal  focal  length  of  the  telescope  may  be  taken  as  12  in. 

If  ^=10',  what  will  be  the  approximate  distance  of  p^  from  Pi'  (Fig,  100)  7 

^  British  AMociaiion  Report,  1010. 
'  Engineering,  January  2,  1914,  and  January  23,  1914. 
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The  Plotting  of  Angles. — Before  dealing  with  the  subject  of  theodolite 
surveying,  it  may  be  convenient  here  to  summarise  the  various 
methods  by  which  the  values  of  angles  obtained  in  the  field  may  be 
plotted  on  the  plan. 

The  most  important  of  these  methods  are : 

(1)  By  means  of  an  ordinary  protractor. 

(2)  By  means  of  a  vernier  protractor  (Fig.  112),  which  is  circular  in 
shape,  usually  about  6  inches  in  diameter,  and  fitted  with  a  rotating 
T  &ame.  On  one  arm  of  the  T  is  fixed  a  clamp  and  tangent  screw 
arrangement  for  fine  adjustment,  while  to  the  other  two  arms 
verniers  are  attached.  The  outer  portions  of  these  two  arms  are  hinged 
as  shown  in  Fig.  112,  and  fold  over  the  centre  of  the  instrument  when 

not  in  use,  otherwise  they  open  out 
flat  with  the  points  kept  slightly 
above  the  paper  by  means  of  light 
springs.  In  the  centre  is  a  smaU 
glass  circle  engraved  with  two  cross 
lines. 

To  plot  an  angle  a  at  the  point 
0  in  a  line  AB,  one  of  the  verniers 
is  adjusted  to  zero  by  means  of  the 
clamp  and  tangent  screw,  and  the 
instrument  laid  upon  the  paper  in  such  a  position  that  the  intersection 
of  the  cross-hairs  lies  exactly  above  the  point  C. 

If  the  small  pricker  on  the  underside  of  one  of  the  arms  at  its 
e2i)remity  is  placed  on  the  line  AB,  the  pricker  under  the  opposite 
arm  should  alio  fall  on  the  same  straight  line  through  C,  unless  there 
is  an  error  in  the  instrument. 

The  clamp  can  then  be  loosened  and  the  T  piece  turned  until  the 
vernier  reads  a,  exact  coincidence  being  obtained  with  the  tangent 
screw  after  reclamping.  The  arms  are  then  pressed  lightly  on  the 
paper  and  the  line  joining  the  two  small  punctured  holes  should  pass 
through  C  and  make  the  required  angle  a  with  AB.  A  good  instru- 
ment of  this  class  may  read  to  single  minutes. 

(3)  By  means  of  a  table  of  tangents.  Thus  if  the  tangent  of  a  =  <, 
a  length  CN  of  n  units  is  measured  along  AB  from  the  point  C  (Fig.  113), 

no 


Fio.  112. — Vernier  Protractor. 
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and  at  the  point  N  a  perpendicular  is  erected,  along  which  a  length 
NT  =nxtiB  set  out. 

The  point  T  is  then  joined  to  C,  and  CT  makes  an  angle  a  with  AB 


at  C,  because 


NT    nxt 


*=  <  =  tan  a. 


Fig.  113. 


CN       n 

Usually  for  convenience  n  would  be  some  multiple  of  10. 

Thus  in  Kg.  113  if  a=22M2',  tan  a  =4183,  so  that  if  CN  =  10 
inches,  NT  =4-183  inches. 

The  method  is  really  one  of  rectangular  co-ordinates,  and  very 
accurate  results  can  be  obtained 

if  CN  and  NT  are  made  of  con-  ^ 

siderable  length. 

(4)  By  a  table  of  chords 
which  gives  the  value  of  the 
chord  subtended  at  the  cir- 
cumference by  various  angles 
situated  at  the  centre  of  a 
circle  of  unit  radius. 

Thus  to  construct  an  angle  of  a  at  the  point  C  in  a  line  AB,  if  the 
chord  of  a  =c,  an  arc  of  any  convenient  radius  CN  =n  (preferably  a 
multiple  of  10)  is  described  with  C  as  centre  to  cut  the  Ime  AB  in  N, 
and  with  N  as  centre  and  a  radius  of  n  x  c,  a  second  arc  is  described  to 
cut  the  previous  one  in  E.  Then  the  line  joining  E  to  C  makes  the 
required  angle  a  with  AB  at  the  point  C. 

For  example,  if  a  in  Pig.  114  =22M2',  the  chord  of  this  angle  from 
published  tables  is  found  to  be  -3936,  so  that  if  CN  =  10  inches  the 
radius  NE  will  be  3-936  inches.  Or  if  CN  =20  inches  the  lengtit  NE 
is  7-872  inches. 

It  is  immaterial  what  unit  of  length  is  employed  in  setting  out 
CN  and  NE,  provided  the  same  scale  is  used  for  each.    E.g.  CN  might 


AT    B 


N  B 


represent  100  ft.  to  a  scale  of  x  ft.  to  J  inch,  when  NE  would  represent 
39-36  ft.  to  the  same  scale. 

(5)  By  the  aid  of  a  table  of  sines.  Sines  are  not  so  convenient  for 
direct  use  as  are  tangents  or  chords,  though  they  can  be  used  as 
follows  (Fig.  115).    Let  the  sine  of  a  =«. 

A  length  CN  is  measured  along  the  line  CB,  equal  to  n  where  »  is 
preferably  a  multiple  of  10.    With  the  middle  point  of  CN  as  centre, 

a  semicircle  of  radius  -  is  described  to  pass  through  C  and  N ;  and 
with  N  as  centre  an  arc  of  radius  ns  is  described  to  cut  the  semicircle  in  S. 
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Then  SG  makes  the  required  angle  a  with  AB  at  C,  because  the 
angle  CSN,  being  in  a  semicircle,  is  a  right  angle,  and 

NS    ns 

=  — =«  =  8m  a. 

NC     n 

A  table  of  cosines  may  be  used  in  a  similar  manner  by  describing 
an  arc  from  C=CS. 

For  example  if  a  =22*^-42'  as  before,  sin  a  =  '3869,  so  that  if  CN  = 
10  units,  NS  =3-859  units. 

Or  from  a  table  of  cosines,  cos  a  =  -9225,  so  that  GS  =9-225  units 
when  CN  =  10. 

An  alternative  method  is  to  deduce  the  chord  of  the  angle  from  the 
table  of  sines. 

Thus  in  Fig.  114  if  OP  is  drawn  at  right  angles  to  NE,  then  the  angle 

NCP=the  angle  PCE  =  ? 

and  NP-PE=t^. 

But  =r=^  =  sin  NOP,  i.e.  sin  ^, 

NC  2 

nc 
.     .    a     2      c 

or  c=2  sm^, 

i.e.  the  chord  of  an  angle  is  twice  the  sine  of  half  the  angle. 

For  example,  to  set  out  an  angle  of  22*'-42'  by  means  of  a  chord 
when  only  a  table  of  sines  is  available,  the  sine  of  lF-2r  is  obtained 
as  -1968,  so  that  the  chord  is  2  x  -1968  =  -3936  as  given  in  method  (4) 
above. 

There  are  three  main  types  of  survey  in  which  the  theodolite  is 
employed : 

(1)  A  "  Theodolite  "  survey. 

(2)  A  Trigonometrical  survey. 

(3)  A  Traverse  survey,  (a)  closed ;  (6)  unclosed. 

1.  Theodolite  Surveying. — ^A  simple  theodolite  survey  is  very  little 
more  than  an  ordinary  chain  survey  with  a  few  of  the  longer  tie  or 
check  lines  omitted,  the  more  important  angles  between  the  various 
chain  lines  being  measured  in  their  stead  by  a  theodolite. 

A  similar  survey  may  be  made  by  using  a  box  sextant,  circumf  er- 
enter,  dial,  or  other  angular  instrument  in  lieu  of  the  more  accurate 
but  expensive  theodolite. 

If  the  whole  of  the  interior  angles  of  a  polygon  embracing  the  bulk 
of  the  survey  are  observed,  a  check  may  be  applied  to  test  the  accuracy 
of  the  angular  measurements,  as  it  is  easily  proved  as  a  corollary  to 
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Etidid  I.  32,  that  the  sum  of  the  interior  angles  of  any  plane  polygon 
is  equal  to 

(2N  -  4)  right  angles, 

where  N  =  the  number  of  sides  of  the  polygon.  In  this  case  the 
survey  becomes  a  closed  traverse  (see  p.  114). 

In  addition  to  these  main  angles,  it  is  always  advisable  to  observe 
some  others  since  little  extra  labour  or  loss  of  time  is  thereby  incurred. 

For  example,  if  the  instrument  is  set  up  at  the  station  B  (Fig.  117) 
for  the  purpose  of  measuring  the  angle  ABC,  it  would  be  advantageous 
to  take  both  the  angles  ABE  and  EBC,  as  most  of  the  time  and  labour 
is  usually  spent — ^not  in  actually  measuring  the  angles — ^but  in  carrying 
the  instrument  from  one  point  to  another,  centering,  and  levelling  up. 

The  readings  may  be  recorded  in  several  ways : 

(1)  In  the  field  notes  as  Fig.  116. 

(2)  By  means  of  a  small  sketch  as  in  Fig.  117,  drawn  on  the  side 


Eia.  116. 


Fio.  117. 


of  the  field-book  page  near  the  commencement  of  one  of 
the  chain  lines  starting  from  the  instrument  station,  e.g,  BC. 

(3)  By  inserting  the  figures  on  the  small  sketch  diagram  which  is 

usually  drawn  to  show  the  arrangement  of  the  chain  lines 
(see  p.  8). 

(4)  By  arranging  in  tabular  form,  the  letters  of  reference  being 

noted  on  the  sketch  plan  or  in  the  field  notes,  e,g. 

^ABE=44°-2r, 

Z.EBC  =  66°-04', 

^BCD  =  98**-37', 
etc. 

2.  Trigonometrical  Surveying,  in  which  the  highest  degree  of  pre- 
cision is  attained,  will  be  treated  in  a  later  chapter. 

3.  Traverse  Surveying. — ^A  Traverse  Survey  consists  of  a  continuous 
series  of  lines  from  which  offsets  may  be  taken  in  the  usual  manner. 
The  lengths  of  the  Unes  are  determined  by  chaining  or  by  any  other 
method,  and  the  relative  directions  of  the  lines  are  obtained  as  described 
later — the  use  of  triangulation  with  long  tie  lines  being  rendered 
unnecessary. 

I 
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Traverses  may  be  classed  into  two  groups  : 

(a)  Closed  traverses. 
(6)  Unclosed  traverses. 

(a)  A  Closed  Traverse  is  one  in  whicli  a  complete  circuit  is  made, 
and  in  which,  consequently,  the  work  may  be  checked  and  adjusted 
or  "  balanced."  It  is  particularly  suitable  for  the  determination  of 
the  boundaries  of  lakes  or  woods  across  which  tie  lines  cannot  con- 
veniently be  measured — or  it  may  be  employed  to  locate  the  perimeter 
of  any  moderately  large  survey. 

The  survey  may  be  complete  in  itself  and  quite  independent  of  any 
other  observations,  e.g.  when  a  continuous  series  of  lines  is  taken  round 
the  boundaries  of  a  wood  or  lake.  In  such  a  case  those  cumulative 
errors  in  the  linear  dimensions  which  are  directly  proportional  to  the 
lengths  of  the  lines  are  undetected,  as  their  effect  is  merely  to  increase 
or  decrease  the  apparent  size  of  the  survey  without  altering  the  shape 
or  causing  any  "  closing  error." 

Thus  in  making  a  traverse  round  a  lake  the  work  may  apparently 
check  and  "  close  "  quite  correctly,  though  any  compute  len^hs  or 
areas  may  be  inaccurate,  as,  for  instance,  if  the  length  of  the  cham  does 
not  agree  exactly  with  the  standard. 

Errors  in  the  angular  measurements,  or  errors  in  but  not  directly 
proportional  to  the  linear  dimensions,  may  be  detected,  however,  as 
explained  later. 

When  a  traverse  is  not  entirely  independent,  but  is  "  closed  " 
owing  to  the  fact  that  it  connects  two  points  previously  located  by 
accurate  triangulation,  then  the  above-mentioned  cumulative  errors 
in  the  linear  dunensions  may  also  be  detected  and  adjusted. 

Primary  surveys  are  occasionally  made  by  means  of  traverses  in 
lieu  of  triangulation,  but  if  the  country  is  at  all  suitable,  the  latter 
method  is  much  to  be  preferred. 

(6)  An  Unclosed  Traverse. — When  a  traverse  does  not  form  a 
complete  circuit  it  is  said  to  be  unclosed,  and  as  a  rule  cannot  be  so 
accurately  checked  or  adjusted. 

Such  a  traverse  is  useful  when  the  survey  of  a  long  narrow  strip  of 
country,  such  as  the  valley  of  a  river  or  a  coast-line  or  a  long  meander- 
ing road,  is  required. 

Exceptionally  long  unclosed  traverses  may  be  approximately 
checked  by  the  determination  of  the  latitude  and  longitude  of  each 
extremity,  and  possibly  of  intermediate  points,  by  astronomical 
observations :  but,  needless  to  say,  these  determinations  do  not  yield 
results  sufficiently  accurate  to  check  anjrthing  but  such  considerable 
errors  as  might  accumulate  over  very  extensive  surveys,  or  in  such 
exploration  or  geographical  traverses  as  those  in  which  the  lengths  of 
the  lines  are  computed  from  the  rate  and  duration  of  marches,  etc., 
and  the  angles  from  rough  compass  bearings. 

The  direction  of  the  traverse  may  be  checked,  however,  with  a 
considerable  degree  of  accuracy  if,  periodically,  the  azimuth  of  one 
of  the  lines  is  determined  astronomically  (see  Chapter  XYII.)  and  the 
result  compared  with  the  traverse  data. 
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.  Underground  surveys  are  necessarily  almost  always  traverses — 
either  closed  or  unclosed — and  the  "  dial "  is  very  largely  used  for 
these,  though  the  theodolite  is  also  employed. 


Methods  of  Traversing 

The  chief  methods  by  which  the  relative  directions  of  the  "  lines  *' 
may  be  obtained  are  as  follows : 

(i.)  By  chain  or  tape  measurements  at  the  junctions  of  successive 

lines.    This,method  is  illustrated  in  Fig.  118,  and  needs  no 

further  explanation.    It  cannot  be  reUed  upon  to  give  any 

great  degree  of  accuracy. 

(ii.)  By  an  independent  observation  of  the  magnetic  bearing  of 

each  line — i.e.  by  the  "  Free  or  Loose  Needle  Method." 
(iii.)  By  the  measurement  of  the  "included  angles"  between 

successive  lines, 
(iv.)  Bj  the  "  fast "  needle  method  of  determining  the  bear- 
mgs   from  the  true  or  any  arbitrarily  assumed    _ 
meridian. 
The  Free  or  Loose  Needle  Method  of  Traversing. — In  deter- 
mining the  magnetic  bearing  of  a  line  AB  with  either  a  dial  or 
a  theodolite,  the  instrument  is  set  up  at  one  extremity,  A,  of 
the  line,  while  the  vernier  is  clamped  to  coincide  with  the  zero 
of  the  scale.     The  line  of 
sight,  etc.,  is  then  rotated 
about  the  vertical  axis  until 
the  360^  graduation  of  the 
scale,  or  tne  central  division 
of  a  trough  compass,   lies 
immediately  below  the  N. 
end  of  the  needle.    That  is 

to  say,  the  line  of  sight  is  directed  along  the  magnetic  meridian,  and 
the  vernier  reads  zero. 

The  vernier  is  now  undamped  and  the  line  of  sight  directed  towards 
B,  exact  coincidence  being  obtained  with  the  upper  clamp  and  tangent 
screw  of  a  theodolite,  or  by  means  of  the  large  racking  screw  of  a  dial. 
This  motion  is  recorded  by  the  movement  of  the  vernier  over  the 
primary  scale  of  the  instrument. 

Very  accurate  results  cannot  of  course  be  expected,  as  the  reading 
of  the  needle  when  in  the  meridian  is  not  made  with  a  vernier. 

When  using  a  dial,  or  a  circular  box  compass  of  a  theodolite,  the 
vernier  may  be  dispensed  with  if  desired,  and  both  readings  taken 
by  observing  the  reading  indicated  by  the  end  of  the  needle :  it  is 
preferable,  however,  .to  use  the  vernier  and  read  the  needle  as  a 
check. 

The  "  Free  or  Loose  Needle  Method  "  of  traversing  especially 
refers  to  dialling,  and  consists  of  the  determination  of  the  bearing  of 
each  line  independently  in  this  way ;  the  results  obtained,  however, 
are  not  generally  so  accurate  as  those  found  by  methods  (iii.)  and  (iv.). 


Fio.  118. — Chain  Traverse. 
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If  time  is  of  much  importance,  a  dial  survey  may  be  very  quickly 
executed  by  setting  up  the  instrument  at  alternate  stations  only,  and 
observing  the  bearings  of  two  lines  from  each.  In  this  case  no  check 
is  possible  unless  the  traverse  **  closes/'  and  any  local  attraction  of  the 
needle  at  a  station  is  undetected. 

A  preferable  method  is  to  set  up  the  instrument  at  every  station, 
and  to  observe  the  bearings  of  both  the  lines  meeting  there ;  in  this 
way  the  bearing  of  each  line  is  determined  twice,  once  from  either 
extremity.  This  procedure  enables  the  local  attraction  at  any  par- 
ticular station  to  be  detected  and  its  amount  estimated. 

A  numerical  example  wiU  explain  this. 


Line. 

Fore  Obsenration. 

Back  Obfwrvatlon. 

Corrected  Bearing. 

Distance 
in  Links. 

Eemarks. 

12 

24°-37' 

24"-36' 

24*'.36J' 

23 

48*13' 

45^-10' 

48".13' 

3-4  • 

37*^-27' 

41°-00' 

40*-3(y 

46 

IS^'-CH' 

17».32' 

17*^-33' 

In  the  above  table,  column  (1)  gives  the  designation  of  the  particular 
line ;  column  (2)  gives  the  observed  bearing  when  sighting  in  a  forward 
direction,  while  column  (3)  gives  the  observed  bearing  as  deduced  from 
the  backward  reading.  Thus  in  column  (2)  is  given  the  apparent 
bearing  (24^-37')  of  the  line  1-2,  when  sighting  forward  from  station  (1) ; 
and  in  column  (3)  is  given  the  apparent  bearing  (24'^-36')  of  the  same 
line  1-2  (note,  not  of  the  line  2-1)  when  sighting  back  to  station  (1) 
from  station  2. 

The  observed  bearing  of  the  line  2-1  from  station  (2),  when  using 
the  same  hair-line  sights  as  before,  would  be  204^-36',  and  by  adding  or 
subtracting  180°  from  this  reading  the  bearing  of  1-2  is  deduced  as 
24'^-^6'.  This  calculation  may  be  omitted  and  the  bearing  of  1-2  (as 
distinguished  from  that  of  2-1)  observed  by  applying  the  eye  to  the 
opposite  hair-Hne  frame  to  that  used  for  the  forward  readings.  Thus 
for  forward  readings  the  eye  is  applied  to  that  frame  which  is  S.,  when 
the  vernier  is  at  zero  and  the  line  of  sight  in  the  meridian,  while  for 
back  readings  the  eye  is  applied  to  the  opposite  frame.  (With  a 
theodolite  the  same  result  would  be  obtained  by  reading  the  opposite 
instead  of  the  leading  vernier ;  or  by  transitting  the  telescope  and  still 
reading  the  leading  vernier.) 

For  the  Une  1-2,  the  discrepancy  between  the  two  observed  values 
is  small,  and  the  average,  i.e.  24°-36J',  may  be  taken  as  the  correct 
value,  and  entered  in  column  (4). 

If  it  is  known  that  station  (1)  is  free  from  any  local  attraction, 
evidently  station  (2)  is  also  free,  so  that  the  reading  48°-13'  should  be 
the  correct  bearing  of  the  line  2-3.    The  bearing  observed  from  (3) 
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is,  however,  only  iS^'-lO',  bo  that  the  needle  is  there  deflected  S^'-OS' 
from  its  true  position  towards  the  east.  Consequently  the  forward 
bearing  of  3-4  will  probably  be  affected  by  a  like  amount,  i.e.  the 
reading  should  be  37^-27' +  3*^-03' =  40°-30'  instead  of  37°-27'  as 
observed. 

The  back  bearing  of  this  line  3-4  is  found  to  be  41''-00',  so  that 
probably  at  the  station  (4)  local  magnetic  influences  are  attracting  the 
needle  and  causing  it  to  deflect  about  30'  towards  the  west,  and  there- 
fore causing  the  fore  observation  4-6  to  have  too  large  a  value.  The 
forward  bearing  of  4-6  then  should  be  18°-04'  -  30'  =  17^-34',  which 
agrees  very  nearly  with  the  observed  back  bearing  of  17**-32'  from  (5) : 
the  average  17°-33'  is  entered  in  column  (4).  Station  (5)  is  thus 
apparently  free  from  any  serious  local  attraction. 

Traversing  by  the  Method  of  Incladed  Angles. — If  the  relative 
directions  of  the  lines  are  to  be  determined  by  the  measurement  of  the 
included  angles,  the  procedure  is  as  follows. 

Either  the  true  bearing  of  one  of  the  lines  AB  is  ascertained  by 
astronomical  observations  as  explained  in  Chapter  XVII.,  or  the 
magnetic  bearing  is  found  as  described  above,  after  which  the  angles 
between  the  lines  are  measured  independently  by  the  usual  methods, 
any  angular  instrument,  such  as  a  theodolite  or  dial  or  box  sextant, 
being  used  for  the  purpose. 

Generally  the  traverse  is  conducted  in  a  counter-clockwise  direction 
when  the  inward  angles  are  observed.  If  a  clockwise  direction  is 
adopted,  the  observed  angles  are  the  outward  angles,  as  the  horizontal 
scale*  of  an  ordinary  theodolite  or  dial  is  graduated  in  a  clockwise 
direction. 

The  method  of  included  angles  has  the  advantages : 

(1)  That  any  error  in  the  line  of  collimation  does  not  seriously 

affect  the  results  unless  the  stations  are  at  considerably 
different  levels,  because  the  telescope  is  not  transitted  as 
in  the  fast  needle  method  described  later ;  and, 

(2)  The  angles  can  be  observed  by  the  process  of  Repetition  to 

any  required  degree  of  accuracy  within  limits,  so  that  this 

method  would  be  adopted  in  a  large  survey  where  a  traverse 

is  being  used  in  Heu  of  the  more  usual  triangulation  method, 

for  a  primary  survey. 

Fast  Needle  Method   of  Traversing. — ''Fast  needle"  is  a  term 

generally  confined  to  Dialling,  but  the  principle  is  the  same  when 

applied  to  a  theodolite  traverse  such  as  ABCD  .  .  .  H  (Fig.  119). 

The  theodolite  is  set  up  and  levelled  at  A,  and  the  bearing  of  AB 
( =  a)  ascertained  as  already  described,  the  bearing  of  the  last  line  AH 
being  also  noted  as  a  check,  if  the  traverse  is  "closed,"  while  the 
instrument  is  at  this  station. 

The  instrument  is  then  set  up  and  levelled  at  the  next  point  B,  and, 
with  the  vernier  stiU  clamped  at  a,  the  telescope  is  directed  back  to  A, 
exact  coincidence  being  obtained  with  the  lower  clamp  and  tangent 
screw.  If  the  theodoUte  is  of  the  transit  form,  the  telescope  may  next 
be  rotated  through  180**  in  a  vertical  plane  (i.e.  transitted),  so  that 
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the  line  of  sight  is  directed  along  the  direction  of  AB  produced,  i.e. 
along  B6,  whfle  the  vernier  still  records  a. 

If ,  therefore,  the  upper  clamp  is  loosened  and  the  telescope  rotated 
in  a  horizontal  plane  through  an  angle  a  in  a  counter-clockwise 
direction,  i.e.  until  the  vernier  reading  is  zero,  the  telescope  will  lie 
along  a  meridian  Bb^  parallel  to  the  first  meridian  Ao^.  Consequently 
when  the  telescope  is  directed  to  C,  the  vernier  records  the  angle  fc^BC, 
which  is  the  bearing  ^3)  of  BC. 

The  process  is  next  repeated  by  setting  up  the  instrument  at  C,  the 
vernier  still  reading  p,  unfastening  the  lower  clamp,  sighting  back  to 
B,  redamping  and  adjusting  with  the  lower  tangent  screw,  and  then 
transitting  the  telescope  so  that  the  line  of  sight  is  directed  towards 
c  in  BC  produced,  while  the  vernier  still  records  p.  Then  on  unclamp- 
ing  the  upper  plates  and  directing  the  telescope  towards  the  next 

point  D,  the  reading  of  the  vernier 
\  indicates  the  bearing  (y)  of  the  line 

CD ;  it  is  unnecessary,  of  course, 
actually  to  adjust  the  vernier  to 
zero  each  time,  and  so  to  place  the 
telescope  in  the  meridian. 

By  proceeding  roundall  the  points 
in  titm,  eventually  the  bearing  of 
the  last  line  HA  is  observed  from 
H,  and  as  a  check  upon  the  accuracy 
of  the  work,  this  (in  the  case  of  a 
closed  traverse)  should  be  equal  to 

^'    the  value  of  the   bearing  of  AH 

^1  •'..  2?      taken  from  A,  plus  or  minus  180°. 

Whether  the  traverse  is  closed  or 
unclosed,  if  a  circidar  box  compass  is 
attached  to  the  upper  vernier  plate, 
an  approximate  check  upon  the 
angular  measurements  may  be  made  at  any  point  {e.g.  C)  after  the 
theodolite  has  been  levelled,  directed  to  the  preceding  point  and 
transitted,  by  turning  the  instrument  about  the  inner  axis  until  the 
vernier  records  zero  reading,  when  the  north  and  south  ends  of  the 
compass  needle  should  lie  over  the  N.  graduation  of  the  compass  scale 
at  alternate  stations.  For  any  other  position  of  the  telescope  the 
vernier  reading  should  agree  with  that  below  the  needle  on  the  dial. 

If  the  instrument  is  provided  with  a  trough  compass  attached  to 
the  lower  or  scale  plate,  then  the  needle  when  lowered  on  to  its  pivot 
should  lie  with  its  north  end  exactly  above  the  central  division  of  its 
scale,  at  alternate  stations.  This  check  may  be  applied  at  any  time 
after  the  instrument  has  been  set  up  and  oriented  by  sighting  back  to 
the  previous  station,  and  as  the  position  of  the  scale  plate,  and  therefore 
that  of  the  trough  compass,  is  not  affected  by  any  movement  of  the 
vernier  relative  to  the  scale  plate  it  is  not  necessary  to  turn  the  telescope 
into  the  meridian  and  adjust  the  vernier  to  zero. 

At  the  remaining  stations  the  N.  end  of  the  needle  lies  in  the  south 
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end  of  the  trough,  and,  the  state  of  equilibrium  over  the  centre  division 
of  the  scale  being  unstable,  no  check  is  afforded. 

In  the  method  of  procedure  described  above  it  will  be  noted  that 
the  telescope  is  inverted  for  alternate  backward  and  forward  readings, 
so  that,  if  the  line  of  collimation  is  not  exactly  at  right  angles  to  the 
horizontal  transverse  axis  of  the  telescope,  the  **  inward  angles  "  are 
made  too  large  and  too  small  alternately. 

Thus,  sighting  from  A  to  B,  the  telescope  is  in  its  normal  position. 

B  to  A,  „  „  normal 

B  to  C,  „  „  inverted 

C  to  B,  „  „  inverted 

C  to  D,  „  „  normal 

Etc. 

If  the  line  of  collimation  lies  slightly  to  the  left  of  the  longitudinal 
axis  of  the  telescope  when  in  its  normal  position,  the  deviation  being 
say  d,  then  the  observed  value  of  the  bearing  of  C  is  too  small  by  an 
amount  20.  This  error  tends  to  be  neutraliseid  at  the  following  point, 
and  the  correct  bearing  of  D  is  obtained. 

The  inward  angle  at  B  is  therefore  too  small  by  an  amount  20, 
yy  „  C  „  large  „  „ 

„  „  D  „  small  „  „ 

Consequently  as  the  bearings  of  alternate  lines  are  correct,  and 
those  of  the  remainder  are  20  too  small,  then,  assuming  the  lines  are 
of  approximately  equal  length,  the  resulting  error  in  direction  over 
the  whole  distance  will  be  about  0. 

The  nature  of  the  total  resulting  error,  i.e,  the  displacement  of 
the  last  point  of  the  traverse,  may  be  studied  by  considering  the  three 
points  BCD. 

Thus  let  ABCD  ...  be  the  true  positions  of  the  stations,  and 
ABC'D'the  determined  positions,  and  let  the  lengths  AB^Z^,  BC^Zg, 
CD  =  i3,  etc. 

Then  as  the  angle  ABC  is  less  than  the  true  value  of  the  angle 
ABC  by  an  amount  20,  therefore  ^  CBC  =  20. 

But  as  Z.BC'D'  is  too  large  by  an  amount  20,  and  CD'  is 
parallel  to  CD,  consequently,  as  CD'  is  assumed  to  be  of  the  correct 
length  CD,  CC'  =  DD'. 

Similarly,  BC  =  BC,  so  that  CC  =  2BC  sin  J  ^  CBC,  i.e. 

CC=DD'  =  2J2sin0. 

The  additional  displacement  of  the  station  next  but  one  to  D,  say 
F,  due  to  the  error  of  20  in  the  angles  at  D  and  E  is  21^  sin  0,  and  so  on, 
so  that  the  final  displacement  of  the  last  point  due  to  this  cause  may 

be  taken  as  2  sin  0(^2  +  ^4  +  ^6+  •  •  •)>  ^^y  ^^  *^®  courses  are  approxi- 
mately equal,  this  amount  is  very  roughly  equal  to  L  sin  0,  where 
L  is  the  total  length  of  the  traverse  lines. 

Sometimes,  as  an  alternate  method,^  the  telescope  is  transitted  at 
each  station  immediately  before  a  sight  is  taken  back  to  the  station 

^  In  this  case  the  trough  compass  should  be  oorreotly  oriented  at  every  station 
instead  of  at  alternate  stations  only. 
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last  vacated ;  tliat  is  to  say,  the  telescope  is  inverted  for  each  back 
reading,  and  is  in  its  normal  position  for  each  forward  reading. 

Thus,  sighting  from  A  to  B,  the  telescope  is  in  its  normal  position. 
„  „  B  to  A,  „  „  inverted       „ 

„  „  B  to  C,  „  „  normal         „ 

„  „  C  to  B,  „  „  inverted       „ 

„  „  C  to  D,  „  „  normal         „ 

Etc. 

Consequently,  the  error  at  each  station  tends  in  the  same  direction, 
and  in  the  case  assumed  the  deduced  value  of  each  inward  angle  is 
20  too  large,  while  if  the  bearing  of  AB  is  correct  that  of  BC  is  20  too 
large,  that  of  CD  is  40  too  large,  and  that  of  DE  is  60  too  large,  etc. 

The  total  angular  error  in  a  closed  traverse  of  N.  sides  from  this  cause 
is  thus  2N0,  and  the  total  displacement  of  the  last  point  of  a  closed 
or  unclosed  traverse  is  2  sin  0(^2  +  ^3  +  ^4+  .  .  *  ),  or  approximately 
2L  sin  0. 

In  a  closed  traverse,  however,  the  total  error  in  the  inward  angles 
can  be  deduced  from  the  formula  already  stated  (p.  113),  or  by  a 
comparison  of  the  two  observed  bearings  of  the  closing  line  AH ;  so 
that  if  the  total  angular  error  is  divided  equally  between  all  the  angles 
as  is  usual,  the  portion  of  the  error  due  to  this  source  will  be  correctly 
distributed  and  its  effect  eliminated. 

In  the  first-mentioned  method  each  angle  will  be  incorrect  by  an 
amount  20,  and  though  the  total  error  in  the  angles  may  be  apparently 
zero,  a  portion  of  the  closing  error  in  length  wUl  be  due  to  this  cause. 

For  a  closed  traverse,  consequently,  the  second  method  is  preferable, 
as  the  error  is  capable  of  accurate  adjustment. 

For  an  unclosed  traverse  conducted  by  the  "  Fast  Needle  "  method 
the  first  method  is  preferable,  as  the  distortion,  which  will  probably 
remain  undetected,  is  only  half  the  amount  of  that  produced  by  the 
second  method. 

In  the  case  of  a  Y  or  Everest  instrument,  as  the  telescope  cannot  be 
transitted  it  could  be  lifted  from  its  supports  and  reversed  end  for  end, 
but  this  would  obviously  be  undesirable,  and  preferably  the  instrument 
would  be  rotated  through  180**  in  azimuth,  as  indicated  by  the  verniers, 
and  readings  taken  upon  the  opposite  vernier  to  that  used  at  the 
previous  station. 

The  advantages  of  the  fast  needle  method  are : 

(1)  That  the  bearings  are  obtained  directly  and  can  be  roughly 
checked  without  any  trouble  by  means  of  the  compass  as  the  work 
proceeds,  so  that  any  large  error  can  be  detected  almost  immediately, 
whereas  with  method  (iii.)  no  check  is  afforded  until  the  traverse  is 
closed. 

(2)  The  field  work  is  more  expeditious,  and  the  calculations  are 
simplified  as  the  third  column  of  ^'  included  angles  "  (p.  134)  is  rendered 
unnecessary  because  the  requisite  check  is  given  in  a  closed  traverse 
by  comparing  the  bearing  of  the  last  line  HA  with  that  of  AH  ±  180**. 

Underground  Traverses. — ^When  traversing  underground  with  a 
dial — either  by  the  "  Loose  Needle  "  method  or  by  the  **  Fast  Needle  " 
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method — ^it  is  advantageous  to  employ  three  tripod  stands,  which  are 
usually  of  very  light  construction. 

The  procedure  for  a  Fast  Needle  Survey  is  as  follows :  • 

One  of  the  spare  tripods  is  set  up  at  A,  immediately  over  the  first 
station-point  of  the  traverse  marked  by  a  peg  in  the  ground,  or  under  a 
fixed  mark  in  the  roof  of  the  workings.  Upon  this  tripod  a  lamp  is 
placed,  and  the  dial  is  taken  ahead  as  far  as  possible  to  the  second 
station  B,  the  position  of  which  is  so  chosen  that  the  lamp  on  A  is 
clearly  visible. 

The  third  tripod  is  taken  still  further  ahead  to  the  third  traverse 
station  C,  this  point  being  chosen  so  that  a  lamp  on  the  dial  at  B  is 
visible. 

There  is  now  one  tripod  at  A,  one  at  C,  and  one  to  which  the  dial 
is  fixed  at  B. 

The  vernier  is  set  at  the  zero  of  the  scale  by  means  of  the  peg 
in  the  bottom  of  the  box,  and  the  head  of  the  instrument  is  rotated 
until  the  N.  end  of  the  needle  lies  exactly  over  the  N.  graduation  of  the 
card,  and  it  is  then  clamped. 

The  line  of  sight  will,  in  consequence,  lie  in  the  magnetic  meridian 
if  the  station  B  is  free  from  any  local  attraction. 

Let  the  vane  which  is  to  the  south  in  this  position  be  s,  and  let  the 
one  which  is  north  be  n. 

To  determine  the  bearing  of  the  line  BA,  the  needle  having  been 
lifted  from  its  pivot  to  prevent  any  unnecessary  wear,  the  peg  is  removed 
from  its  socket,  and  the  outer  part  of  the  instrument  rotated  by  means 
of  the  large  racking  screw  until  the  sights  an  are  directed  to  A,  the 
magnitude  of  the  movement  being  recorded  on  the  vernier. 

In  order,  therefore,  to  determine  the  bearing  of  AB — ^which  differs 
180°  from  that  of  BA,  it  is  only  necessary  to  sight  to  A  with  the  vanes 
reversed,  i.e.  to  apply  the  eye  to  n  instead  of  to  8. 

The  bearing  (a)  of  AB  having  been  observed  in  this  way  and  noted, 
the  line  of  sight  is  next  directed  by  means  of  the  racking  screw  to  the 
lamp  at  C,  the  eye  being  applied  to  «  in  this  case  in  order  to  observe 
the  bearing  03)  of  BC. 

The  dial  is  then  clamped,  detached  from  the  tripod  at  B,  and 
attached  to  that  already  standing  at  C  ;  the  tripod  from  A  is  taken 
ahead  to  a  new  position  D,  from  which  a  lamp  on  the  dial  at  C  is 
visible,  and  a  lamp  is  placed  upon  this  stand  at  D,  and  another  upon 
that  just  vacated  at  B. 

While  the  reading  on  the  vernier  still  records  ^,  the  dial  is  oriented 
at  C  until  the  line  of  sight  ns  is  directed  to  B,  with  the  result  that 
the  instrument  is  placed  in  the  same  position  relative  to  the  magnetic 
meridian  that  it  occupied  at  B. 

The  lower  clamp  is  then  fastened,  and  by  means  of  the  large  racking 
screw  the  line  of  sight  sn  is  rotated  until  it  is  directed  to  D,  when 
the  bearing  y  of  CD  is  recorded  by  the  vernier. 

Similarly,  the  bearings  of  the  remaining  lines  are  determined,  the 
dial  being  next  transferred  to  D,  and  the  tripod  from  B  taken  ahead 
to  E,  and  so  on. 
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A  rough  check  upon  the  accuracy  of  the  angular  measurements 
may  be  made  at  any  station-point  after  the  dial  has  been  oriented, 
provided  that  there  is  no  local  attraction. 

This  is  done  simply  by  lowering  the  needle  on  to  its  pivot  so  that 
it  may  swing  freely,  when  the  reading  under  the  N.  point  should  agree 
with  that  of  the  vernier. 

If  it  is  suspected  or  known  that  the  point  B  is  influenced  by  some 
local  magnetic  attraction,  the  traverse  may  be  commenced  from  any 
arbitrary  meridian,  e,g,  the  vernier  may  be  fixed  at  zero  while  the 
vanes  ns  are  directed  to  A. 

The  bearing  of  some  one  or  more  lines  may  be  observed  later  by 
liberating  the  needle  at  various  intermediate  station-points  of  the 
traverse. 

The  lengths  of  the  traverse  courses  are  obtained  with  a  chain  or 
tape  in  the  usual  manner. 

Ezpeditioiiary  or  Soute  Surveys  are  generally  compass  traverses  of 
a  more  or  less  rough  nature,  as  often  the  main  object  of  the  expedition 
is  not  primarily  the  production  of  a  map. 

The  bearings  of  the  traverse  lines  may  be  observed  with  an  ordinary 
compass,  or  preferably  with  a  prismatic  compass. 

The  procedure  may  include  : 

(1)  The  observation  of  the  forward  and  back  bearing  of  each  line  as 
in  the  loose  needle  method  of  dialling,  or 

(2)  The  forward  bearing  only  of  each  line,  or 

(3)  General  observations  as  to  the  mean  direction  of  the  route, 
e.g.  if  the  traverse  is  not  being  conducted  in  straight  lines,  but  paths, 
roads,  tracks,  or  rivers  are  being  followed,  possibly  through  woods  or 
forests.  If  the  bends  are  not  very  frequent  the  method  reduces  to 
(2)  above,  but  otherwise  a  number  of  bearings  may  be  taken  at  equal 
intervals  of  time,  say  every  6,  10,  15,  or  30  minutes,  and  a  general 
idea  of  the  route  deduced  firom  these  records. 

In  addition,  bearings  should,  if  possible,  be  taken  along  the  route 
to  distinctive  objects  in  the  distance,  as  the  information  thus  obtained 
materially  assists  in  the  final  adjustment  of  the  survey. 

To  ascertain  that  the  district  is  reasonably  free  &om  appreciable 
local  magnetic  influences,  the  variation  of  the  compass  should  be 
checked  occasionally  by  comparison  with  the  true  meridian  determined 
astronomically ;  and  both  forward  and  back  bearings  should  be  taken 
of  at  least  a  few  of  the  lines  and  the  results  compared. 

The  linear  distances  are  not  generally  ranged  out  between  station- 

Eoints,  though  in  a  small  survey,  in  order  to  take  forward  and  back 
earings  more  accurately  with  the  compass,  one  pole  or  flag  is  held 
at  the  station  last  vacated,  and  another  is  taken  ahead  to  the  extremity 
of  the  next  line. 

Frequently,  however,  the  line  of  march  is  governed  by  the  tracks 
or  roads,  or  straight  lines  are  ensured  merely  by  marching  directly 
towards  various  prominent  natural  objects  in  turn — ^in  which  case  the 
bearings  are  taken  without  the  use  of  flags  or  poles,  the  resulting  errors 
being  largely  compensating  in  their  nature. 
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The  various  methods  of  detennining  the  distances  are : 

(1)  By  pacing — ^in  which  case  the  length  of  pace  should  be  ascer- 
tained by  experiment,  and  checked  occasionally,  on  the  level  and  both 
up  and  down  hill,  as  there  is  a  natural  tendency  to  shorten  the  pace 
when  proceeding  up  hill,  and  to  lengthen  it  down  hill.  After  a  consider- 
able amount  of  practice,  a  person  may  teach  himself  to  adopt  a  moder- 
ately equal  length  of  pace  under  various  circumstances,  and  attain 
results  with  a  probable  error  of  say  ±  1  per  cent. 

This  method  is,  however,  very  monotonous  for  long  distances,  and 
the  liability  to  error  from  miscounting  is  considerable. 

The  paces  of  a  horse,  mule,  or  other  animal  may  be  counted  in  a 
similar  way,  the  length  of  pace  being  ascertained  from  a  number  of 
observations  taken  under  different  conditions  (e.g.  at  a  gallop,  trot,  or 
walk  on  the  level  or  on  inclined  ground)  over  known  distances. 

(2)  By  attaching  a  passometer  to  the  person  who  is  pacing  the 
distances  the  number  of  steps  is  recorded  automatically,  and  this  is 
preferable  since,  the  monotony  and  strain  of  continuously  counting 
being  obviated,  the  attention  of  the  Surveyor  is  not  so  fully  occupied, 
and  he  is  free  to  make  observations  and  notes  of  the  surrounding 
country. 

The  passometer  is  generally  of  watch  form,  and  may  be  carried 
in  the  waistcoat  pocket  or  suspended  from  one  of  the  buttons. 

The  pedometer  is  a  similar  contrivance,  but  graduated  to  read 
distances  directly  instead  of  the  number  of  paces.  It  can  be  adjusted 
to  siiit  different  lengths  of  pace,  and  is  fitted  with  an  arrangement  for 
setting  to  zero,  and  a  screw  stop. 

(3)  By  means  of  a  perambulator — sometimes  termed  a  viameter 
or  wheel  pedometer.  This  contrivance  is  similar  to  a  single  bicycle 
wheel  provided  with  forks  and  a  handle  ;  it  is  wheeled  along  the  route, 
and  the  number  of  revolutions  recorded  automatically.  The  distance 
traversed  is  equal  to  the  number  of  revolutions  multiplied  by  the 
circumference  of  the  wheel,  and  this  is  registered  on  a  counter  or  dial. 
On  rough  or  hilly  country  the  registered  reading  is  obviously  too  high, 
and  an  allowance  must  be  made. 

(4)  By  means  of  a  trocheameter  or  odometer,  attached  to  the 
wheel  of  a  carriage,  cart,  wagon,  bicycle,  etc.,  the  number  of  revolutions 
is  recorded,  and  trom  this,  knowing  the  diameter  of  the  wheel,  the 
distance  traversed  may  be  deduced.  There  are  several  other  con- 
trivances of  a  similar  nature. 

(5)  By  means  of  a  telemeter  as  explained  in  Chapter  YIIL 

(6)  The  distances  may  be  less  accurately  determined  by  time 
intervals,  i.e.  the  rate  of  progress  is  estimated,  and  the  time  interval 
between  the  various  instrument  observations  noted.  From  this,  after 
deducting  for  halts,  etc.,  the  lengths  may  be  roughly  computed. 

In  addition  to  land  marches,  this  method  is  also  appUcable  to 
journeys  by  boat  along  a  river  or  stream. 

The  observations  are  supplemented  by  sketches  and  notes  of 
features  which  it  is  desirable  to  record. 

If  the  survey  is  long,  approximate  checks  may  be  obtained  by 


124  SURVEYING 

means  of  astronomical  observations  of  latitude  and  azimuth,  and  the 
survey  "  balanced ''  as  explained  later :  similarly  if  any  points  en 
route  have  been  otherwise  located,  a  correction  may  be  applied. 

GreneraUy,  observations  for  latitude  are  not  siifficiently  refined  to 
afford  much  direct  check  on  a  traverse,  but  observations  for  azimuth 
are  very  useful. 

Reduction  op  Field  Notes  by  the  Method  of  Co-ordinates 

To  plot  a  traverse,  the  lines  may  be  scaled  directly  from  the  field 
notes,  and  the  direction  of  each  fixed  by  means  of  a  protractor,  but  a 
preferable  procedure  is  to  employ  the  method  of  co-ordinates,  after 
"  balancing  "  or  distributing  any  resultant  error  over  the  whole  of  the 
work. 

A  convenient  form  into  which  the  necessary  data  abstracted  from 
the  field  book  may  be  entered  is  given  in  Tables  I.  and  II.,  p.  134. 

The  angles,  if  preferred,  may  be  entered  directly  into  these 
columns  at  the  time  of  observation,  instead  of  into  an  ordinary  field 
book. 

As  previously  mentioned,  when  the  fast  needle  method  of  traversing 
is  adopted,  it  is  not  necessary  to  reduce  the  values  for  the  third  and 
fourth  columns  of  inward  angles,  as  in  this  case  the  bearing  of  the 
line  AF  would  be  observed  from  A,  and  the  amount  of  any  inaccuracy 
in  the  sum  of  the  angles  woidd  be  apparent  from  the  comparison  of  this 
bearing  with  the  bearing  of  FA  observed  from  F  ±  180**. 

When  the  method  of  included  angles  is  adopted  for  a  closed  traverse 
the  sum  of  the  angles  in  column  (3)  should  be  equal  to  (2N  -  4)  right 
angles  where  N  is  the  number  of  "  sides  "  of  the  polygon.  If  the  total 
of  these  proves  incorrect,  the  angles  are  adjusted  by  distributing  the 
discrepancy  as  equally  as  possible  between  them,  because  there  is  no 
reason  why  a  large  angle  should  be  either  more  or  less  inaccurate  than 
a  small  one. 

This  adjustment  would  not  be  carried  out  very  rigorously — e.g. 
if  the  original  readings  had  been  taken  to  the  nearest  minute,  the 
corrections  would  not  usually  be  applied  in  any  smaller  units  than 
one  minute,  but  the  error  would  otherwise  be  distributed  as  evenly 
as  possible. 

The  adjusted  inward  angles  are  entered  as  shown  in  column  (4). 
It  is  then  unnecessary  to  work  out  the  values  of  column  (5) — but  the 
reduced  bearings  of  column  (6)  are  calculated  directly. 

A  reduced  bearing  is  the  smaller  of  the  two  angles  which  the  chain 
line  makes  with  the  meridian,  so  that  it  cannot  be  greater  than  90°. 
It  is  always  stated  as  the  angle  measured  from  the  meridian,  e,g. 
N.  a**  E.,  or  N.  a''  W.,  or  S.  a°  E.  or  S.  a**  W.,  and  not  as  an  angle  from 
the  E.  and  W.  line. 

For  example,  a  whole  circle  bearing  of  268°-30'  is  expressed  as  a 
reduced  bearing  of  S.  88°-30'^.,  and  not  as  W.  l°-30'  S. 

The  method  of  calculating  the  values  of  the  reduced  bearings 
given  in  column  (6),  Table  I.,  from  the  included  angles  in  column  (4), 
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is  preferably  by  the  aid  of  small  diagrammatic  sketches  rather  than 
by  the  application  of  formulae. 

Thus  in  Table  I.,  if  the  inward  angle  at  C  is  64°-57',  and  that  at  D 
is  2ir-30',  and  the  reduced  bearing  of  CD  is  S.  2r-16'  E.,  as  in  Fig.  120, 
then  the  reduced  bearing  of  DC  is  N.  24°-16'  W.,  and  the  reduced 
bearing  of  DE  is  (211^-30'  -  24M6')  -  180^-0' =  S.  7°-14'  W. 

Similarly  if  the  whole  circle  bearings  are  observed  in  the  field  instead 
of  the  included  angles,  the  reduced  bearings  can  be  easily  deduced,  and 
the  included  angles  calculated  by  the  aid  of  a  sketch  such  as  Fig.  120. 

The  bearings  tabulated  in  columns  (5)  and  (6)  may  be  (1)  actual 
bearings  computed  from  the  observed  azimuth  ^  of  one  of  the  traverse 
lines,  or  (2)  magnetic  bearings  computed  from  the  observed  magnetic 
bearing  of  one  of  the  lines  as  described  previously,  or  (3)  any  arbitrary 
line,  e,g.  one  of  the  long  chain  lines,  may  be  referred  to  as  a  datum. 

Occasionally  the  magnetic  south  or  the  true  south  is  taken  as  the 
zero,  instead  of  the  more  usual  convention  which 
assumes  the  northerly  direction  to  be  zero. 

Gonsecntive  Co-ordinates. — ^In  the  first  instance,       j 
the  co-ordinates  of  each  point  are  calculated  with    ci  \ 

reference  to  the  point  immediately  preceding  it ;       i>i         j 
i.e.  the  resolved  components  parallel  and  at  ri^ht       I  \    /^^*'^^' 
angles  to  the  meridian  are  computed  for  each  Ime    2^'/6'\l..l-, 
taken  in  order  round  the  polygon.    These  distances,  \  I   "  \ 

or  consecutive  co-ordinates,  are  termed  Northings,  \j      .  •  , 

Southings,  Eastings,   or  Westings,   though  some-  -^      '^ 

times    tiie   terms  Latitudes  and  Departures    are 
employed,  A 

A  Northing  being  a  +  Latitude,  r 

A  Southing  being  a  -  Latitude,  ^/ 

An  Easting  being  a  +  Departure, 
A  Westing  being  a  -Departure.  Fio.  120. 

This  notation  is  to  be  preferred  when  a  "  meridian  " 
other  than  the  true  or  the  magnetic  meridian  is  assumed  as  a  datum. 

It  is  easily  seen  then  that  the  magnitude  of  any  particular  latitude 
is  obtained  by  multiplying  the  length  of  the  traverse  line  to  which  it 
refers,  by  the  cosine  of  its  reduced  bearing,  while  the  departure  is 
similarly  calculated  from  the  sine  of  the  angle. 

Example. — ^The  line  CD  in  Table  I.  has  a  length  of  296*4  ft.,  and  a  reduced 
bearing  of  S.  24^-16' E. 

The  Southing  is  296-4  x  cob  24''- 16' =270-2  (by  logarithms). 

The  Eastmg  is  296*4  x  sin  24""- 16' =121*8  (by  logarithms). 

In  the  alternative  notation  the  Latitude  of  D  m>m  C  is  -  270*2,  and  the 
Departure  is  + 121-8. 

Error  of  Closure. — It  is  now  apparent  that  when  the  co-ordinates 
of  each  point  have  been  determined  with  reference  to  the  preceding 
point,  and  a  complete  circuit  has  been  made,  if  the  work  is  correct 
the  sum  of  the  Northings  will  equal  those  of  the  Southings,  and  the 
sum  of  the  Eastings  will  equal  those  of  the  Westings. 

» See  Chapter  XVII. 
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If  not,  the  discrepancy  gives  what  is  known  as  the  "  closing  error  " 
or  "  error  of  closure." 

In  the  particular  example  in  Table  I.  the  Southings  exceed  the 
Northings  by  1-3,  and  the  Westings  exceed  the  Eastings  by  1'2,  so 

that  the  resultant  error  is  ^/l'^^  + 1"2^  =  1-74  ft.,  as  shown  in  Fig.  121, 
where  A  is  the  initial  point  and  A^  the  point  at  which  the  circuit 
finishes. 

This  error  is  usually  expressed  as  the  fraction 

displacement             1*74         1  , 
±- =:  = nearly 

perimeter  of  traverse    3464-6    2000  ^' 

The  maximum  allowable  value  of  this  fraction  of  course  depends 
upon  the  instruments  available,  and  upon  the  scale  to  which  the 
survey  is  to  be  plotted. 

It  may  be  noted  that  any  small  inaccuracy  in  the  length  of  the 
chain  itself  will  practically  have  no  effect  upon  the  closing  error,  as 

cumulative  errors  of  this  kind  merely  enlarge  the 

A.  figure  as  a  whole  in  the  proportion  that  the  actual 

y  length  of  the  chain  bears  to  the  true  length. 

/  If,  however,  the  traverse  is  being  conducted 

/       -  between  two   points  previously  determined   by 

/  i,y\     toB   triangulation  or  other  means,  then  cumulative 

/  \? ''    j^  as  well  as  compensating  errors  have  effect,  and 

//        j*^  the  allowable  error  should  be  larger  than  in  the 

/'I..         .J  former  case. 

'  The  bearing  of  the  closing  error  AA,  above  is 

S.  tan-i  -V.  W.  i.e.  S.  34J°  W. 
1*74 

It  is  generally  desirable  that  the  closing  error — ^which,  although 
within  the  allowable  limit,  may  be  an  appreciable  amount — shall  be 
so  distributed  through  the  whole  of  the  survey  that  its  effects  shall  be 
as  little  apparent  upon  the  plan  as  possible.  This  operation  is  known 
as  "  balancing  "  and  is  accomplished  by  one  of  the  following  methods. 

Balancing  the  Survey. — 1.  The  first  method  of  balancing  has  already 
been  described.  It  is  carried  out  by  distributing  any  error  in  the  sum 
of  the  inward  or  outward  angles  as  evenly  as  possible  between  the 
observed  angles  (unless  certain  angles  are  judged  to  be  more  liable  to 
errors  than  others). 

The  consecutive  co-ordinates  are  then  calculated  as  explained  above, 
when  it  will  usually  be  found  that  there  is  still  an  error  of  closure  to  be 
"  balanced." 

One  of  the  following  further  methods  would  then  be  adopted  to 
complete  the  adjustment  of  the  observations. 

2.  Bowditch's  rule  for  distributing  the  "  error  of  closure  "  found 
after  comparing  the  Northings  and  Southings,  Eastings  and  Westings 
of  the  consecutive  co-ordinates  assumes  that  errors  in  the  linear 
dimensions  are  proportional  to  s/l}  where  I  is  the  length  of  a  line, 

^  See  p.  39  and  Appendix  I. 
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the  sign  in  each  case  being  such  as 


and  that  errors  in  angular  measurements  are  inversely  proportional 

to  tjlj  an  assumption  which  may  not  be  altogether  justified.  Bow- 
ditch  then  proved  mathematically  (see  p.  130)  that  under  con- 
ditions which  render  it  probable  that  the  angles  and  lines  are 
equally  liable  to  error,  the  most  probable  distribution  of  the  error 
is  obtained  by  making  the  corrections  for  latitudes  and  departures 
each  proportional  to  the  length  of  the  traverse  lines  {vide  below), 
e.g.  if  Y  be  the  total  closing  error  in  latitude  (or  departure),  L  the* 
total  perimeter  of  the  traverse,  and  J^,  Zg  •  •  •  ^^^  lengths  of  the 
respective  lines,  the  corrections  to  be  applied  to  the  calculated  latitudes 

(or  departures)  are,  Y/,  Y? 

L      L  •  • 

to  diminish  the  error. 

Thus  in  Tables  I.  and  II.  the  simi  of  the  Southings  is  found  to  exceed 

the  sum  of  the  Northings  by  1-3  ft.    The  correction  to  be  applied  to 

AB  is  therefore  oj/>^  z.  ^  l'3  =  0-4  r 

3464' 6  ^ 

nearly,  and  this  is  added  to  the 

Northing  1080-0,  giving  a  corrected    p 

consecutive  co-ordinate  of  1080-4. 

Similarly  the   correction  for 

°^    "^iH'^l-^-O-S  nearly. 

and  this  is  to  be  deducted  from 
the  Southing  713-1,  giving  a  cor- 
rected value  of  712-8. 

The  corrections  may  be  quickly 
calculated  with  a  slide  rule,  as 
this  is  sufficiently  accurate  for 
the  purpose. 

3.  For  a  rough  survey  such  as  that  made  with  a  prismatic  compass 
and  pacing,  the  above  method  of  correction  may  be  applied  graphically. 

Thus  let  ABCDAj  (Fig.  122)  be  the  uncorrected  plan  of  a  closed 
traverse,  plotted  directly  from  the  field  notes,  and  let  the  closing  error 
be  AAi. 

To  any  convenient  scale — ^not  necessarily  that  of  the  traverse 
itself — ^measure  off  along  a  straight  line  A' A''  consecutive  distances 
A'B',  B'C,  CD',  D'A'',  to  represent  the  sides  of  the  traverse. 

From  A"  draw  AV  parallel  and  equal  to  the  closing  error  AjA 
(Fig.- 122).  Join  A'a',  and  through  B'C'D'  .  .  .  draw  a  series  of  lines 
parallel  to  AV,  cutting  A'a'  in  Vc'df  .  .  . 

The  intercepts  B'6',  C'c',  D'rf',  k^a'  are  then  the  corrections  in 
magnitude  and  direction  to  be  applied  at  the  points  BCDA^. 

Through  BCD  draw  short  rays  parallel  to  AAi,  and  measure 
off  along  them  distances  B6,  Cc,  Drf,  A^A  equal  to  B'6',  C'c', 
D'(i',  A'a'  respectively  giving  Abed  A  as  the  adjusted  plan  of  the 
traverse. 

4,  Generally  speaking,  the  angles  of  a  theodolite  traverse  are 


Fia.  122. 
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measured  to  a  much  greater  degree  of  accuracy  than  the  sides,  and  a 
well-known  rule  for  such  a  case  states  that  the  latitude  (or  departure) 
correction  for  any  line  should  be  proportional  to  the  latitude  (or  de- 
parture)y  instead  of  to  the  length  of  the  line  itself. 

E.g,  if  the  closing  error  in  latitude  is  Y,  and  the  latitudes  of  the 
respective  lines  are  y^,  ^2*  Vs  •  •  •  ^^®  the  sum  of  the  latitudes  is  Jly, 
the  corrections  to  be  applied  to  the  various  latitudes  are 

Example. — The  error  in  latitude  (Table  I.)  is  1-3,  while  the  sum  of  the  latitudes 
=  1090-8+  1089-6- 2180-3. 

The  correction  to  be  applied  to  the  line  FA  is  therefore 

100-7 


2180-3 


X  1-3=0-1 


approximately,  which  makes  the  corrected  Southing  100*6  (Table  II.). 

Similarly,  in  Table  IV.  the  total  error  in  departures » 1*7,  while  the  total  of 
the  Eastings  and  Westings  is  2314-1,  so  that  the  correction  for  AB  is 

making  the  Easting  for  AB= 764-9  (Table  VI.). 

5.  The  "  Axis  "  method  ^  preserves  the  general  shape  of  the  figure 
by  applying  all  the  corrections  to  the  sides  of  the  traverse  and  leaving 
the  angles  unaltered. 

Thus  let  ABCDEFAi  (Fig.  123)  be  the  uncorrected  plan  of  a  closed 
traverse,  and  let  the  closing  error  be  AA^. 

Join  AAj.  If  this  line  when  produced  does  not  cut  the  figure  into 
two  nearly  equal  parts,  the  error  is  transferred  to  some  other  point, 
say  Cj,  by  drawing  AiBj  parallel  and  equal  to  AB,  and  B^Ci  parallel 
and  equal  to  BC,  etc. 

The  figure  CDEFAiBjCi  is  now  the  uncorrected  traverse  and  CCi 
the  closing  error,  and  the  Ime  00^  produced  to  m  divides  the  polygon 
into  two  moderately  equal  portions. 

The  line  CCj  is  divided  at  Cg  in  the  ratio  of  the  perimeter  of  one 
portion  to  the  perimeter  of  the  remainder  (exclusive  of  Cm),  i.e. 

Cca  CD^DE  +  Em 

CjCi    wiF  +  FAi  +  AiBi  +  BiCi* 

The  point  c^  is  determined  from  this  equation  and  its  position 
plotted  on  CC^,  and  lines  are  then  lightly  drawn  from  m  to  D,  A^, 
B^  .  •  • 

From  C2-c^2  ^  drawn  parallel  to  CD  to  cut  mD  in  cJg, 
and    „     d^-d^c^         ^  99         DE      „     mE  in  e^- 

Similarly,  from  C2-C2&2  is  drawn  parallel  to  C^Bi  to  cut  mB^  in  h^, 
and  from  h^-h^o^^         n  ,y         ^i^^i      »      tnA^  in  a^^ 

and  from  (hr<h!%         »  »         -^.^F       „      mF  in/a. 


1   V 


Vide  A  Treatise  on  Surveying,  Middleton  and  Chadwick,  vol.  i. 
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The  figure  aj}^^^  .  .  .  f^  is  then  the  adjusted  traverse,  the  one 
portion  being  slightly  enlarged  in  the  ratio  -^ ,  and  the  other  reduced 

in  the  ratio  ^^,  from  the  derived  field  observations. 

If  required,  the  lengths  CD,  DE,  Em  can  be  mathematically  adjusted 

in  the  ratio  •^,  and  the  lines  mP,  FA,  AB,  BC  in  the  ratio  —^,  the 

new  values  being  substituted  in  the  traverse  table  and  the  co-ordinates 
calculated  as  already  explained. 

Independent  Go-ordinates. — ^After  the  survey  has  been  balanced 
so  that  the  sum  of  the  Northings  is  equal  to  that  of  the  Southings, 
and  the  sum  of  the  Eastings  is  equal  to  that  of  the  Westings,  i.e.  after 
the  closing  error,  instead  of  being  concentrated  at  (say)  A,  is  distri- 


Fig.  123. — ^Azis  Method  of  Balanoing  Travexse. 

buted  throughout  the  whole  of  the  traverse,  the  next  step  is  to  calculate 
the  "  Independent  Co-ordinates." 

As  already  stated,  the  consecutive  co-ordinates  of  any  point  are 
the  distances  measured  from  the  preceding  point  in  directions  parallel 
and  at  right  angles  to  the  assum^  meridian  or  datum  line. 

Thus  in  Table  III.  the  point  B  is  1080-6  ft.  N.  and  -9  ft.  E.  of  A  ; 
while  C  is  9-5  ft.  N.  and  694-6  ft.  W.  of  B  ;  C  is  270-0  ft.  S.  and  121-9  ft. 
E.  of  B ;  and  so  on. 

If  the  survey  is  plotted  from  these  figures,  the  accuracy  of  the 
position  of  each  point  upon  the  plan  evidently  depends  upon  the 
accuracy  with  which  the  previous  points  are  plotted ;  so  that  even 
although  no  large  mistake  is  made  at  any  point,  the  &ial  points  may 
still  be  displaced  to  a  considerable  extent  from  their  true  positions,  on 
account  of  the  accumulation  of  small  and  possibly  unavoidable  errors 
in  scaling,  etc. 

In  order  to  obviate  this,  the  co-ordinates  of  each  point  are  calculated 
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with  reference  to  one  common  origin,  e.g.  A,  and  each  point  may  then 
be  plotted  quite  independently  of  any  other  station. 

Example.— In  Table  III.,  as  B  is  10806  ft.  N.  of  A  and  C  is  0-5  ft.  N.  of  B,  C 
is  1080-6+ 9-5  =  10901  ft.  N  of  A. 

Then  as  D  is  2700  ft.  S.  of  C,  its  independent  latitude  is  1090*  1-  270*0,  i.e. 
8201  ft.  N.  of  A. 

Similarly  with  the  departures,  as  B  is  -9  ft.  R  of  A  and  C  is  694*6  ft.  W.  of  B, 
C  is  694-6-  -9=693-7  ft.  W.  of  A,  and  is  booked  as  shown.  The  independent 
departure  of  D  is  in  the  same  way  693-7-  121*9=671-8  ft.  W.  of  A. 

As  the  last  point  of  a  closed  traverse  is  identical  with  the  first  point, 
its  independent  co-ordinates  should  be  zero,  and  this  fact  consequently 
affords  a  check  upon  the  correctness  of  the  numerical  calculations 
involved  in  the  preparation  of  the  independent  from  the  consecutive 
co-ordinates. 

By  the  aid  of  the  table  of  independent  co-ordinates  prepared  and 
checked  in  this  manner  each  station-point  may  be  plotted  from  two 
rectangular  axes  which  pass  through  the  initial  point  A,  and  the 
accuracy  of  the  drawing  may  be  checked  by  noting  whether  the  scaled 
distances  between  consecutive  points  agree  substantially  with  the 
chainage  values  given  in  the  field  book  and  tabulated  in  column  (2) 
Table  I. 

A  little  discrepancy  is  unavoidable,  if  the  survey  has  been  adjusted, 
on  account  of  the  distribution  of  the  closing  error,  but  any  large 
mistake  in  the  plotting  is  easily  detected. 

The  offsets,  taken  and  booked  in  the  manner  described  in  Chapter  I., 
are  plotted  from  these  chain  lines  in  the  usual  way. 

When  the  plan  of  a  traverse  extends  over  several  sheets  of  paper, 
the  positions  of  various  points  on  other  sheets  than  that  which  contains 
the  origin  may  be  calculated  mathematicaUy  and  plotted  by  means  of 
co-ordinates  referred  to  the  margin  lines  as  axes.  Possible  errors 
which  might  occur  in  measuring  across  the  intervening  sheets  are  thus 
eliminated,  and  any  one  sheet  may  be  completed  quite  independently 
of  any  other. 

Derivation  of  Bowditch's  Bole. 

Let  ^  ^2  •  •  *  represent  the  measured  lengths  of  the  lines, 
and  L  „         the  measured  perimeter  of  the  traversers/. 

Let  X1X2  .  .  .         „         the  calculated  departures. 
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the  calculated  latitudes, 
the  calculated  reduced  bearings, 
the  corrections  in  departures, 
the  corrections  in  latitudes, 
X  „         the  total  error  in  departure, 

Y  „         the  total  error  in  latitude. 

Then  y^^Iisina, 

and  the  small  error  Sf/^  in  y^  due  to  a  small  error  SZ^  in  I^  is 

81/1  — Sli  sin  ap 
and  that  due  to  a  small  error  Sa^  in  a^, 

St/i^li  costtiSoi. 
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Combining  both  these  errors  in  tfi  due  to  errors  in  l^  and  a,  we  get 

8yj  =  \/{8li  sin  aj)*  +  (i^  cos  a^Sai)^  .        .        •     (1) 

It  is  assumed  that  the  displacement  due  to  a  probable  error  Sli  in 
the  length  l^  is  equal  to  the  displacement  due  to  a  probable  error  Sa^ 
in  the  bearing  o^,  i.e. 

and  it  is  also  assumed  that  the  error  Slj^  in  the  length  of  the  line  is 
proportional  to  s/l  {vide  Chapter  I.),  i.e. 

Then  by  substitution  in  (1),  the  probable  error 

8yi  =  J&lj^  sin^Oi  +  C^ii  cos'aj 
=  CV^. 

Similarly  the  probable  error  8a;i  in  a^ = C  v^^. 
The  most  probable  corrections  will  then  be  those  which  make  the 
expressions 

*"^  (&,)'■' (ft)* ■" (ft)'-'  •  •  •   "^^'i^"^.       •    (3) 

or  writing  Sy^ .  .  .  —  ixi .  .  .  ^Cv^i^, 


and  -^ \-  -^  +  — — I- 


=a  minimum,       .        .    (2a) 
+  a  minimum.  .    (3a) 


By  differentiation  of  (2a) — ^the  constants  2  in  the  numerator  and  C 
in  the  denominator  being  eliminated — we  get 

^+^^  +  ^+  .  .  .   =0.   .        .        .    (4) 

But  Ci  +  Ca  +  C3+  .  .  .=Y, 

.*.  on  differentiation    dci  +  dc2'¥dc^+  ,  ,  .  =0.       .        .        .    (5) 

Now  the  expressions  (4)  and  (5)  are  true  whatever  the  number  of 
sides — ^if  the  original  assumptions  are  true, 

i.e.  the  corrections  in  latitude  are  proportional  to  the  lengths  of  the 
sides,  and 

Ci-^Y,  c,  =  ^Y,  c,-  ^Y,  etc.       .       .        .    (6) 
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Similarly  for  departures,  by  the  differentiation  of  equation  (3a), 

^  =  ^  =  ^  = 
h.     h     h 

80  that  the  corrections  in  departure  are  also  proportional  to  the  lengths 
of  the  sides,  and 


6i  =  z:iX,  e2  =  |?X,  Cj- J?X,  etc.      .        .        .    (7) 


Rule  4,  in  which  the  corrections  are  taken  as  being  proportional  to 
the  lengths  of  the  latitudes  and  departures,  i.e. 

Ci  =  ^^Y,  and  e^^^X,  etc., 

may  best  be  considered  as  an  empirical  modification  of  Bowditch's 
rule  for  cases  when  the  error  in  a  is  very  small,  and  the  bulk  of  the 
error  is  in  l^,  Zg,  etc. 

GomiiariBon  between  Bowditch's  Method  and  Method  4. 

(a)  Firstly,  consider  a  traverse  the  lines  of  which  lie  along  and  at 
right  angles  to  the  axes  of  co-ordinates. 

The  correction  of  an  error  in  latitude  by  Bowditch's  method 
affects  all  the  lines  and  angles  in  the  traverse. 

The  correction  of  the  same  error  by  method  4  only  affects  lines  in 
the  direction  of  the  error  (i.e.  N,  and  S.) — ^because  the  lines  at  right 
angles  to  these  have  no  latitudes  ;  the  angles  are  not  affected. 

Similarly,  by  the  correction  of  an  error  in  departure,  the  angles  are 
affected  if  Bowditch's  method  is  applied,  and  unaltered  if  method  4  is 
applied. 

It  follows,  then,  that  as  the  actual  closing  error  is  the  resultant  of 
the  two  co-ordinate  errors,  the  balancing  by  Bowditch's  method  is 
apt  to  distort  the  angles  from  the  observed  values,  while  the  balancing 
by  method  4  produces  no  angular  distortion — provided  the  lines  of 
the  traverse  lie  exactly  along  and  at  right  angles  to  the  axes  of  co- 
ordinates. 

(6)  Secondly,  consider  a  similar  traverse  turned  so  that  the  lines 
lie  at  46°  to  the  axes  of  co-ordinates. 

The  corrections  for  an  error  in  latitude,  or  for  an  error  in  departure, 
and  therefore  for  any  error,  are  now  identical  whichever  of  the  two 
methods  of  balancing  is  employed,  because  each  latitude  and  each 

departure  bears  the  constant  ratio  of  —y=  to  the  line  to  which  it 

refers,  and  the  sum  of  the  latitudes  or  the  sum  of  the  departures 
bears  the  same  ratio  — ,=■-  to  the  sum  of  the  lines. 

Hence  the  angular  distortion  produced  is  evidently  the  same 
amount  for  each  method. 

In  the  one  limiting  case  (a)  method  4  produces  no  angular  distortion, 
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and  in  the  other  limiting  case  (6)  it  produces  exactly  the  same  angular 
distortion  as  Bowditch's  method. 

In  any  general  case,  then,  the  amount  of  angular  distortion  must  lie 
somewhere  between  these  extreme  limits,  and  method  4  will  usually 
give  less  angular  distortion  than  Bowditch's  method — particularly  if 
the  axes  of  co-ordinates  are  so  chosen  as  to  be  approximately  along  and 
at  right  angles  to  the  main  lines  of  the  traverse. 

Bowditch's  method  is  particularly  applicable  to  the  case  of  a 
compass  traverse,  when  the  angles  are  liable  to  considerable  error. 
Method  i  is  particularly  applicable  to  the  case  of  a  theodolite  traverse, 
when  very  little  error  might  be  expected  in  the  angles  in  comparison 
with  that  in  the  sides. 

Example, — Tables  I.  to  X.  show  the  calculations  of  a  traverse  based  on  an 
actual  survey.  The  data  obtained  in  the  field  are  shown  in  italics  in  Tables  I. 
and  IV. 

In  the  former  case  the  axes  of  co-ordinates  are  taken  approximately  parallel 
and  at  right  angles  to  the  main  lines  of  the  traverse  :  in  the  latter  case  they  are 
taken  inclined  at  about  45^  to  the  main  lines  of  the  traverse. 

For  an  ordinary  compass  survey  only  Tables  I.  and  II.  or  IV.  and  V. 
would  be  used,  while  for  an  ordinary  transit  traverse  only  Tables  I.  and  III.  or 
IV.  and  V.  would  be  necessary.  In  any  of  these  cases  the  two  tables  used  could 
be  combined  into  one  large  table. 

The  remaining  tables  are  given  here  merely  to  analyse  the  nature  of  the 
corrections  that  have  been  applied. 

In  Table  VII.  are  given,  for  the  four  cases,  the  values  of  the  Reduced  Bearings 
and  of  the  Included  Angles  after  balancing ;  and  in  Table  VIII.  are  the  adjusted 
lengths  of  the  lines. 

In  Table  IX.  are  given  for  the  four  cases  (a)  the  alterations  in  the  reduced 
bearings  of  the  various  lines  and  (b)  the  alterations  in  the  included  angles. 

Thus  the  results  from  Tables  I.- II.  and  IV.-V.  in  Table  IX.  show  that  the 
corrections  by  Bowditch's  method  have  more  effect  upon  the  bearings  of  the 
lines  and  upon  the  included  angles  than  have  the  corrections  by  method  4. 

Column  (3)  shows  that  method  4,  when  the  lines  are  approximately  parallel  and 
at  right  angles  to  the  axes  of  co-ordinates,  gives  the  least  alteration  to  the  bearings, 
though  in  this  particular  example,  owing  to  the  corrections  in  column  (5)  neutralis- 
ing one  another  to  some  extent,  the  actual  angular  distortion  of  the  included 
angles  is  rather  less  when  the  axes  are  inclined  approximately  at  45°  to  the  main 
lines  of  the  traverse  (see  column  (9)). 

In  Table  X.  are  given  the  variations  on  the  measured  lengths.  These 
results  indicate  that  method  4  affects  the  linear  measurements  more  than  does 
Bowditch's  method,  and  that  when  the  axes  are  inclined  at  about  45°  to  the  main 
lines  of  the  traverse  there  is  very  little  difference  between  the  two  methods. 
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Table  I. 

When  the  axes  of  oo-ordinates  are  approximately  parallel  and  at  right  aiKgles 

to  the  main  traverse  lines. 


Line. 

Length. 

Inward 
Angle. 

Corrected 

Inward 

Angle. 

Bear- 
ing. 

Beduoed 

Consecutive  Co-ordinates. 

Bearing. 

N. 

8.      ;    B. 

W. 

AB 
BO 
CD 
BE 
EF 
FA 

lOftO 

€96 't 

t96-U 

71S-8 

268 

U6't 

7€r-or 

90'^-/^ 

6U*-67' 

21V*'29' 

192^-28* 

7«»-08' 
90*'-44' 
64"-67' 

211*-80' 
84»-l7' 

192»-29' 

0'*UiS' 

N.   ©"-OS'E. 
N.  89'-lS'  W. 
8.  24''.16'  B. 
8.     7M4'W. 
8.  88*-29'  E. 
8.  76^-00'  B. 

1080 
9-6 

•  • 

•• 

•  • 

•  ■ 

•  ■ 

270-2 

718-1 

6-8 

100-7 

0-9 

121-8 

267-9 
408-7 

696-] 
90-5 

•  ■ 

8um  . 

8404-0 

719»-67' 

720»-00' 

•  . 

■  • 

1089-5 

1090-8      784-4 

786-6 

8am 
Biff. 


2180-8 
1-8 


1670-0 
1-2 


Table  IL 

CorrectionB  by  Method  2  (Bowditoh's). 

When  the  axes  of  co-ordinates  are  approximately  parallel  and  at  right  angles 

to  the  main  traverse  lines. 


Line. 

Corrections. 

Corrected  Consecotlve  Co-ordinates. 

Independent  Co-ordinates. 

1 

N.A8. 

E.AW. 

N. 

8. 

E. 

W. 

N. 

8.            B. 

W. 

AB 

•4 

-4 

1080-4 

1-8 

■  • 

1080-4 

1-8 

•  a 

BO 

•8 

•2 

9-8 

■  • 

•  • 

694-9 

1090-2 

a  • 

698-6 

CD 

•1 

•1 

•  • 

270-1 

121-9 

•  • 

8201 

•  • 

671-7 

BE 

•8 

•8 

•  • 

712-8 

•  « 

90-2 

107-8 

•  • 

661-9 

EF 

•1 

•1 

•  • 

6-7 

2680 

•  • 

100-6 

•  •                        •  • 

408-9 

FA 

•1 

•1 

•  • 

100-6 

408-9 

•  • 

0-0 

•  • 

0-0 

8am. 

1-8 

1-2 

1090-2 

1090-2 

786-1 

7851 

«  • 

•  • 

•  « 

a   a 

Table  III. 

Corrections  by  Method  4. 

When  the  axes  of  co-ordinates  are  approximately  parallel  and  at  right  angles 

to  the  main  traverse  lines. 


line. 

Corrections. 

Corrected  Consecative  Co-ordinates. 

Independent  Co-ordinates. 

K.AS. 

E.AW. 

N. 

8. 

E. 

W. 

N. 
1080-6 

8. 

E. 

w. 

AB 

•6 

•  • 

1080-6 

a  a 

•9 

a  • 

•9 

a  a 

BC 

a  • 

•5 

9-5 

a   • 

a  • 

6946 

1000-1 

693-7 

CD 

-2 

•1 

a  • 

2700 

121-9 

a  a 

820-1 

671-8 

DE 

•4 

-1 

•  a 

712-7 

a  • 

90-4 

107-4 

662-2 

EF 

a  • 

•2 

a  a 

6-8 

2681 

a  a 

100-6 

4041 

FA 

-1 

-8 

a  « 

100-6 

404-1 

a  a 

0-0 

00 

8am  . 

1-8 

1-2 

1090-1 

1090-1 

786-0 

7860 

•  • 

a  a 

•  a 

•• 
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Table  IV. 

When  the  axes  of  oo-oidinates  aie  approximately  at  45^  to  the  main 

trayerae  lines 


Line. 

AB 
BC 
CD 
DE 
EF 
FA 

Leoffth. 

Inwud 
Angle. 

Corrected 
Inward 
Angle. 

Bear- 
ing. 

Bednoed 
Bearing. 

Consecutive  Co-ordinates. 

N. 

8. 

£. 

W. 

1080 

G95'2 

296-U 

718-8 

258 

U16-2 

rtr'-o.r 
Gey-Its' 

sir-s9' 

SW'-lV 

iW'28r 

76*'-08' 
90'-44' 
64»-67' 

211»-80' 
84^-17' 

192*-29' 

U5''-0J^ 

N.  45''-08'  B. 
N.  44--13'  W. 
8.  20''-44'W. 
8.  62M4'W. 
8.  43*-29'B. 
8.  81*»-00'B. 

763-0 
498-2 

•  ■ 

•  ■ 

•  • 
■  • 

•  • 

277-2 
440-2 
187-2 
356-8 

764-3 

■  • 

177-6 
214-4 

484-8 
104-9 
568-2 

•  • 

•  • 

Sum   . 

3464-6       719**-57' 

720*-00' 

m   • 

•  • 

1261-2 

1261-4 

1156-2 

1157-9 

„^     V. 


8am  . 
DIff.  . 


.  2522-6 
0-2 


23141 
1-7 


Table  V. 

(Bowditoh*s  Method.) 

When  the  axes  of  oo-ordinates  are  approximately  at  45°  to  the  main 

traverse  lines. 


CorrectJons. 

Corrected  Consecutive  Co-ordinates. 

Independent  Co-ordinates. 

Line. 

AB 

N.AS. 
•1 

£.«W. 

N. 

8. 

£. 

W. 

N. 

8. 

•  • 

E. 
764-8 

W. 

•5 

763-1 

■  • 

764-8 

■  • 

763-1 

•  • 

BC 

-1 

•3 

498-3 

■  • 

•  • 

484-5 

1261-4 

•  ■ 

280-3 

•  • 

CD 

•  • 

•2 

•  ■ 

277-2 

fl  • 

104-7 

984-2 

■  ■ 

175-6 

■  • 

DE 

•  • 

•4 

•  ■ 

440-2 

■  ■ 

567-8 

5440 

■  ■ 

■  • 

392-2 

EF 

■  • 

-1 

•  ■ 

187-2 

177-6 

•  • 

356-8 

•  • 

■  • 

214*6 

FA 

■  • 

-2 

•  • 

356-8 

214-6 

•  • 

00 

•  • 

•  • 

0-0 

Sum  . 

•2 

1-7 

1261-4 

1261-4 

1157-0 

1157-0 

•  • 

■  • 

•  • 

•  • 

Table  VL 

(Method  4.) 

When  the  axes  of  oo-ordinates  are  approximately  at  45°  to  the  main 

traverse  lines. 


Line. 

Correcticms. 

Corrected  Consecutive  Co-ordinates. 

Tndependent  Co-ordinates. 

AB 

N.«8. 

B.AW. 

N. 
763-1 

8. 

E. 

W. 

N. 

8. 

£. 

W. 

-1 

-6 

•  • 

764-9 

■  • 

7631 

764-9 

9    • 

BC 

•  • 

-8 

498-2 

•  • 

•  • 

484-5 

1261-3 

280-4 

•     ■ 

CD 

•  • 

-1 

■  • 

277-2 

•  • 

104-8 

984-1 

175-6 

•     ■ 

DE 

-1 

-4 

•  • 

440-1 

•  • 

567-8 

544-0 

■  ■ 

302-2 

EF 

•  • 

-1 

•  • 

187-2 

177-6 

•  • 

356-8 

■  • 

214-6 

FA 

•  • 

•2 

•  ■ 

356-8 

214-6 

■  • 

0-0 

•  • 

0-0 

Sum  . 

-2 

1-7 

1261-3 

1261-3 

1157-1 

11571 

•  • 

•  m 

•  ■ 

* . 
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Table  VIL 


Llnfl. 

Tablea  I.-II. 

Tables  I.-ni. 

Tables  IV.-V. 

Tables  IV.-VI. 

E.B. 

LA. 

B.B. 

LA. 

B.B. 

LA. 

B.B. 

LA. 

AB 
BC 
CD 
DE 
EF 
FA 

N.    0'-4'    E. 
N.  89'-ll'W. 
8.  24'-17'  E. 
8.     r-13'  W. 
8.  88*-31'  E. 
8.  76'-01'  E. 

76'-05' 
90'-45' 
64--54' 

211'-30' 
84*-16' 

192*-30' 

N.    0'-3'    B. 
N.  89'-13'  W. 
8.  24--18'  E. 
8.     7'-14'  W. 
8.  88  -29'  E. 
8-  76'-01'B. 

76'-04' 

90'-44' 

64'-55' 

2ir-32' 

84'-17' 
192'-28' 

N.  45*-04'  E. 
N.  44'-12'  W. 
8.  20M2'  W. 
S.  52'-18'W. 
8.  43*-30'  E. 
8.  31'-01'B. 

76'.05' 
90'-44' 
64*-64' 

211*-31' 
84'-17' 

192'-29' 

N.  45'04'  E, 
N.  44*-12'  W. 
8.  20'-43'  W. 
S.  52*-18'  W. 
8.  43*-30'  E. 
8.  81"-01'  B. 

76'-05' 
90--44' 
64'-55' 

211*-8a' 
84'-17' 

192'-29' 

Tablb  VIIL 


Line. 

Measured 
I^ength. 

Adjusted  Lengths. 

Tables 

i.-n. 

Tables 

L-in. 

Tables 
IV.-V. 

Tables 
IV.-VI. 

AB 
BC 
CD 
DB 
EF 
FA 

10800 
696-2 
296-4 
718-8 
258-0 
416-2 

1080-4 
695-0 
296-4 
718-5 
258-1 
416-2 

1080-6 
694-7 
296-3 
718-4 
258-2 
416-4 

1080-4 
695-0 
296-8 
718-6 
258-0 
416-4 

1080-6 
694-9 
296-4 
718-4 
258-0 
416-4 

Table  IX. 


Line. 

Variations  in  Minutes  from  Original 
Reduced  Bearings. 

Variations  in  Minutes  from  Original 
Included  Angles. 

Tables 

Tables 

L-IL 

I.-IIL 

IV.-V. 

IV.-VI. 

L-IL 

I.-IIL 

IV.-V. 

IV.-VL 

AB 
BC 
CD 
DE 
EF 
FA 

I 

2 

1 

1 
2 

1 

0 
0 
2 
0 
0 
1 

1 
1 
2 
1 

1 
1 

+  2 
+  1 
-3 
0 
-1 
+1 

+1 
0 

-2 

+2 
0 

-1 

+2 

0 

-3 

+  1 

0 

0 

+  2 
0 

-2 
0 
0 
0 

Numerical 
8um  .    . 

8 

3 

7 

6 

8 

6 

6 

4 

Table  X. 


Line. 

Variations  in  Length  from  Measured 
Lengths. 

BaUo  of  Variation  (1  in  x). 

Tables 

Tables 

L-IL 

L-in. 

IV.-V. 

IV.-VL 

L-IL 

L-IIL 

IV.-V. 

IV.-VL 

AB 
BC 
CD 
DE 
EF 
FA 

+•4 

--2 

0 

—3 

+•1 
0 

+•6 
—5 
-1 
-•4 

+•2 
+  •2 

+•4 
—2 
-1 
--8 

0 

+•2 

+•5 
—3 

0 
-•4 

0 
+•2 

1  in. 
2700 
3476 

2396 
2580 

«  • 

lin. 
1800 
1390 
2964 
1797 
1290 
2081 

1  in. 
2700 
3476 
2964 
2396 

2081 

1  in. 
2160 
2317 

1797 

2081 

Numerical 
Sum  .    . 

10 

20 

1-2 

1-4 

•  ■ 

•  • 

•  • 

•  ■ 
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The  Area  enclosed  hj  the  travase  lines  may  be  calculated  by  the 
application  of  fonnula  (U)  p.  36,  Chapter  I.,  i.e. 

Area=S^(i,-y. 

Prom  the  Independent  and  Corrected  consecutive  Co-ordinates  in 
Table  IL 

-(692-3  X   9-8)  =6784 

1265-3  X  270-1  =  341,758 

1233-6  X  712-8  =  879,310 

1065-8  X   6-7  =  7,140 

403-9  X  100-6  =  40,632 

1-3  X 1084-4  =  1,404 

6784  1,270,244 

6,784 


2)1,263,460 

631,730  square  links 

=  63-17  square  chains 
=6^317  acres. 

Similarly,  Tables  III.,  V.,  and  VI,  yield  practically  identical 
results,  differing  by  less  than  one  unit  in  the  third  decimal  place  of 
an  acre. 

The  "  Weighting  "  of  Observations. — In  the  foregoing  pages  it  has  been 
assumed  that  no  special  reason  exists  why  any  particidar  line  or  angle 
should  be  either  more  or  less  accurate  than  another. 

Occasionally,  however,  from  the  particular  circumstances  of  a  case, 
it  may  be  considered  that  certain  measurements  are  more  liable  to 
errors  than  others  of  the  same  nature.  For  instance,  if  in  a  traverse 
ABCD  .  .  .  NA  of  (say)  n  sides  the  total  error  in  the  angles  is  found 
to  be  0\  but  as  the  peg  at  the  point  C  was  not  visible  from  B  and  D, 
and  it  was  necessary  to  sight  to  a  point  on  a  rod  at  some  little  distance 
above  the  ground,  then  in  all  probability  the  angles  at  B  and  D  are  not 
as  accurate  as  those  at  A,  C,  E  .  .  .  N. 

The  relative  degree  of  accuracy  is  purely  a  question  of  judgment, 
but  suppose  that  the  Surveyor  decides  that  the  probability  of  error  in 
the  angles  at  B  and  D  in  each  case  is  (say)  E  times  that  in  each  of 
the  remaining  angles,  then  the  angles  at  B  and  D  may  be  "  weighted  " 
before  balancing,  i.e.  A  =  l,  B  =  K,  C  =  l,  D=K,  E  =  l  .  .  .  N  =  l, 
making  a  total  of  n  +  2(K  -  1).     The  error  is  then  divided  among  the 

angles  so  that  A,  C,  E  .  .  .  N  each  receive  a  correction  of  — c^rr — i\^j 
®  n  +  2(K-  1)  ' 

while  B  and  D  each  receive  a  correction  of       ^.^     , .0. 

n  +  2(K-l) 

ExampU. — ^The  error  in  a  traverse  ABCD  is  S',  and  B  and  D  are  assumed  to 
be  each  twice  as  liable  to  error  as  A  and  C. 

The  corrections  for  A  and  C  are  therefore  |x  3'  =  30",  and  for  B  and  D  are 
f  X  3=  l\  making  a  totol  of  3'. 
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Similarly,  if  in  balancing  a  survey  by  (say)  method  4  it  is  judged 
that  certain  of  the  sides  are  more  liable  to  error  than  others — ^for 
instance,  on  account  of  the  greater  difficulty  or  roughness  of  the  ground 
— then  those  dimensions  may  be  "  weighted  "  if  desired. 

Thus  let  6  be  the  closing  error  in  latitude,  and  let  the  calculated 
unbalanced  latitudes  of  the  various  lines  be  y^,  ^2*  Vs,  ^4  •  •  •  yn- 

Some  one  line  {e.g.  l^)  is  then  taken  as  a  standard  of  difficulty  and 
the  remainder  are  weighted  accordingly.  Thus  suppose  the  chance  of 
error  in  Z^  is  considered  to  be  E  times  as  great  as  in  l^,  and  that  in  l^ 
as  E'  times  as  great,  then  the  total  weighted  sum  of  the  latitudes 

2:y^«Eyi  +  y2  +  K'y8  +  y4+  •  •  •  S^n, 
and  the  corrections  to  be  applied  are 

v.7^ .  e  to  yi,  A  .  e  to  y^,     J' .  e  to  y^,  etc. 

^Vw  ^Vw  ^Vw 

The  departures  may  be  balanced  in  the  same  way. 

Example, — ^If  in  Tables  I.  and  IL  it  is  considered  that  DE  is  three  times  as 
liable  to  error  as  the  remaining  courses,  the  total  weighted  sum  of  the  Northings 
» 1080*5  and  of  the  Southings  1090-8+  2  x  713-1  =::25170,  making  a  total  for  the 
latitudes  of  36066. 

The  correction  for  AB  is  then  „l^«^  x  1-3=  -4 

3606-6 


»»  >f  ^-^^       f» 


•»  f»  -a-'J-i  »» 


»»  ff 


Total    .        .        .1-3 
the  corrections  for  BC  and  EF  both  being  negligible. 

Additional  Methods  of  checking  Unclosed  Traverse  Surveys. — 
The  co-ordinates  of  an  unclosed  traverse  survey  cannot  be  balanced  in 
the  same  way  as  those  of  a  closed  traverse — as  the  closing  error  is  not 
known.  It  is  desirable,  therefore,  that  additional  information  should 
be  obtained  in  the  field  to  provide  some  check  upon  the  work.  The 
methods,  of  course,  can  be  equally  well  applied  to  closed  traverses. 

(1)  The  bearings  of  certain  well-defined  objects — e.g.  steeples, 
distinctive  trees,  ranging  rods,  etc.,  though  not  necessarily  required  for 
the  survey  proper,  are  observed  from  a  few  of  the  station-points. 

The  directions  of  these  observed  bearings  are  plotted  upon  the  plan 
by  means  of  a  protractor,  and,  as  a  check,  all  those  rays  (at  least  three 
in  number)  taken  towards  the  same  object,  should  be  concurrent. 

This  graphical  method  is  not  always  very  satisfactory,  so  that  at 
times  it  may  be  advantageous  to  check  the  work  by  calculation.^ 

Thus  let  ABC  be  three  traverse  points  from  which  observations  are 
taken  to  0,  and  let  the  co-ordinates  of  the  points  be  aa^y  hb^^  cc^^  and  XT 

^  Proc,  Inat.  C.E.  vol.  clviii.    Crosthwaite  on  Traverse  Surveying. 
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respectdvelj,  and  let  the  bearings  of  0  from  A,  B,  and  C  be  a,  J3,  and  y 
respectively. 

Then  if  the  angles  a  and  J3  are  in  the  quadrants  indicated  in  Fig.  124, 


X  =  a  +  A0  8ina  =6 -BO  sin  j5 

Y=Oi  +  A0  cosa=6i  +  BO  cos  j5 

.Q_6-a-B0  sin  j3_6i-ai  +  B0  cos  j8 


(1) 
(2) 


sm  a 


cos  a 


from  which 


Similarly, 


Ttrfc  _  (fc  -  g)  cos  g  -  (6i  -  Oi)  sin  a 

sm  (a+p) 

j^O_(a-fe)  cos  /8  +  (ai-6i)  ain  ^ 

Bm(o+j8) 


(3) 
(4) 


Fio.  124. 


X  and  Y  may  now  be  found  from  equations  (1)  and  (2). 

Similariy,  by  using  the  co-ordinates  oa^  and  cc^  and  the  bear- 
ings a  and  y,  AO  and  CO  can 
be  calculated  and  co-ordinates 
Xj  and  Yi  computed.  These 
should,  of  course,  be  identical  with 
the  vsklues  X  and  Y  obtained 
from  A  and  B — or  at  any  rate 
the  discrepancy  should  be  small. 

(2)  A  more  complete  check  is 
afforded  if  observations  are  also 
taken  from  the  observed  point, 
to  the  selected  traverse  station- 
points.  In  this  case  a  number 
of  triangles  or  small  polygons  are 
formed,  and  as  all  the  included  angles  may  be  calculated  from  the 
observations,  the  sum  may  be  checked.  It  is  only  necessary  here  to 
observe  any  particular  object  from  two  traverse  points,  instead  of  from 
three  as  above. 

(3)  When  the  point  0  observed  from  the  traverse  points  is  not 
suitable  for  an  instrument  station — e.g.  when  a  spire  or  a  tree  is  bisected 
— a  satellite  station  S  may  be  employ^.  The  selected  traverse  stations 
are  observed  from  S,  and  the  observations  reduced  to  0  as  follows. 

Let  B  and  E  (Fig.  125)  be  two  points  on  the  traverse  whose  co- 
ordinates are  6,  &',  and  6,  e'  respectively,  so  that  the  calculated 
length  of  BE 

=  V(6-e)2  +  (6'-e7"=Ii  say, 
the  bearing  of  E  from  B 


« 180°+ tan 


^         7=^  say. 


fe'-e' 


and  the  bearing  of  B  from  E 

6-e 


»tan 


-1 


V-e 


-,^a  say. 
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Let  the  bearing  of  0  from  B «d  and  from  E b^. 

And  as  0  is  assumed  unsuit- 
able for  an  instrument  station, 
let  S  be  the  "  satellite  station  "— 
i.e.  any  suitable  point  near  0 
at  which  the  instrument  is  set 
up. 

The  distance  SO  is  measured 

with  a  tape^Zg  ^y>  ^^^  ^^^  angles 
OSE  =  y  and  OSB  =  S  determined. 
In  the  same  way  if  more  than  two 
traverse  points  are  to  be  observed 
from  S,  the  various  angles  may  be 
observed  as  bearings  from  SO  (say), 
and,  if  necessary,  subtracted  from 
360°. 

In  the  triangle  EBO  the  length 
EB  =  ii  and  the  two  angles  EBO  = 
P-0  and  BEO  =  ^  -  a  are  known,  so  that,  if  the  work  is  correct 


Fio.  125 — Satellite  Station. 


and 


z:EOB  =  18O-05-e)-(^-a)=A'8ay, 

is  say, 


.    (1) 


and 


T^Q^h  sin  (^-g) 
sm  A 

sin  A' 


=  ^4  say. 


Now  in  the  triangle  BSO,  SO-ij,  B0  =  ?3,  and  ^BS0  =  8, 


and  similarly. 


.'.  the  angle  SBO  =  sin"^  ^-  sin  8  =  co  say, 
Z.SEO  =  sin-^^.sin  y  =  €  say. 


Then  from  the  figure  O^OE^sum  of  interior  and  opposite  angles 
=  €  +  7  and  O^OB  =  sum  of  interior  and  opposite  angles  =  a>  +  8,  so  that 
by  subtraction 

OiOE-OiOB  =  A=€+y-co-8,    .         .        .    (2) 

If  this  value  of  A  agrees  with  that  A'  obtained  from  equation  (1), 
the  inference  is  that  all  the  work  on  the  traverse  between  B  and  E  is 
correct,  both  as  regards  angular  and  linear  measurements.  If  not, 
the  presence  of  an  error  is  indicated  but  not  definitely  located  or 
measured  :  it  may  be  present  in  any  of  the  lengths  BC,  CD,  DE,  or  in 
any  of  the  bearings  observed  from  B,  C,  D,  or  E  ;  or  in  the  length  SO, 
or  in  the  angles  8  and  y ;  or  in  the  numerical  calculations  (see 
Examples,  pp.  388,  389,  401). 

Accuracy. — The  effect  of  a  small  error  in  the  line  of  collimation  has 
been  mentioned  in  the  previous  pages. 
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An  attempt  will  now  be  made  to  discuss  briefly  the  effects  of  small 
errors  in  the  linear  and  angular  measurements. 

Whether  the  angles  of  the  traverse  are  measured  directly  by  the 
method  of  included  angles,  or  by  the  fast  needle  method,  they  are 
liable  to  small  errors  due  to  inaccuracies  of  centering,  bisecting,  reading, 
etc. 

Let  the  p.e.  of  each  angle  he  ±d  say. 

Then  if  the  bearing  a^  of  the  first  Ime  AB  (Fig.  126)  is  determined 
from  the  meridian,  an  error  of  =t  0  will  displace  B  an  amount  ^t  AB .  d. 
All  the  remaining  lines  will 
be  twisted  through  this  same 
angle,  and  the  displacement  of 
C=  ±AC.5,  of  D=  ±AD.5, 
and  of  the  last  point  N  of 
the  traverse,  the  displacement 

=  ±  AN  .  e.  Fig.  126. 

Thus  if  the  traverse  is 
closed  A  and  N  coincide  and  there  is  no  displacement  of  N  due  to 
this  error  in  a^.  An  error  of  ^^  6  in  02  will  similarly  twist  all  the 
remaining  points  relatively  to  AB,  and  the  last  point  N  will  be 
displaced  an  amount  ±  6 .  BN.  Similarly  an  error  in  czj  at  C  displaces 
N  an  amount  =  ±  CN .  6. 

The  total  displacement  of  N  that  might  be  expected  would  therefore 
be 

±(>^AN2TBN2  +  CN2+  ~r~ 

If  the  traverse  is  unclosed,  and  in  nearly  a  straight  line,  the  dis- 
placement of  the  last  point  would  be 

±  es/ln^  +  {ln-^ln-i)^-h    .   .   .    +{1^?+    .   .    .   l^)\ 

Thus  if  the  lengths  are  approximately  equal  the  probable  dis- 
placement 


J' 


Again,  if  X  and  Y  are  the  co-ordinates  of  the  various  stations  with 
reference  to  N  as  origin,  and  j3  is  the  inclination  or  reduced  bearing 
of  a  line  AN,  BN,  etc.,  so  that  X  =  AN  sin  p, 

then  8X1  =  AN  cos  p8p  =  Y8p, 

.*.  the  probable  error  in  departure 

and  similarly  the  p.e.  in  latitude 

8Yi=  ±0y/X^^-hX2^+  .  .  . 

The  error  in  the  linear  measurements  is  composed  of  two  portions, 
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as  explained  in  Chapter  I. — ^a  cumulative  error,  and  a  compenflating 
error. 

The  cumulative  error  will  be  proportional  to  {,  i.e.  of  the  form  c^, 
and  in  any  particular  traverse  will  be  always  +  or  always  - . 

The  error  in  latitude  due  to  this  cause  will  therefore  be 

and  the  error  in  departure 

where  Cg  may  be  either  +*•  or  -••,  and  a^  .  .  .  and  ,Vi  .  .  .  are 
consecutive  co-ordinates. 

If  the  traverse  is  "closed,"  ^1+^2+  •  •  •  =0,  andxi  +  a:2+  •  ••  ~0» 
so  that  the  error  of  closure  due  to  this  source  would  be  nil. 

In  an  unclosed  traverse  the  displacement  of  the  final  point  would  be 

^(8Y2)»  +  (8X2)>. 

The  compensating  error  may  be  assumed  proportional  to  ^/h  i-^* 
Ci  fjl  say. 

The  p.e.  in  latitude  in  any  given  line  will  thus  be    ±c^X\/lt 

and  the  p.e.  in  departure  in  any  given  line  will  thus  be  ±  <hrrf^' 
The  total  p.e.  in  latitude, 

and  the  total  p.e.  in  departure 

and  the  total  p.e.  in  the  position  of  the  last  point  of  the  traverse  due 
to  this  source  will  be 

±  V(8Y3)»  +  (8X,)a=  ±Ci^Zi  +  i,+l8-  •  . 
The  total  error  in  latitude  will  therefore,  be 

8Y-  db  JWifW^^+^'^%: 

and  the  total  error  in  departure  will  be 

8X=  ±  >y(8Xi)» +(8X3)2+8X2, 

and  the  total  displacement  will  be 

±  V8X«  +  8Y«. 

If  the  linear  errors  are  assumed  all  to  be  compensating  and  pro- 
portional to  {,  t.e.  if  the  p.e. »  ±  (^,  as  is  very  often  assumed  when 
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stating  the  limits  of  accuracy,  then  the  p.e.  in  latitude  due  to  this 
source  

and  similarly  8X4  =-  ±  c,  s/^  +  2^2^+... 

The  total  displacement  of  the  last  point  will  then  be 

In  the  case  of  a  loose  needle  survey  the  error  in  the  bearing  of  a 
line  only  affects  the  same  displacement  at  the  end  of  the  traverse  as 
at  the  end  of  the  particular  line  to  which  it  refers. 

7.6.  the  p.e.  in  the  position  of  N  due  to  a  small  error  ±<f>m  each 

8Xi=  ±<f>iJx^  +  X^+    .    .   .  Xn\ 

and  8 Yi  =  rfc  <^  >v/^«+^*TT77y^, 

and  on  account  of  errors  in  linear  measurements  the  same  expressions 
for  8Y2,  8Y3,  8Y4,  8X2,  8X3  and  8X4  are  applicable  as  in  a  theodolite 
traverse. 

A  few  examples  of  the  accuracy  obtained  in  practice  are  given 
below. 

(1)  On  the  Ohio  River  Survey,^  commenced  in  August  191 1 ,  for  maps 
to  a  scale  of  500  ft.  to  1-inch,  a  control  base  line  was  run  in  duplicate 
along  each  bank.  The  instrument  work  was  executed  with  a  10-inch 
transit,  and  all  angles  repeated  10  times,  5  times  to  the  right  and  5 
times  to  the  left,  both  verniers  being  read  and  recorded. 

The  linear  dimensions  were  measured  with  a  steel  tape  200  ft.  long, 
corrected  for  temperature,  roughly  levelled,  and  a  uniform  pull  of 
18  lbs.  exerted. 

At  intervals  of  10  miles  the  two  traverses  were  closed,  the  error  of 
closure  being  not  more  than  1  in  20,000. 

(2)  The  topography  was  then  ascertained  by  transit  and  stadia 
traverses  closing  on  the  main  traverse. 

The  allowable  errors  were 

10  ft.  to  1  mile  in  distance,  i.e.  {^^\ 
2'  in  azitnuth, 
0-4  ft.  in  elevation, 

though  the  actual  closures  averaged  much  less. 

(3)  On  the  traverses  connecting  the  triangulation  points  of  the 
Topographical  Survey  of  Cincinnati,*  using  a  150  ft.  steel  tape,  and  a 
transit  reading  to  single  minutes,  the  average  closing  error  was  1  in 
3000. 

(4)  The  traverse  stations  were  plotted  on  the  sheet,  and  a  blue 
print  of  all  the  traverse  work  on  that  sheet  supplied  separately.'    Each 

^  Ohio  River  Sorvey.    G.  G.  Graeter.    Engin.  News,  vol.  Ixxi.  No.  12. 
'  Topograpiiical  Survey  of  Oinciiinati.    Mitchell.    Engin^  Newa,  yol.  Izix.  No.  14. 
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topographer  worked  in  a  circuit,  and  for  the  plane-table  traverses, 
some  of  which  were  between  points  as  much  as  3000  ft.  apart,  the 
limit  of  error  was  5  ft.,  or  1  division  of  the  scale. 

(5)  On  a  Reconnaissance  Traverse  in  Guatemala  ^  on  muleback, 
with  compass,  aneroids,  and  watch,  the  distances  were  computed  by 
timing  the  mule,  and  a  closing  error  of  only  }th  of  a  mile  was  obtained 
in  a  circuit  of  81  miles  (i.e.  1  in  216  about). 

The  rate  of  the  mule  on  ground  up  to  10°  slope  averaged  about 
t^th  mile  per  minute. 

(6)  For  an  ordinary  compass  and  chain  traverse  a  closing  error  of 
1  in  400  to  1  in  500  might  be  expected,  while  for  an  ordinary  transit 
and  chain  traverse  an  error  of  1  in  1000  might  easily  result. 


EXAMPLES 

1.  (U.  of  L.)  The  extraots  froip  the  field  book  given  below  relate  to  a  com- 
plete traverse  survey  of  a  pond : 

(a)  Draw  up  a  oomplete  traverse  sheet,  and  apply  the  usual  checks. 

(6)  Plot  the  survey  to  a  scale  of  1  inch = 50  links. 

(c)  Compute  in  any  way  you  please  the  area  of  the  pond  in  acres  and  decimals 
of  an  acre. 


Station. 

Exterior  Angle. 

Bearing. 

Length  of  Side 
IJnkB. 

A 
B 
C 
D 
E 

288*»-67' 
276^-05' 
213°-47' 
233M6' 
247°.26' 

33^-20'  E.  of  N. 

•  • 

•  • 

•  • 

•  • 

643 
354 
168 
342 
485 

Line  1. 

Line  2. 

Line  3. 

Line  4. 

Lines. 

643 

■  • 

•  • 

. .            • . 

610 

47 

540 

36 

510 

23 

436 

20 

370 

14 

305 

8 

342 

486 

240 

10 

320 

40 

460 

30 

190 

12 

354 

i6 

256 

35 

340 

16 

152 

16 

330 

8 

220 

16 

310 

12 

110 

24 

210 

5 

168 

110 

12 

190 

9 

75 

38 

120 

14 

120 

' 

12           85 

15 

140 

14 

40 

50 

60 

20 

50 

4           20 

25 

80 

20 

0 

0 

0 

0 

0 

0             0 

0 

0 

0 

*  Proc,  Inai,  C,E.  vol.  clxxzvi.  p.  457. 
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2.  (LC.E.)    The  folloidng  beariogs  were  taken  in  running  a  oompaaa  traTerse : 
Station  I  to  station  2  361°       Station  3  to  staticm  4  90° 


»» 

2 

»» 

1 

170}° 

»> 

4 

»» 

3 

273° 

f» 

2 

ff 

3 

356** 

»» 

4 

»»■ 

6 

176° 

V 

3 

»> 

2 

173° 

>» 

5 

»» 

4 

366} 

At  what  station  do  you  suspeot  local  attraction,  what  is  probable  amount 
and  in  what  direction  7 

3.  (U.  of  B.)    Qiven  in  a  closed  traverse : — 


Side. 

Length. 

Aiimnth. 

AB 

391  feet 

42**.38' 

BC 

•  • 

•  • 

CD 

407    „ 

260°-18' 

DE 

791    „ 

280°-63' 

£A 

782    „ 

61°-06' 

Find  length  and  azimuth  of  BC. 

4.  (LC.E.)    A  theodolite  traverse  has  been  run  round  a  figure  with  six  sides. 
The  internal  angles  have  been  measured  and  their  sum  found  to  be  720°-l^-20'. 
The  independent  co-ordinates  of  each  point  were  calculated  and  found  to  be 


N. 

S. 

£. 

W. 

A 

•  • 

2267-9 

•  » 

61-2 

B 

•  • 

1326-5 

•   • 

16-6 

C 

■  • 

269-4 

913-0 

•  • 

D 

1600*3 

•  • 

•  • 

138-8 

£ 

21911 

•  ■ 

•  • 

478-8 

F 

* . 

47-0 

■  ■ 

210-3 

Length  in  Ft. 

Bearing. 

600 

roughly  East. 

246 

178° 

not  obtained 

270° 

216 

1° 

Can  you  say  if  the  traverse  closes,  and  if  not,  whether  the  error  is  likely  to  be 
in  the  measurement  of  an  angle  or  a  side  ?  Also  can  you  say  from  inspection 
which  pair  of  co-ordinates  are  probably  wrong  ? 

6.  (U.  of  L.)    A  four-sided  traverse  ABCD  has  the  following  lengths  and 

bearings: 

Side. 

AB 
BC 
CD 
DA 

Find  the  exact  bearing  of  the  side  AB. 

6.  (U.  of  L.)  Two  points  A  and  D  are  connected  by  a  traverse  survey  ABCD, 
and  the  foUowing  records  are  obtained  : 

AB=876ft. 

BC=682ft. 

CD=983ft. 
Angle  ABC=  118°- 16' 
Angle  BCD  =108°-40'. 

Assuming  that  AB  is  in  the  meridian,  determine  : 

(1)  The  latitude  and  departure  of  D  relatively  to  A. 

(2)  The  length  AD. 

(3)  The  angle  BAD. 
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7.  From  Tables  3,  5,  and  0  (pp.  134  and  135)  find  the  area  enclosed  by  the 
traverse  AB  .  .  .  FA,  in  each  case,  assuming  a  Gunter^s  chain  to  have  been 
employed. 

8.  (U.  of  L.)  A  straight  tunnel  is  to  be  run  between  two  points  A  and  B, 
whose  co-ordinates  are  given  in  the  annexed  table : 

Point.  Co-ordlnAtos. 

N.  E. 

A  0  0 

B  3014  266 

C  1764        1398 

It  is  desired  to  sink  a  shaft  at  D,  the  middle  point  of  AB,  but  it  is  impossible 
to  measure  along  AB  directly,  so  D  is  to  be  fixed  from  G,  a  third  known  point. 
Calculate 

(a)  The  co-ordinates  of  D. 

(b)  The  length  and  bearing  of  CD. 

(c)  The  angle  ACD  given  that  the  bearing  of  AC  is  38''-24'  E.  of  N. 

9.  (U.  of  L. )  Describe  the  principle  on  which  the  arc  of  a  sextant  is  graduated. 
A  closed  survey  ABCD  is  made  with  sextant  and  chain.  The  bearing  of  AB  is 
found  by  means  of  a  compass  to  be  N.  30°  E.  and  the  angles  ABC  and  BCD  are 
90^  and  120°  respectively  as  measured  by  the  sextant.  The  lengths  of  the  lines 
and  heights  of  the  station  points  are  as  follows : 

AB    600  ft.  long.  A  300  ft.  above  datum. 

BC    200     „  B  330 

CD    400     „  C  320 

D  310 


f»        »» 


Obtain  the  correct  bearings  of  all  the  lines  and  the  length  of  AD. 


Chapter  VI 

THE  LEVEL  AND  LEVELLING 

Thb  Level 

The  level  is  an  instrument  for  determining  the  relative  heights  of 
different  points  on  the  earth's  surface. 

The  two  chief  forms  are  the  "  Dumpy  "  and  the  "  Y "  levels, 
though  several  other  modifications,  such  as  Cushing's  and  Cooke's, 
are  also  used. 

In  each  case  the  instrument  consists  of  a  telescope  provided  with  an 
object-glass,  an  eye-piece,  and  a  diaphragm  carrying  cross-hairs  usually 
of  the  type  shown  in  Fig.  64, 6,  though  often  there  are  three  horizontal 
webs  as  in  Fig.  64,  c  or  /,  or  metal  points  as  in  Fig.  64,  d  or  A,  the  two 
outer  being  used  for  tacheometric  purposes.  The  telescope  is  generally 
similar  to  that  of  a  theodolite,  and  has  already  been  described  in 
Chapter  II. 

The  telescope — ^together  with  the  attached  bubble  tube — is  supported 
by  the  frame  of  the  instrument,  which,  like  that  of  the  theodolite,  is 
provided  with  "  parallel  plates  "  and  either  three  or  four  levelling 
screws,  and  sometimes  a  compass  box  is  enclosed  in  the  space  between 
the  two  supports  (Fig.  127). 

A  small  cross  bubble  is  to  be  found  on  some  instruments,  but  this 
is  generally  not  much  used ;  and  the  instrument  is  levelled  by  the 
longer  and  more  sensitive  main  bubble  by  means  of  the  parallel  plate 
screws,  exactly  in  the  same  manner  as  has  already  been  described  in 
the  case  of  a  theodolite. 

Sometimes  the  vertical  axis  is  provided  with  a  clamp  and  slow 
motion  tangent  screw,  especially  when  the  diaphragm  is  fitted  with 
metal  stadia  points  (Figs.  128  and  129). 

The  Dumpy  Level. — The  telescope  of  the  Dumpy  level  (Fig.  127) 
is  firmly  fixed  to  the  frame  by  the  makers,  and  the  permanent  ad- 
justments of  the  instrument  are  as  follows : 

(1)  Vertical  adjustment  of  the  line  of  collimation  of  the  telescope. 

(2)  Adjustment  of  the  bubble  axis  parallel  to  the  line  of  colUma- 
tion. 

(3)  Adjustment  of  the  line  of  collimation  and  the  bubble  axis  at 
right  angles  to  the  vertical  axis. 

(1)  In  a  Dumpy  level  it  is  unnecessary  that  the  line  of  collimation 
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Bhall  be  accurately  adjusted  laterally  to  lie  oa  the  axis  of  the  telescope, 
and  consequently  no  norizoDtal  diaphragm  screws  ate  provided  as  in 
a  theodolite.  It  is,  however,  necessary  that  the  diaphragm  shall  be 
vertically  adjusted,  and  the  method  of  doing  this  with  three  pegs  is 
exactly  the  same  ae  already  described  for  the  theodolite  on  p.  91  and 
Figs.  101-lOi,  the  adjustment  being  completed  by  the  acrews  at  the 
top  and  bottom  of  the  diaphragm. 

(2)  The  second  adjustment  also  is  carried  out  with  two  pegs,  A  and 
B,  in  the  same  maimer  as  for  a  theodolite,  and  the  method  has  been 
fully  described  on  p.  95. 

(3)  The  third  adjustment  consists  in  making  the  bubble  "  traverse," 
and  it  will  do  this  when  the  axis  of  the  bubble — and  therefore  the  line 


Fia.  127. — Dumpy  Level,  witli  CompMa. 

of  Gollimation — is  in  a  plane  perpendicular  to  the  axis  of  the  instru- 
ment. The  method  of  carrying  out  this  test,  after  levelling  the 
instrument  as  well  as  possible,  is  to  turn  the  axis  of  the  telescope 
parallel  to  the  two  opposite  parallel  plate  screws,  b  and  c  (Fig.  95  or 
Fig.  96),  and  by  their  aid  to  bring  the  bubble  to  the  centre  of  its  run. 

Chi  turning  through  180°  in  azimuth  so  that  the  telescope  is  again 
parallel  to  b  and  c,  if  the  bubble  is  no  longer  in  the  central  position, 
its  displacement  is  halved  by  means  of  the  screws  b  and  c,  and  the 
remaining  half  compensated  for  by  means  of  screws  under  the  telescope 
supports  (Figs.  127  and  129}  (compare  Fig.  97,  p.  86). 

In  certain  types  of  instrument  (e.g.  Fig.  128)  there  is  no  method  of 
making  this  adjustment,  as  with  such  a  substantial  frame  it  is  con- 
sidered unlikely  that  the  axis  of  the  telescope  can  be  displaced  from 
its  poatioD  at  right  angles  to  the  vertical  axis,  unless  by  such  an 
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accident  as  would  render  imperative  its  overhauling  by  the  manu- 
facturers. 

In  such  a  case  there  are  two  adjustments  only. 

(1)  To  make  the  bubble  traverse — the  adjastment  being  made  by 
halving  the  displacement  of  the  bubble  on  reversal  by  means  of  the 
parallel  plate  screws,  and  compensating  for  the  remaining  half  by 


Vio.  128. — Dnmpj  Level. 

means  of  the  capstan-headed  screws  attaching  the  bubble  tube  to  the 
telescope. 

(2)  To  place  the  line  of  collimatioo  parallel  to  the  axis  of  the 
bubble  when  it  should  of  necessity  also  be  in  the  axis  of  the  tele- 
scope. 

To  do  this  the  procedure  is  the  same  as  in  adjustment  (2)  above,  in 
so  far  tiiat  the  correct  difierence  in  level  between  two  pegs  A  and  B 


ViQ.  129.— Y  Lov«L 

ia  ascertained  by  setting  up  the  instrument  exactly  midway  between 
them  and  taking  readings  on  each  peg  when  the  bubble  is  in  the  centre 
ol  its  run  (Figs.  101  and  102). 

The  level  is  then  set  up  at  D,  a  point  near  one  of  the  pegs  A,  and  the 
bubble  being  in  the  central  position,  readings  are  again  taken  on  the 
pegs  A  and  6.  If  the  difference  of  level  so  obtained  ia  correct,  the  line 
of  collimation  is  parallel  to  the  axis  of  the  bubble.  If  not,  the  adjust- 
ment is  made  in  this  case,  without  any  alteration  of  the  bubble  tube. 
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by  altering  tlie  diaphragm  screws  until  the  correct  difference  is  obtained, 
e.g.  the  diaphragm  must  be  ■  ,  if  the  peg  B  is  apparently  too  l;„i,' 

The  T  Lerel. — The  Y  level  differs  from  the  Dumpy  in  that  by  un- 
pinning the  two  clips  shown  in  Fig,  129  the  telescope  may  be  lifted 
bodily  from  the  Y  supports,  in  which  it  is  secured. 

The  adjustments  are  the  same  as  those  for  the  Dumpy  level,  and 
may  be  tested  by  the  same  methods. 

Other  methods,  however,  are  applicable  to  the  Y  instrument. 

Adjustment  (1)  may  be  tested  in  the  manner  that  was  described 
on  p.  94  for  a  Y  theodolite.  The  telescope  supports  being  uncovered, 
the  cross-hairs  are  focussed  on  to  a  levelling  staff  held  at  a  convenient 
distance  away  and  the  reading  taken.  The  telescope  is  carefully 
lifted  from  its  bearings,  replaced  in  an  inverted  position,  and  a  second 
reading  taken.     If  the  two  readings  agree,  the  line  of  collimation  is 
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in  the  axis  of  the  telescope ;  if  not,  the  difference  is  halved  by  adj  usting 
the  two  diaphragm  screws. 

Adjustment  (2)  also— to  place  the  axis  of  the  bubble  parallel  to  the 
line  of  collimation — may  be  made  by  the  method  described  on  p.  95 
for  a  Y  or  Everest  theodolite. 

Tlie  Onshing's  Level. — In  Cushing's  level  the  object-glass,  and  the 
eye-piece  carrying  with  it  the  diaphragm,  are  interchangeable,  and 
each  can  be  rotated  in  the  socket  in  which  it  fits.  The  screw  (Fig.  130) 
ensures  that  the  diaphragm  is  in  its  correct  vertical  position  when  a 
reading  is  to  be  taken. 

The  adjustments,  which  are  the  same  as  those  for  a  Dumpy  level, 
may  be  tested  by  the  general  methods  there  described,  but  they  may 
be  more  easily  executed  by  the  special  methods  and  in  the  order  stated 
below : 

(1)  To  adjuiit  the  Line  of  OoUimatios.— The  instrument  is  levelled 
in  the  usual  manner  and,  the  bubble  being  preferably  though  not 
necessarily  in  its  central  position,  a  reading  is  taken  on  a  leveUing  staff 
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held  a  convenient  distance  away ;  or,  if  preferred,  a  point  pi  may  be 
made  on  a  wall  as  in  adjustment  (4),  p.  94,  for  a  Y  theodolite  (Fig.  105). 
The  eye-piece  and  diaphragm  are  inverted,  i.e,  are  rotated  through 
180°  in  their  socket,  and  the  levelling  staff  is  again  read.  If  the  two 
readings  do  not  coincide,  half  the  difierence  is  compensated  for  by 
means  of  the  diaphn^m  screws,  with  the  result  that  the  new  reading 
should  be  then  identical  for  either  position  of  the  eye-piece. 

(2)  To  adjust  the  Line  of  Gollimation  at  Bight  Angles  to  the  Vertical 
Axis  the  instrument  is  levelled  and,  as  before,  a  reading  taken  on  a 
levelling  staff  (or  a  point  p^  is  marked  to  coincide  with  the  cross-hairs). 
The  instrument  is  rotated  through  ISO''  in  azimuth,  and  the  eye-piece 
and  object-glass  interchanged  but  not  inverted,  so  that  the  line  of  sight 
is  directed  to  the  same  object  as  before.  The  reading  on  the  staff  is 
again  noted,  and  half  the  deviation,  if  any,  is  taken  up  by  means  of 
the  screws  provided  for  this  purpose  beneath  the  telescope  supports. 
The  line  of  collimation  should  now  be  at  right  angles  to  the  vertical 
axis,  and  no  deviation  should  be  apparent  on  repeating  the  test. 

It  should  be  noted  that,  as  in  adjustment  (1),  it  is  not  necessary 
that  the  bubble  should  be  in  the  centre  of  its  run,  nor  that  the  vertical 
axis  be  truly  vertical.  For  if  the  line  of  collimation  is  inclined  to  the 
central  axis  at  an  angle  90°  -  a,  then  on  rotating  the  telescope  through 
180°  about  this  axis,  the  axis  of  course  remains  in  the  same  position, 
but  the  centre  line  of  the  telescope  makes  an  angle  of  2a  with  its 
original  position — ^as  explained  in  Fig.  97  ;  so  that  half  this  deviation 

2a 

{i.e,  -ft-=a,  the  actual  error)  being  taken  up  by  the  screws  above 

mentioned,  the  adjustment  is  completed. 

If  the  bubble  is  brought  to  the  centre  of  its  run  for  the  first  observa- 
tion and  is  found  to  leave  that  position  when  the  telescope  is  rotated 
through  180°,  it  must  not  be  brought  back  to  the  normal  position,  as 
any  movement  of  the  parallel  plate  screws  to  effect  this  will  also  alter 
the  position  of  the  central  axis. 

(3)  To  ensore  that  the  Bubble  shall  "traverse"  correctly,  after 
setting  up  the  instrument  in  an  approximately  accurate  position,  the 
telescope  is  rotated  into  a  line  parallel  to  two  base  screws,  b  and  c 
(Figs.  95  and  96),  and  by  them  the  bubble  is  brought  to  the  centre  of  its 
run.  With  a  tribrach  arrangement  it  may  be  somewhat  more  simple 
to  orient  the  telescope  over  a  single  screw  at  right  angles  to  be. 

If  the  bubble  does  traverse  correctly,  no  displacement  should  occur 
on  rotating  the  telescope  through  180°  in  azimuth  ;  but  if  there  is  a 
deviation  of,  say,  2n  divisions,  half  this  amount  is  corrected  by  means 
of  the  screws  6  and  c,  and  the  remaining  n  divisions  by  means  of 
the  capstan-headed  screws  which  attach  the  bubble  tube  to  the 
telescope. 

After  manipulating  the  remaining  parallel  plate  screw  or  screws 
to  "  level "  the  instrument  in  a  plane  at  right  angles  to  6,  c,  the  bubble 
should  remain  in  its  central  position  for  a  complete  revolution  of  the 
telescope. 

Oooke's  Level. — This  is  shown  diagrammatically  in  Fig.  131.    The 
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telescope  is  fumislied  with  two  equal  cylindrical  flanges  which  fit  into 
two  corresponding  collars,  S  and  S',  on  the  instrument  frame,  and  from 
which  the  telescope  may  be  withdrawn  in  an  endwise  direction.  The 
collars  are  connected  by  a  rigid  cylindrical  tube  SSS'. 

When  replacing  the  telescope,  the  object-glass  end  is  inserted  into 


Fio.  131.— Cooke's  Level 

either  socket  and  the  telescope  pushed  forward  until  a  rim  on  the  rear 
flange  prevents  further  motion. 

The  small  screw  Sc  then  secures  the  telescope  in  the  socket  in  such 
a  position  that  the  cross-hairs  are  correctly  placed. 

The  permanent  adjustments  and  the  special  methods  of  besting 
and  correcting  these  are  as  follows : 
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(1)  To  place  the  Line  of  Gollimation  in  the  Axis  of  the  Telescope — 
or  in  the  axis  of  the  collars.  The  instrument  is  set  up  and  approximately 
levelled  in  the  usual  manner  and  the  cross-hairs  cQrected  to  any  well- 
defined  mark  (p.  94),  e,g,  a  pencil-mark  on  a  piece  of  white  paper  or  a 
graduation  on  the  levelling  staff.  Without  disturbing  the  instrument, 
the  telescope  is  then  rotated  in  the  sockets  and  about  its  longitudinal 
axis,  through  ISC'  (i.e.  it  is  inverted),  when  the  cross-hairs  should 
again  cut  tne  same  mark  p^.  If  not,  half  the  deviation  is  corrected 
by  means  of  the  diaphragm  screws  (2,  (2,  and  the  operation  repeated 
until  the  adjustment  is  perfect. 

(2)  To  place  the  Line  of  CoUimation  at  Bight  Angles  to  the  Vertical 
Axis. — ^The  instrument  is  set  up  and  approximately  levelled,  and  the 
telescope  having  been  brought  over  a  pair  of  parallel  plate  screws  6,  c, 
or  over  a  single  screw  in  a  tribrach  arrangement,  is  directed  to  a  well- 
defined  mark  (p.  94).  The  telescope  is  withdrawn  from  its  sockets 
and  replaced  £rom  the  opposite  end,  so  that  the  telescope  flanges  are 
now  in  the  opposite  sockets  to  their  former  positions.  The  whole 
instrument  is  then  rotated  through  180°  in  azimuth,  to  enable  the 
telescope  to  be  directed  again  towards  the  mark  p^. 

If  the  cross-hairs  do  not  now  bisect  p^,  half  the  deviation  is  corrected 
by  the  parallel  plate  screws  and  half  by  the  screws  NN^,  which  permit 
the  socket  immediately  above  them  to  be  raised  or  lowered  as  desired. 
The  procedure  is  repeated  until  the  adjustment  is  correct  (compare 
adjustment  (2),  p.  151). 

(3)  To  make  the  Bubble  traverse,  exactly  as  in  the  case  of  Cushing's 
level,  half  the  deviation  of  the  bubble  from  its  central  position,  on 
reversal,  is  corrected  by  means  of  the  bubble  capstan-headed  screws 
RR  and  half  by  the  parallel  plate  screws. 

A  precise  levelling  insbrnment  may  be  either  of  the  Dumpy  or  the 
Y  ^  type,  but  the  telescope  usually  has  a  greater  magnifjang  power  (40 
to  50  diameters)  than  the  ordinary  instrument.  It  is  provided  with 
three  parallel  plate  screws  and  a  very  sensitive  bubble,  which  is  brought 
to  the  centre  of  its  nm  for  each  reading  by  means  of  a  fine  adjustment 
screw  under  the  eye-piece  of  the  instrument,  thus  slightly  altering  the 
angle  between  the  line  of  collimation  and  the  vertical  axis  each  time. 
In  an  ordinary  level  the  bubble  is  made  to  "  traverse,"  and  is  brought 
to  the  centre  of  its  run  by  means  of  the  parallel  plate  screws ;  but  with 
such  a  sensitive  bubble  as  that  of  a  precise  instrument  accuracy  can 
be  obtained  more  expeditiously  with  the  fine  adjustment  screw  by 
centering  the  bubble  independently /or  each  reading, 

A  mirror  is  provided  over  the  bubble  tube  so  that  the  observer  can 
see  from  the  reflection  that  the  bubble  is  in  the  correct  position  while 
the  staff  is  being  read. 

In  the  U.S.  Coast  Survey  Level  a  small  auxiliary  telescope  was 
provided  for  viewing  the  bubble  with  the  left  eye,  while  the  staff  was 
being  read  through  the  main  telescope  with  the  right  eye. 

Occasionally  the  bubble  is  not  accurately  centered,  but  the  devia- 

^  The  "  Kern  "  level,  of  Swiss  make,  is  of  the  Y  type  and  has  been  largely  used 
in  U.S.A. 
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Hoa  is  noted  and  a  correction  applied  to  the  lesulta,  as  shown  on 
p.  188. 

Certain  adjustments  of  the  instrument  need  to  be  tested  daily — 
before  and  after  the  day's  operations — but,  unless  the  error  is  greater 
than  some  specific  amount,  the  instrument  itself  is  not  adjustra,  but 
a  calculated  correction  is  applied  to  the  re«uUs  obtained  during  the 
day. 

For  example,  to  teat  the  line  of  coUimation  the  stafE  is  set  up  at  a 
measured  distance,  aay  d,  from  the  instrument,  and  a  number  of  read- 


FiQ.  132.— Zeiss  LeveL 

ings  taken  with  the  telescope  in  its  normal  position,  and  also  in  its 
inverted  position,  i.e.  when  rotated  through  180°  about  its  longitudinal 
axis. 

If  the  mean  of  the  observations  in  these  two  positions  be  «j  and  a^ 
respectively,  then  the  error  of  coUimation  at  the  distance  d  is    ^      ' 

(see  Fig.  101),  so  that  the  correction  to  be  applied  at  any  distance  x 
is  therefore 

In  the  Miseisuppi  Biver  Survey  the  instrument  was  not  necessarily 
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adjusted  unless  the  collimation  enor  was  1-25  mm.  or  more  at  a  distance 
of  50  metres. 

Zeiss  LeveL — The  Zeiss  level  differs  in  several  respects  from  the 
instruments  described  above. 

Nos.  II.  and  III.  are  of  the  form  shown  in  Fig.  132,  the  larger  size 
being  suitable  for  precise 
levelling  operations.  uA—^ C B 

No.  I.  is  a  smaller 
instrument  of  the  same 
general  design  as  Nos.  II. 
and  III.,  but  it  differs  in 
a  few  of  the  details. 

The  telescope  of  this, 
which  is  only  8  inches 
long,  magnifies  20  dia- 
meters, and  though  the 
whole  instrument  weighs 

but  iji  lbs.  in  its  case,  it  is  considered  equivalent  to  an  ordinary 
12"  or  W  Dumpy. 

No.  IV.  is  a  cheaper  form  and  differs  in  many  respects  from  Nos. 
I.,  II.,  and  III. 

The  type  shown  in  Fig.  132  will  be  described  here. 

The  normal  object-glass  A  consists  of  an  achromatic  plano-convex 
lens  permanently  fixed  in  the  tube  by  the  makers,  and  there  is  a 
similar  lens  B  fixed  at  the  opposite  end  of  the  tube  as  shown  in  Fig. 
133. 

Cross-hairs  are  engraved  on  the  interior  surface  of  each  of  these 
lenses,  consequently  they  cannot  be  adjusted  and  diaphragm  capstan 
screws  are  unnecessary. 

The  image  formed  by  the  object-glass  A  is  focussed  on  to  the  opposite 
lens  B  by  means  of  a  negative  lens  C.  This  lens  can  be  made  to  slide 
in  the  tube  by  the  manipulation  of  the  milled-headed  screw  on  the 

outside  of  the  tube,  to 
H      which   is   connected  a 

/Si"I.""y..li' — i      r^ck  and  pinion  arrange- 
'  '      ment. 

The  compound  eye- 
piece, which  magnifies 
the  image,  can  be  ad- 
justed for  parallax  by 
a  rotary  motion  —  a 
much  more  convenient  method  than  the  usual  sliding  motion — and 
the  edge  of  the  eye-piece  is  graduated  in  diopters  (Fig.  132). 

The  principle  underlying  the  method  of  focussing  with  a  negative 
lens  may  be  seen  from  the  diagram  in  Fig.  134,  where  the  two  lenses 
are  represented  by  single  glasses.  Let  A  represent  a  point  upon  the 
staff,  from  which  two  rays  only  are  shown.  These  rays,  together  with 
others,  would,  in  the  absence  of  the  negative  lens,  come  to  a  common 
focus  at  a,  where  an  image  of  A  would  be  formed.    The  effect  of  the 
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additional  lens  is  to  tend  to  diverge  the  rays ;  this  causes  them  to 
produce  the  image  of  A  at  o^  instead  of  at  a,  and  it  will  be  seen  from 
the  following  analjrsis  that  by  suitably  altering  the  distance  between 
the  two  lenses  the  point  o^  may  be  made  to  fall  on  a  fixed  plane,  viz. 
that  of  the  diaphragm  wires. 

Let  /  be  the  principal  focal  length  of  the  object-glass, 
f'  be  the  principal  focal  length  of  the  negative  lens, 
/i   be  the  distance  from  the  object-glass  to  the  staff, 
/a  be  the  distance  from  the  object-glass  to  the  image  which 

would  be  formed  were  the  negative  lens  absent, 
f-^'  be  the  distance  from  the  negative  lens  to  the  image  which 

would  be  formed  were  the  negative  lens  absent, 
f^   be  the  distance  from  the  negative  lens  to  the  image  actually 

formed  at  o^, 
d^  be  the  distance  from  the  object-glass  to  the  image  actually 

formed  at  o^, 
d    be  the  distance  between  the  two  lenses. 

ThenfromCihap.IL  ^  =  A+1  and/2=  ^1  ,        .        .        .    (1) 

ft  >/         /»/>  J  7w         >-/•  •  •  •         V*/ 

/       J\       J%  /2    "/l 

Substituting  f^  =  (/j  - d)  and  f^ ^d^- d. 

From  (1)  and  (3)    U^  "  ;%)  /'  =  (y^  >-  d)  (^^i  -  d),  whence 
^(/i  -/)  -  d{ff^  +  d,{f,  -/)}  -  d^f^'  ^djf,^  djf  ^ff,r  =  0. 

This  equation  is  a  quadratic  expressing  the  value  of  d  in  terms  of 

/»/',  ^i>  and /i. 

But  /  and  f  are  constants,  these  being  the  principal  focal  lengths 
of  the  two  lenses,  and  the  remaining  quantities  are  d^  and  fi. 

In  the  Zeiss  instrument  d^y  the  distance  between  the  object-glass  and 
the  cross-hairs,  is  also  kept  a  constant  value,  consequently  as  f^,  the 
distance  to  the  staff,  varies,  d  must  be  altered  by  means  of  the  nulled- 
headed  focussing  screw  until  equation  (4)  is  satisfied. 

Before  taking  any  readings,  the  instrument  is  approximately 
levelled  by  means  of  the  3-ft.  screws,  the  bubble  of  the  circular  level 
on  the  left  of  the  standard  in  Fig.  132  being  brought  by  their  aid  to 
the  centre  of  its  run. 

In  addition  to  tUs  circular  bubble,  however,  there  is  a  long  sensitive 
bubble,  enclosed  in  a  glass  tube  to  protect  it  somewhat  from  extreme 
changes  in  temperature  and  carried  on  brackets  from  the  side  of  the 
telescope.  As  a  final  operation  the  angle  between  the  longitudinal 
axis  of  the  telescope  and  the  main  vertical  spindle  of  the  instrument  is 
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altered  by  means  of  the  fine  adjustment  screw  seen  on  the  right  of  the 
standard ;  and  in  this  way  the  bubble  is  accurately  centered.  The 
result  of  this  motion  is  that  the  telescope  axis  is  not  necessarily  at 
right  angles  to  the  main  axis,  which  is  only  approximately  vertical ; 
consequently  the  bubble  will  not  traverse,  but  must  be  readjusted 
whenever  the  telescope  is  moved  in  azimuth,  as  explained  on  p.  86 
and  in  Fig.  97. 

The  need  for  such  readjustment  of  the  bubble  is  not  as  serious  a 
drawback  as  might  be  anticipated,  because,  as  the  bubble  can  be 
seen  from  the  eye-piece  end  of  the  telescope  by  reflection  in  the  small 
prism  above  the  bubble  tube,  it  is  not  necessary  for  the  operator  to 
change  his  position  to  the  side  of  the  instrument,  and  the  fine  adjust- 
ment levelling  screw  is  quickly  and  easily  manipulated. 

One  half  of  each  extremity  of  the  bubble — ^illuminated  by  means 
of  the  adjustable  mirror  placed  inmiediately  below  it — ^is  reflected  by 
the  prisms  in  the  long  rectangular  casing  immediately  above  the  bubble 
tube  into  the  small  prism  box.  The  arrangement  is  so  effected  that 
when  the  bubble  is  "central" 
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the  reflections  of  the  two  halves 

make  one  curve,  as  in  Fig.  136,  a, 

while  when  slightly  out  of  truth 

the  appearance  of  the  reflections  io,)  (b) 

is  as  in.  Fig.  136,  b.  Fig.  136. 

There  is  also  a   clamp  and 
tangent  screw  to  effect  accurate  adjustment  in  azimuth.    This  is  seen 
above  the  spherical  bubble  on  the  left  of  the  standard  in  Fig.  132. 

Adjustment. — ^When  the  bubble  is  seen  as  Fig.  135,  a,  the  line  of 
collimation  of  the  telescope  should  be  horizontal,  and  the  truth  of  this 
adjustment  is  examined  as  follows : 

A  staff  is  held  vertically  upon  a  peg  or  other  flirm  object  at  a  distance 
of  about  150  ft.  from  the  instrument,  and  readings  are  taken  under  the 
four  following  conditions,  the  bubble  being  accurately  centered  for 
each  by  means  of  the  fine  adjustment  levelling  screw : 

(a)  With  the  telescope  in  its  normal  position,  the  eye-piece  at  the 
opposite  end  of  the  tube  to  the  usual  object-glass,  and  with  the  bubble 
tube  on  the  left  of  the  telescope  as  in  Figs.  132  and  133,  a. 

(5)  With  the  clamp,  which  is  seen  projecting  over  the  top  of  the 
telescope  in  Fie.  132,  loosened,  and  the  telescope  rotated  through  180° 
on  its  longitudmal  axis  so  that  the  bubble  tube  is  on  the  right  of  the 
telescope,  and  the  prism  box  below  the  bubble. 

(o)  With  the  eye-piece  removed  from  its  normal  position  and  screwed 
into  the  cap  in  front  of  the  normal  object-glass,  the  telescope  and  bubble 
remaining  as  in  (6)  (Fig.  133,  6). 

(d)  With  the  eye-piece  removed  from  its  normal  position  and 
screwed  into  the  cap  in  front  of  the  normal  object-glass,  but  with 
the  telescope  and  bubble  as  in  (a). 

In  positions  (o)  and  {d)  the  small  prism  may  be  turned  through 
180"^  in  azimuth,  so  that  the  bubble  can  be  seen  from  the  end  of  the  tube 
at  which  the  eye-piece  is  now  fixed. 
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The  arrangement  of  the  lenses  in  the  cases  (a)  (6)  and  (e)  (d)  re- 
spectively is  seen  in  Fig.  133,  a  and  6. 

If  the  instrument  is  in  perfect  adjustment  the  four  readings  will 
be  coincident. 

For  ordinary  work  the  instrument  is  used  throughout  as  in  method 
(a),  hence  it  is  necessary  that  when  the  eye-piece  is  normal  and  the 
bubble  on  the  left  of  the  telescope,  the  line  of  collimation  shall  coincide 
with  the  true  horizontal  line  so  determined. 

Consequently,  if  the  adjustment  is  not  perfect,  the  instrument  is 
again  arranged  as  in  (a)  and  the  telescope  tUted  by  means  of  the  fine 
adjustment  levelling  screw  until  the  staff  reading  is  made  to  agree 
with  the  mean  value  of  the  four  results. 

If  the  eccentricity  of  the  bubble  is  now  considerable,  the  bubble 
tube  is  tilted  by  means  of  the  antagonising  capstan-headed  screws  at 
its  ends  until  the  bubble  is  approximately  in  the  centre  of  the  tube. 

When  this  has  been  done,  or  if  the  divergence  of  the  bubble  is  such 
a  slight  amoimt  that  it  is  unnecessary  to  alter  the  tube  itself,  the  final 
adjustment  is  completed  by  releasing  the  clamp  at  the  end  of  the  long 
rectangular  prism  box,  and  adjusting  this  by  means  of  the  screw  untU 
the  ends  of  the  bubble  appear  in  the  small  prism  box  as  in  Fig.  135,  a. 

That  is  to  say,  the  line  of  collimation  is  set  truly  horizontal 
and,  at  the  same  time,  the  reflections  of  the  two  ends  of  the  bubble 
are  made  to  coincide.  This  can  be  accomplished  even  though  the 
bubble  is  not  in  the  exact  centre  of  its  tube,  provided  that  it  is 
approximately  so. 

For  precise  work  it  is  sometimes  customary  to  adopt  as  corr^t 
the  mean  of  two  readings,  for  one  of  which  the  telescope  is  in  the 
normal  position  (Fig.  132),  and  for  the  other  the  telescope  is  inverted 
as  in  (6).  For  such  work  it  is  essential  that  the  mean  of  these  two 
readings  shall  agree  with  the  mean  of  the  four  values  (a),  (6),  (o),  (d) 
above. 

Thus  if  the  four  readings  on  the  staff  are  r^,  r^,  fe^  fd  respectively, 
then  if  the  instrument  is  in  adjustment, 

^-^  will  be  equal  to  !a±!:*±^A±^  =  R,  say. 
If  this  is  not  the  case,  but 

then  the  telescope  must  be  tilted  by  means  of  the  screw  A  until  the 
reading  rJi  in  the  normal  position  (a)  of  the  instrument  is  equal  to 
fa  +  wi,  as  any  movement  of  the  telescope  affects  r«  and  r^  equally. 

The  long  prism  casing  is  then  adjusted  by  the  screw  at  its  extremity 
— and  if  necessary  the  bubble  tube  also  by  means  of  the  capstan  screws 
— until  the  reflection  in  the  small  prism  appears  as  in  Fig.  135,  a. 

It  now  remains  to  adjust  the  bubble  tube  so  that  its  horizontal 
projection  is  parallel  to  the  axis  of  the  telescope,  and  to  do  this  the 
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telescope  is  rotated  through  90°,  i.e.  until  the  bubble  is  immediately 
above  the  telescope.  The  correct  reading  R  is  then  bisected  on  the 
staff,  and  the  bubble  brought  to  its  central  position,  as  seen  in  the  small 
prism,  by  means  of  those  capstan-headed  adjusting  screws  at  the  end 
of  the  bubble  tube,  which  are  horizomtal  in  the  normal  positions  (a) 
or  (6). 

iutt  alternative  and  more  accurate  method  of  performing  this  adjust- 
ment is  to  place  the  tripod  so  that  one  leg  is  directed  towards  the  sta^E. 
The  bubble  is  then  placed  above  the  telescope  and  brought  to  the  centre 
of  its  run  while  a  reading  on  the  stafE  is  noted. 

The  foot  screws  are  now  in  the  positions  shown  in  Fig.  136,  so  that 
if  the  screw  2  is  turned  through,  say,  180  or 
more  degrees  a  tilt  is  given  to  the  instrument 
in  a  direction  at  right  angles  to  the  line  join- 
ing the  screws  1  and  3.  The  component  of 
this  movement  along  the  direction  IS  will 
slightly  alter  the  reading  on  the  staff  S,  i.e. 
in  Fig.  136,  if  2  is  raised,  the  reading  will  be 
increased.  Similarly,  if  the  screw  3  be  turned, 
the  instrument  will  be  tilted  in  a  direction  at 
right  angles  to  1-2. 

It  is  evident  then  that  if  3  is  screwed  in    >->^ 
the  opposite  direction  to  2,  the  component   (2^ 
along  IS  of  the  latter  movement  can  be  made 
to  neutralise  that  caused  by  2. 

When  the  original  reading  has  been  ob- 
tained on  the  staff  by  rotating  3,  it  signifies 
that  the  point  a,  midway  between  2  and  3, 
is  raised  to  its  original  level ;  and  as  1  is 
unaltered  the  resultant  effect  on  the  instru- 
ment is  a  tilt  roimd  loS  as  an  axis. 

Consequently,  if  the  axis  of  the  bubble  is  parallel  to  laS,  the 
position  of  the  bubble  as  seen  in  the  small  phsm  box  will  be  imaffected 
by  this  motion,  i.e.  it  will  revert  to  its  central  position  when  the  original 
staff  reading  is  re-obtained  by  the  tumiag  of  screw  3.  But  if  the 
horizontal  projection  of  the  bubble  tube  axis  is  not  parallel  to  loS, 
the  tilting  movement  at  right  angles  to  laS  will  have  a  component 
along  the  tube  and  cause  a  displacement  of  the  bubble  from  its  central 
position. 

The  adjustment  is  completed  if  necessary  by  means  of  the  horizontal 
screws  provided  for  the  purpose  at  the  end  of  the  bubble  tube. 

The  levelling  staff  is  usually  graduated  in  feet,  decimally  divided 
into  tenths  and  hundredths  of  a  foot.  The  length,  cross-section,  and 
method  of  graduation,  etc.,  vary  considerably  in  different  patterns, 
but  the  most  usual  form  is  known  as  Sopwith's  and  is  shown  in 
Fig.  137,  a. 

This  staff  is  of  telescopic  design  and  of  rectangular  section,  the 
total  length  when  extended  bein^  usually  14  ft.,  though  other  lengths 
are  also  obtainable.    Sometimes  it  is  in  one  length  of,  say,  10  ft.,  and  at 
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other  times  it  is  hinged  to  fold  in  two  lengths.  It  is  made  of  timber 
such  as  mahogany,  well  seasoned,  and  bound,  shod,  and  capped 
with  brass.  The  giadua- 
tione  are  painted  dijrect  on 
the  face,  or  a  vanushed 
scale  is  pasted  on.    In  the 

i  usual  pattern  the  figures  in- 
dicating the  whole  numbers 
of  feet  are  painted  in  red, 
Bome — such  as  V  and  X — 
being  for  distinction  in 
Roman  figures,  while  the  re- 
mainder are  of  other  forms. 
The  tops  of  these  red  figures 
denote  the  level  of  the  foot 
which  they  specify.  Some- 
times the  11,  12,  and  13 
are  repUced  by  one,  two,  or 
three  square  dote  respect- 
ively, as  the  top  length 
of  the  staff  is  necessarily 
rather  narrow.  The  staff 
when  viewed  throagh  the 
majority  of  levelling  and 
Btadia  instruments  appears 
inverted,  so  that  as  con- 
fusion is  liable  to  arise 
between  the  6  and  the  9 
(note  the  6  does  not  appear 
among  the  black  figures), 
the  9  is  often  made  blind 
as  3  >  while  the  eye  of  the 
6  is  clear  as  E- 

On  some  staves  the 
figures  are  inverted  so  that 
they  appear  erect  when 
viewed  throagh  the  tele- 
scope {Fig.  137,  6).  The 
subdivisions  of  a  foot  are 
marked  by  the  black 
(<■)  Upright  (ft)  Beveme.  (c)  Target  Rod.  numerals  1,  3,  T,  7,  and  9, 
Fio.  137,— I«Tol  SuvBs,  each  of  these  being  exactly 

1  of  a  foot  in  height. 
Thus  the  top  of  the  black  1  denotes  -1 
J,        bottom         „      3       „        -2 
.,        top  „       3       „        -3 

„        bottom         „      V       „        -4 
„        top  „      V       „        -5  and  so  on. 

Each  tenth  of  a  foot  is  subdivided  into  ten  parts,  and  the  alternate 
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spaces  filled  in  as  shown  in  Fig.  137.  The  top  of  a  white  space  thus 
indicates  an  odd  number  of  hundredths,  while  the  top  of  a  black  space 
indicates  an  even  number.  Usually  the  further  subdivision  of  these 
spaces  is  not  estimated,  the  second  decimal  place  being  taken  as  odd 
if  the  hair-line  intersects  upon  a  white  space,  and  even  if  on  a  black 
space.    Other  forms  of  graduation  are  shown  in  Fig.  164. 

To  obviate  mistakes  which  may  arise  in  those  cases  where  a  la^e 
red  figure  does  not  happen  to  fall  within  the  field  of  the  telescope, 
sometimes  one  or  two  smaller  supplementary  red  figures  are  painted  in 
intermediate  positions  in  each  foot  length. 

Otherwise  the  stafE  man  may  be  instructed  to  raise  the  whole  staff 
slowly  until  a  red  figure  comes  into  view — ^when  this  figure  will  be 
the  correct  number  of  whole  feet  to  be  booked ;  or  the  staff  man  may 
run  his  finger  along  the  staff  until  this  is  seen  through  the  telescope — 
when  the  correct  number  of  whole  feet  to  be  added  to  the  observed 
decimal  readings  may  be  noted  directly. 

If  it  is  intended  that  the  staff  shall  be  read  by  the  instrument  man, 
through  the  telescope,  the  staff  is  known  as  self-reading  (Fig.  137,  a 
and  6),  but  for  longer  distances  a  "  target  '*  staff  is  employed  (Fig. 
137,  c).  This  is  provided  with  a  movable  vane  which  is  adjusted  by 
the  staff  man  until  the  instrument  man  signals  that  the  central  mark 
coincides  with  the  diaphragm  web.  The  staff  man  then  observes  and 
books  the  vernier  reading.  For  important  work  several  readings 
would  be  taken  and  a  mean  adopted  (see  Reciprocal  Levelling). 

The  Philadelphia  rod,  by  Gurley,  shown  in  Fig.  137,  c,  is  13  ft.  long, 
and  is  graduated  in  feet,  tenths  and  himdredths,  while  the  vernier 
reads  to  thousandths. 

Staves  used  for  precise  survey  work  are  generally  not  extensible, 
but,  like  those  used  on  the  Ordnance  Survey  of  Qreat  Britain  and  the 
Indian  Survey,  are  in  one  length.  These  were  10  ft.  long,  and  self- 
reading,  graduated  on  both  faces  from  different  zero  positions,  and 
could  be  read  either  in  an  upright  normal  position  or  reversed,  so  that 
four  different  readings  could  be  taken  at  any  particular  staff  station. 

American  types  are  generally  of  +  or  T  section,  and  are  graduated 
in  metres,  subdivided  to  centimetre  or  even  2-millimetre  divisions. 
A  spirit  level,  a  plumb-line  or  pendulum  device  is  provided  to  ensure 
verticality,  and  sometimes  a  thermometer  is  attached  for  determining 
temperatiLre. 

Levelling 

A  level  surface  may  be  defined  as  a  surface  the  tangent  plane  at 
every  point  of  which  is  perpendicular  to  the  direction  of  gravity  at 
that  point,  and  it  coincides  with  the  shape  adopted  by  the  surface 
of  a  free  liquid. 

The  surface  of  the  earth  at  "  mean  sea-level,"  i.e.  the  mean  level 
of  the  great  oceans,  is  known  as  the  Geoid,  and  this  is  by  no  means  a 
regular  figure,  because  the  direction  which  a  plumb-bob  assumes  under 
the  action  of  gravity  depends  upon  many  factors,  such  as  the  difference 
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in  density  of  difierent  portions  of  the  earth's  crust,  and  the  attraction 
in  a  lateral  direction  due  to  large  mountain  masses. 

Near  moimtain  ranges,  though  there  are  many  exceptions  to  the 
rule,  the  surface  of  the  geoid  tends  to  be  raised  higher  than  would 
otherwise  be  the  case,  while  proximity  to  the  great  oceans  tends  to 
produce  depressions  in  the  geoid. 

For  many  purposes  it  has  been  assumed  that  the  geoid  is  approxi- 
mately spherical  in  form,  but  for  more  precise  work  it  is  taken  as  an 
oblate  spheroid,  i.e,  the  surface  of  revolution  of  an  ellipse  about  its 
minor  axis. 

Other  forms  —  such  as  the  Ellipsoid,  which  has  three  unequal 
principal  axes — have  been  suggested  as  agreeing  more  closely  with  the 
actual  surface  of  the  earth,  but  need  not  be  further  considered  here. 

The  size  of  the  particular  sphere,  spheroid,  ellipsoid,  or  other  shape 
adopted  is  such  that,  as  far  as  the  known  data  allows,  the  differences 
between  it  and  the  geoid,  as  determined  by  the  method  of  Least 
Squares,  are  a  minimum. 

If  it  were  truly  spherical,  any  plane  section  would  be  circular  ;  the 
mean  radius  of  the  sphere  which  most  nearly  coincides  with  the  geoid 
may  be  taken  as  20,890,000  ft. 

If  considered  as  an  oblate  spheroid,  any  section  parallel  to  the 
equatorial  plane  would  be  circular,  but  any  meridional  section  (i.e. 
through  the  poles)  would  be  elliptical.  For  the  dimensions  of  the 
oblate  spheroid  the  reader  is  referred  to  Chapter  XVI. 

These  measurements  have  been  computed  in  a  variety  of  ways,  e,g. 
by  the  actual  measurement  of  arcs  at  different  latitudes,  by  pendulum 
observations  for  the  intensity  of  the  force  of  gravity,  by  calculations 
based  on  astronomical  observations,  etc. 

The  use  of  the  terms  "  Level "  and  "  Horizontal "  is  somewhat 
confused  in  every-day  parlance,  but  here  it  is  assumed  that  a  Level 
line  is  a  line  lying  wholly  in  the  geoidal  or  corresponding  spheroidal 
surface,  while  a  horizontal  line  is  that  lyins  in  a  plane  tangential 
to  this.  A  level  line  is  therefore  curved,  while  a  horizontal  line  is 
straight. 

If  the  effect  of  refraction  upon  it  is  n^lected,  the  line  of  coUimation 
of  a  properly  adjusted  level  is  a  horizontal  line,  but  as  the  distances 
at  which  a  levelling  staff  can  be  read  with  an  ordinary  instrument  are 
comparatively  small,  the  divergence  of  this  from  a  level  line  is  in- 
appreciable, though  in  the  case  of  exceptionally  long  sights  an  allow- 
ance for  **  Curvature  and  Refraction  "  is  made  as  explained  later. 

Considering  then  for  the  present  that  the  horizontal  line  of  coUima- 
tion is  a  level  line,  the  ordinary  method  of  levelling  is  shown  in  the 
following  example. 

Fig.  138  shows  the  plan  of  a  road,  of  which  a  longitudinal  section  is 
required  for  sewering  purposes.  The  existing  sewer  finishes  at  the 
manhole  A,  where  the  depth  to  the  invert  is  10  ft.  6  ins. 

The  road  is  bounded  by  thick  hedges  which  cannot  easily  be  seen 
through;  and  there  is  a  bench  mark  TT  on  the  house  shown,  the 
reduced  level  of  which  is  80*60  ft.  above  Ordnance  datum.    These 
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"  bench  marks  "  have  been  left  at  various  points  all  over  the  country 
by  the  Ordnance  Surveyors,  and  are  usually  V-shaped  incisions  cut  into 
the  stonework  or  brickwork  of  churches,  bridges,  or  other  permanent 
structures.    Upon  the  maps,  the  positions  of  ^ese  are  given,  together 


with  the  height  of  the  centre  of  the  top  horizontal  bar  of  each  above 
the  '*  Ordnance  Datum  Level."  ^  It  was  intended  that  the  datum  as 
marked  on  the  entrance  to  the  Mersey  Docks  at  Liverpool  should 
coincide  with  the  "  mean  sea-level,"  but  some  doubt  exists  as  to  the 

^  Notes  on  the  ReTised  LeveUing  of  Gzeat  Britain  are  given  on  p.  198. 
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accuracy  of  this ;  in  fact,  it  has  been  computed,  from  observations 
made  at  thirty-two  places  on  the  English  coast  and  eighteen  on  the 
coast  of  Scotland,  that  **  mean  sea-level "  is  about  0*66  ft.  above 
"  Ordnance  datum." 

As  shown  in  this  example,  Ordnance  bench  marks  form  a  very 
convenient  method  of  checkmg  long  lines  of  levels. 

The  first  position  at  which  the  instrument  is  set  up  and  levelled  is 
in  the  main  road  opposite  the  entrance  to  Parkgate  House.  From 
this  position  both  the  B.M.  and  the  initial  point  A  can  be  seen.  The 
levelling  stafi  is  held  vertically  against  the  wall  of  the  house  and  mth 
the  bottom  of  its  base  plate  level  with  the  centre  of  the  horizontal 
bar  of  the  bench  mark.  The  telescope  is  directed  towards  this,  the 
object-glass  shade  displaced,  the  stafE  focused  by  means  of  the  large 
milled-head  on  the  side  of  the  telescope,  and  the  eye-piece  corrected 
for  parallax,  i.e.  moved  inwards  or  outwards  until  the  hair-lines  are 
seen  quite  distinctly  and  there  is  no  apparent  movement  relative  to 
the  image  when  the  eye  is  moved  upwanls  or  downwards. 

The  reading  at  which  the  horizontal  web  of  the  diaphragm  appears 
to  cut  the  stafE  is  now  noted  (say  1*04)  and  entered  in  the  first  column 
of  the  level  book  as  a  Back  Sight,  while  in  the  "  Remarks  "  column  a 
note  is  made  "  X  on  Parkgate  House."  The  reduced  level  80*60  is 
filled  in  either  now  or  later  from  the  Ordnance  maps. 

It  may  be  stated  here  that  the  first  reading  at  any  setting  of  the 
instrument  is  booked  as  a  "  Back  Sight,"  while  the  last  reading  for 
any  setting  is  a  "  Fore  Sight." 

The  two  forms  of  level  book  in  general  use  are  shown  on  pp.  165 
and  166,  and  the  columns  to  be  entered  up  in  the  field,  are  identical 
in  each.  The  difierence  between  the  two  forms  lies  in  the  method  of 
"  reduction  "  afterwards  in  the  office. 

The  first  column  on  the  page  is  sometimes  "  Chainage." 

The  stafE  is  next  placed  on  the  manhole  cover  at  A  and  a  reading 
(4-58)  taken,  and  entered  in  the  *^  Intermediate "  column.  The 
chainage  conmiencing  from  this  point,  0  is  entered  in  the  **  Distance  " 
column  and  a  note  is  made  as  shown  in  the  ''  Remarks  "  column.  A 
further  reading  may  be  taken  upon  the  invert  of  the  sewer  if  this  can 
be  conveniently  obtained. 

The  chain  is  stretched  along  the  road  from  A,  and  the  staff  held 
vertically  in  the  centre  of  the  road  at  the  end  of  every  chain  (or  half 
chain)  length  when  the  slope  is  fairly  regular,  or  at  every  change  of 
slope  if  sufficiently  well  defined ;  and  the  reading  at  100  is  booked 
(4-22)  in  the  **  Intermediate  "  column. 

The  chainage  to  the  centre  of  the  road  at  the  bend  G  is  noted  as 
123  in  the  "  Distance  "  column,  and  a  reading  4-45  is  taken  on  the 
staff  at  this  point,  and  entered  in  the  **  Fbre  Sight "  column,  as  it  is 
apparent  that  the  next  staff  station  will  not  be  seen  from  the  present 
position  of  the  instrument. 

A  new  position  for  the  instrument  must  now  be  chosen,  and  the 
points  to  be  borne  in  mind  are :  (1)  the  instrument  must  be  sufficiently 
high  to  enable  the  line  of  collimation  to  cut  the  staff  held  at  the  old 
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fore  sight  station,  when  used  as  the  proposed  back  sight  station ;  (2) 
the  distances  from  the  instrument  to  the  points  at  which  back  and 
fore  sight  readings  are  to  be  taken  should  be  approximately  equal, 
or  exactly  so  for  very  accurate  work ;  and  (3)  these  distances  should 
not  be  so  great  as  to  cause  the  readings  to  be  very  indistinct. 


Leyelfl  for  Continuation  of  Sewer  in  Weller  Road. 
(CoUimation  Method.)  March  5,  19—. 


Sedooed  Level. 

Back 
Sight. 

Inter- 
mediate. 

Fore 

Sight. 

DistaDoe. 

Kemarks. 

Inetr.  AxiA. 

Staff  Stotion. 

104 

■  • 

«    • 

81-64 

80-60 

•  • 

X  Parkgate  House. 

•  • 

4-58 

•  • 

■   • 

7706 

0 

Manhole  cover  at  A. 
Depth    to    invert 
10-60  ft. 

•  • 

4-22 

■   • 

•  • 

77-42 

100 

Centre  of  Road. 

6-28 

•  • 

4-45 

82-47 

77-19 

123 

Bend  of  road. 

•  • 

514 

•  • 

■  • 

77-33 

200 

Centre  of  road. 

■  • 

4*55 

•  • 

•  • 

77-92 

300 

»>            »» 

•   a 

402 

•  « 

•  • 

78-45 

400 

»»                        99 

•   • 

3-55 

•  • 

•  • 

78-92 

500 

»>                        >f 

•    • 

3-27 

■  • 

■  • 

79-20 

600 

tt                        »t 

4-74 

•  • 

2-98 

84-23 

79-49 

630 

Bend  of  road. 

•  • 

5-60 

«  • 

•  • 

78-73 

700 

Centre  of  road. 

•  • 

5-97 

•  • 

•  « 

78-26 

800 

»            •> 

•  • 

6-70 

•  • 

•  « 

78-53 

900 

ff            ff 

■  • 

5-20 

•  * 

•  • 

79-03 

1000 

9f                      »> 

•  • 

4-75 

•  ■ 

■  • 

79-48 

1100 

»>                       »> 

6-38 

•  • 

4-54 

8607 

79-69 

1200 

»•                        $9 

•  • 

5*94 

•  • 

•  • 

80-13 

1300 

>»                        *f 

«  • 

4-87 

•  • 

•  • 

81-20 

1400 

•»                         tt 

•  • 

4-30 

•  • 

a    • 

81-77 

1600 

*f                        >• 

•  • 

4-00 

•  • 

•    • 

82-07 

1600 

}>                        >» 

■  ■ 

3-45 

•  • 

•    • 

82-62 

1700 

tf                        t» 

513 

•  • 

3-21 

87-99 

82-86 

1782 

Bend  of  road. 

«    a 

4-67 

•  • 

•  * 

83-32 

1800 

Centre  of  road. 

•    • 

4*25 

a    • 

•  • 

83-74 

1900 

>}            >} 

6-29 

•  ■ 

3-98 

89-30 

84-01 

1934 

Position   of  new 
manhole  B. 

8-22 

•  • 

6-76 

90-76 

82-54 

■  • 

■  • 

■  • 

•  • 

1-34 
»9» 

■  • 

89-42 

•  • 

"a    Stetion    Bridge 
89-40. 

se-Oii 

■  • 

•    m 

89-42 

•  • 

•  • 

27* 

«  • 
•  • 

•  • 

•  • 

m    m 
•    • 

8(h60 

•  • 

•  • 

y8-82 

^-82 

It  is,  of  course,  not  necessary — nor  even  advisable — that  the 
instrument  should  be  placed  upon  the  section  line,  any  convenient 
and  firm  position  from  which  all  the  points  are  visible  being  suitable. 

If  the  point  D  be  chosen  as  the  instrument  station,  the  distance 
to  a  back  sight  station  at  C  is  rather  excessive,  so  that  a  point  (II.) 
approzimatdy  midway  between  G  and  D  would  be  more  suitable. 
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The  levelling  staff  is  accordingly  again  held  at  G,  and  the  reading 
(6*28)  entered  in  the ''  Back  Sight "  column  and  on  the  same  line  as  the 
previouB  fore  sight  riding  of  4-45.  The  readings  at  200,  300,  400, 
500,  and  600  ft.  are  booked  as  intermediate  sights,  and  that  at  the 
corner  D  (2-98)  as  a  fore  sight. 

The  instrument  is  again  moved,  and  the  next  length  DE  being 


Levels  for  Continuation  of  Sewer  in  Weller  Road. 


(Rise  and  Fall  I 

Method.) 

Fore 
Sight. 

Rifle. 

Fall 

Reduced 
LeveL 

March  6,  19—. 

Back 
Sight. 

Inter- 
mediate. 

Distance 
in  Feet. 

RemarlcB. 

104 

.  • 

•  • 

■  • 

•  • 

80-60 

•  • 

7  Parkgate  House. 

■  • 

4-58 

■  ■ 

•  ■ 

3-64 

77-06 

0 

Manhole  cover  at  A. 
Depth    to    invert 
10^60  ft. 

•  • 

4-22 

•  • 

•36 

■  • 

7742 

100 

Centre  of  road. 

5-28 

«  • 

4-45 

•  • 

•23 

7719 

123 

Bend  in  road. 

■  • 

614 

•  • 

•14 

77-33 

200 

Centre  of  road. 

•  • 

4-65 

•  • 

•59 

77^92 

300 

»•            tt 

•  • 

402 

•  • 

■63 

78-46 
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f»            t* 
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3-66 

•  • 

•47 

78-92 
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»»            »» 

•    ■ 

3-27 

•  • 

•28 

79^20 
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»>            » 

4-74 

«  • 

2-98 

•29 

7949 

630 

Bend  in  road. 

•  • 

6-60 

•  • 

•  • 

•76 

78-73 

700 

Centre  of  road. 

a    • 

6-97 

■  • 

•  • 

•47 

78^26 

800 

»f                          9* 

•    • 

6-70 

•  • 

•27 

78-53 

900 

«t                          •» 

•    ■ 

6-20 

•  • 

•50 

7903 

1000 

»t                          >» 

•    • 

4-76 

•  • 

•46 

79^48 

1100 

f»                          »f 

6-38 

•  ■ 

4*54 

•21 

79-69 
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fl                          >» 

. . 

5-94 

•  • 

•44 

8013 

1300 

tf                         ff 

. . 

4-87 

•  ■ 
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81-20 
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. . 

4-00 
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1600 
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1700 
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•  • 

3-21 

•24 

82-86 

1782 

Bend  in  road. 

•  • 

4-67 

•  ■ 

•46 

83-32 

1800 

Centre  of  road. 

•  • 

4-25 

•  • 

•42 

83-74 

1900 
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•  • 
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•27 
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1934 

Position      of      new 
manhole  B. 
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•  • 
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•  • 
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■  • 

1-34 
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•  ■ 
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"a    Station   Bridge 
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•   ■ 
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&4^ 
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•  • 

T 

•  • 

•  • 

•  • 

•  • 
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^•82 

.  • 

/S-82 

•  • 

•  • 

A'92 

about  1100  ft.,  and  accordingly  too  great  to  be  taken  in  one  setting, 
the  third  instrument  station  (III.)  chosen  is  250  ft.  or  so  from  D. 
Readings  are  booked  as  shown,  and  the  (IV.)  and  (V.)  instrument 
stations  chosen  are  indicated  on  the  plan. 

The  exact  position  of  points  (known   as   "Change"   points  or 
"Turning"   points)  upon  which  back  and  fore   sight  readings  are 


LEVELLING 


167 


taken  is  immaterial,  and  unless  it  chances  to  be  convenient  to  use 
points  upon  the  section,  any  other  firm  points  approximately  equi- 
distant &om  the  instrument  may  be  employed. 

In  order  to  check  the  accuracy  of  the  field  work,  the  levelling  may 
be  continued  from  B  either  to  some  other  bench  mark  F  whose  reduced 
level  is  known,  or  back  to  the  initial  bench  mark  on  Parkgate  House,  and 
for  this  work  no  chaining  is  required — simply  a  series  of  back  and  fore 
sights — ^with  no  intermediates — taken  at  any  convenient  points  along  the 
route.     The  point  B  may  be  an  intermediate  sight  if  more  convenient. 

The  "  redaction  "  of  the  levels  to  some  assumed  datum  plane  will 
now  be  explained.  The  two  methods  are  known  as  the  *'  Collimation 
Method  "  (p.  165)  and  the  "  Rise  and  FaU  Method  ''  (p.  166). 

Collimation  Method. — Let  ab  (Fig.  139)  represent  the  plane  in  which 
the  line  of  collimation  lies  when  the  instnmient  is  in  its  first  position 
by  the  entrance  to  Parkgate  House.  Then  the  reading  on  the  staff 
when  held  on  the  bench  mark  being  1-04:,  the  line  of  collimation  is 
1-04  ft.  higher  than  the  bottom  of  the  staff,  i,e,  than  the  bench  mark. 
But  the  "  reduced  level "  (i.e.  the  altitude  above  Ordnance  datum)  of 
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this  is  80*60,  therefore  the  reduced  level  of  the  line  of  collimation, 
i.e.  of  the  instrument  axis,  is  80-60 +  1-04  =  81-64:  ft. 

This  is  entered  in  column  (4),  while  80*60  is  entered  in  column  (5), 
because  the  B.M.  is  the  first ''  staff  "  station. 

Again,  the  reading  on  the  staff  when  held  at  A  is  4*58  ft.,  i.e.  the 
manhole  cover  is  4*58  ft.  below  the  level  of  the  instrument  axis,  and 
hence  is  81-64-4*58  =  77-06  ft.  above  datum.  This  value  is  entered 
in  column  (5).  Similarly,  the  reduced  level  of  the  100  chainage  point 
is  81*64 -4-22  =  77*42;  and  that  of  the  123  point  81*64  -4-45=77*19 
(the  fore  sight  reading  is  taken  here  as  both  values  81*64  and  4*45 
refer  to  the  first  setting  of  the  instrument). 

When  the  instrument  is  moved  to  the  second  position,  the  new  line  of 
collimation  is  almost  sure  to  be  at  a  different  level  from  that  in  the  first 
case,  but  the  two  levels  are  correlated  by  means  of  the  back  and  fore 
sight  readings.  Thus  let  cd  (Fig.  139)  represent  the  new  line  of 
coUimation.  The  level  of  the  staff  station  at  123  chainage  is  already 
reduced  as  77-19,  and  as  the  back  sight  reading  here  is  5*28,  the  reduced 
level  of  cd  is  77*19  +  6-28  =  82*47,  and  this  is  entered  in  colunm  (4). 

The  reduced  level  of  the  staff  station  at  200  is  now  82*47  -  5*14  = 
77-33,  and,  similarly,  the  other  reduced  levels  are  calculated  as  in  the 
Table. 
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and  Fall  Method. — In  this  method  the  reduced  level  of  each 
point  is  deduced  from  that  of  the  one  immediately  preceding  it.  It 
may  be  seen  from  the  above  explanation  of  the  collimation  method, 
and  by  reference  to  Fig.  139,  that  the  bench  mark  is  1-04  ft.  below  the 
line  of  collimation,  while  the  point  A  is  4*58  ft.  below  the  same  line, 
so  that  the  latter  point  must  be  (4*58  ~  1*04) »  3*54  ft.  below  the  bench 
mark. 

That  is  to  say,  there  is  a  "  fall ''  of  3*54  ft.  from  the  B.M.  to  A,  and 
this  is  entered  in  the  *^  Fall  "  column  as  shown.  The  reduced  level  of 
A  is  therefore  80*60  -  3*54  =  77*06,  a  value  which  is  entered  in  column 
(6)  (p.  166). 

Similarly,  the  100  ft.  point  is  4-22  ft.  below  the  line  of  collimation, 
while  A  is  4*58  ft.  below,  so  that  there  is  a  "  rise  "  of  (4*58  -4*22)  = 
'36  ft.  from  A  to  100.  This  is  entered  in  the  "  Rise  "  colunm  and  the 
reduced  level  calculated  as  77*06  +  -36  =  77*42  ft. 

(Note,  it  is  the  "  Rise  "  or  "  Fall "  to  the  second  from  the  first  of 
each  pair  of  values  which  is  calculated — not  conversely.) 

The  next  position  (123)  is  4*45  ft.  below  the  first  line  of  collimation, 
while  the  100  is  4*22  ft.  below  the  same  line.  Hence  there  is  a  '*  fall " 
of  -23  ft.  from  the  100  to  the  123  point,  and  the  reduced  level  is 
77*42 --23  =  77*19  ft. 

The  position  200  is  5*14  ft.  below  the  second  line  of  collimation, 
while  the  123  point  is  5-28  ft.  below  this  line :  there  is  accordingly 
a  rise  of  -14  ft.  from  123  to  200,  and  the  reduced  level  of  the  200  position 
is  77-19 +  -14  =  77-33. 

It  must  be  noted  that  the  4-45  is  not  subtracted  from  the  5-14  in 
computing  the  Reduced  Level  of  the  200  position,  as  the  two  values 
refer  to  difierent  settings  of  the  instrument,  and  hence  to  different 
lines  of  collimation.  For  the  same  reason  4-22  is  not  subtracted  from 
5-28  to  obtain  the  reduced  level  of  the  123  point  {vide  Fig.  139). 

The  remainder  of  the  computations,  which  are  made  in  a  similar 
manner,  may  be  followed  from  the  levd  book  (p.  166). 

Checking. — ^The  first  value  (1-04)  in  the  back  sight  column  gives  the 
position  of  the  first  point  below  the  first  line  of  collimation. 

The  difference  between  the  first  fore  sight  (4*45)  and  the  correspond- 
ing back  sight  (5-28)  gives  the  difference  in  level  between  the  first  and 
second  lines  of  collimation.  Similarly,  the  difference  between  4-74 
and  2-98  gives  the  difference  in  level  between  the  second  and  third  lines 
of  collimation,  and  so  on.  Finally,  1-34  gives  the  position  of  the  last 
point  below  the  last  line  of  collimation.  Consequently,  if  these  calcula- 
tions are  all  done  together,  by  subtracting  the  summation  of  all  the 
fore  sight  values  from  the  summation  of  all  the  back  sight  values, 
or  vice  versa,  the  result  will  be  the  difference  in  level  between  the  first 
and  last  points,  e.g.  in  this  case  36-08-27*26  =  8-82  ft.  rise.  This 
should  agree  with  the  difference  between  the  first  and  last  reduced 
levels,  89-42  -  80-60  =  8-82  ft.  rise. 

Also  in  the  "  Rise  and  Fall "  method  (p.  166)  the  difference  between 
each  pair  of  consecutive  points  is  entered  either  in  the  fourth  or  fifth 
column,  so  that  the  difference  between  the  summation  of  the  values  in 
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these  two  columnB  should  again  give  the  difference  in  level  between  the 
fiist  and  last  points,  i.e.  15-29  -  647 =8-82  ft.  rise. 

Each  page  may  be  checked  independently  in  this  way,  the  last 
reading  on  each  page  being  entered,  while  in  the  field,  in  the  fore  sight 
column,  and  the  same  value  again  entered  at  the  head  of  the  next  page 
in  the  back  sight  column,  although  in  the  usual  course  it  would  be 
booked  simply  as  an  intermediate  sight. 

This  may  be  considered  as  equivalent  to  a  new  setting  of  the 
instrument,  with  the  line  of  coUimation  at  exactly  the  original  level. 
When  the  last  booking  on  a  page  chances  to  be  a  true  fore  sight,  and 
the  instrument  is  actually  moved,  the  back  sight  reading  is  not  entered 
on  the  same  (bottom)  line,  but  alone  on  the  top  line  of  the  next  page — 
in  the  back  sight  column.  When  one  page  has  been  ''  reduced," 
the  last  value  in  the  '*  Reduced  Level  "  column  is  transferred  to  the 
top  line  of  the  next  page,  and  the  calculations  proceeded  with  as  before. 

Li  the  "  Rise  and  Fall "  method,  the  accuracy  of  each  reduced 
level  depends  upon  that  of  the  preceding  one ;  e.g.  if  the  value  77*92 
had  been  miscalculated  as  77*82  either  through  an  error  in  the  "  Rise  " 
column  or  an  error  in  computing  the  reduced  level  itself,  then  all  the 
following  values  would  be  0*10  too  small,  and  the  final  value  would  be 
89*32  instead  of  89*42,  so  that  the  error  could  be  detected. 

If  the  difference  between  the  "  Rise  "  and  "  Fall "  totals  was  not 
8*82,  the  mistake  would  be  in  the  calculations  of  the  rises  and  falls 
from  the  staff  readings,  and  these  would  need  re-working  until  the 
mistake  was  located. 

If  the  difference  between  these  columns  (4)  and  (5)  checked  correctly 
with  (1)  and  (3)  to  8-82,  the  mistake  would  be  in  the  successive  additions 
or  subtractions  to  compute  the  values  in  the  ^*  Reduced  Level "  column, 
and  these  would  require  re-working. 

It  is  therefore  advisable  that  on  each  page  the  rise  and  fall 
calculations  shall  be  completed  and  checked  by  comparing  with  the 
difference  of  the  back  and  fore  sight  column  summations,  before  the 
reduced  level  calculations  are  conmienced. 

In  the  "  CoUimation  "  method,  any  mistake  in  the  calculations  which 
refer  to  a  back  or  fore  sight  station  will  be  carried  through  all  the 
computations  which  follow,  but  any  mistake  in  connection  with  an 
intermediate  point  will  not  affect  other  stations,  e.g.  if  the  underlined 
value  77*92  had  been  miscalculated  as  77*82,  the  following  values  would 
be  unaltered,  and  the  last  value  would  still  be  obtained  as  89*42. 

The  mistake  might  thus  be  undetected — ^which  is  a  disadvantage. 

To  conclude:  the  method  of  checking  in  the  "Rise  and  Fall" 
system  checks  aU  the  office  calculations — ^intermediates  and  back  and 
fore  sights,  unless  by  chance  two  equal  and  opposite  mistakes  occur, 
while  in  the  coUimation  system  only  the  back  and  fore  sight  calcula- 
tions are  checked. 

The  "  Rise  and  FaU  "  method  is  therefore  the  more  popular  with 
Surveyors  and  Engineers,  although  the  office  work  in  connection  with 
the  "  CoUimation     method  is  sUghtly  less  laborious. 

The  field  work  may  be  checked,  as  already  mentioned,  by  continuing 
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the  levels  back  to  the  original  bench  mark,  possibly  by  another  route — 
or  by  proceeding  to  some  other  bench  mark  as  in  this  example,  where 
it  is  assumed  the  B.M.  on  Station  Bridge  has  a  reduced  level  of  89-40. 
The  error  in  this  case  is  thus  *02  of  a  foot,  an  amount  which  does  not 
exceed  the  maximum  allowable  (see  p.  202). 

When  the  levels  are  continued  back  to  the  original  B.M.,  the  sum 
of  the  back  sights  should  equal  those  of  the  fore  sights,  and  the  sum 
of  the  Rises  those  of  the  Falls.  It  is,  of  course,  not  always  essential 
or  possible  that  an  Ordnance  bench  mark  shall  be  used  as  a  starting- 
point  from  which  to  commence  levelling,  but  it  is  always  advisable  to 
commence  from  some  permanent  and  easily  located  position,  such  as 
the  end  of  a  particular  doorstep,  the  top  of  a  mile  post,  etc.  The 
datum  to  which  the  levels  are  all  reduced  may  then  be  assumed  at  any 
convenient  and  arbitrary  distance,  e.g.  say  20  ft.,  below  this.  One 
advantage  of  the  use  of  Ordnance  bench  marks  is  that  the  labour  in 
checking  back  to  the  original  bench  mark  is  often  obviated,  while 
another  great  advantage  is  that  sets  of  levels  taken  at  considerable 
distances  apart  can  be  quickly  and  easily  correlated.  Fig.  138  shows 
the  section  plotted  to  the  same  horizontal  scale  as  the  plan,  viz.  40  ft. 
to  an  inch,  and  to  a  vertical  scale  of  8  ft.  to  an  inch — ^the  datum  being 
Ordnance  datum.  This  increased  vertical  scale  enables  small  differ- 
ences of  level  to  be  made  easily  distinguishable  without  at  the  same 
time  making  the  plan  and  section  so  long  as  to  be  unwieldy.  When 
the  horizontal  and  vertical  scales  are  similar,  the  section  is  said  to  be 
plotted  to  "  Natural  Scale."  The  new  work  upon  such  a  section 
would  preferably  be  executed  in  coloured  lines,  say  carmine,  crimson 
lake,  vermilion,  blue,  burnt  sienna,  burnt  umber,  etc.  etc. 

Gross-Sections. — In  levelling  for  works,  the  exact  line  of  which  has 
been  already  determined,  a  longitudinal  section  is  often  all  that  is 
required,  particularly  when  the  works  are  of  narrow  widths,  as  in  the 
laying  of  sewerage  or  water  mains ;  but  at  other  times,  in  order  to 
decide  upon  the  most  suitable  line,  or  to  enable  quantities  to  be  computed 
for  cutting,  embankments,  etc.,  then  cross-sections  become  necessary. 
Cross-sections  also  form  a  convenient  method  of  locating  contour 
lines  (see  p.  173). 

The  method  of  levelling  these  depends  very  largely  upon  the 
nature  of  the  ground  and  upon  the  amount  of  assistance  available.  A 
main  longitudinal  line  is  first  of  all  set  out  upon  the  ground,  and  the 
whole  or  a  portion  of  this  is  chained,  pegs  being  left  at  all  points  at 
which  a  cross-section  is  required.  The  distances  apart  for  cross- 
sections  depend,  of  course,  upon  the  nature  of  the  works  for  which 
they  are  required,  and  upon  the  conformation  of  the  groimd.  For 
quantities — ^if  the  ground  is  sufiiciently  regular  to  admit  of  it — they  are 
preferably  equidistant,  and  perpendicular  to  the  main  longitudinal  line. 
This  may  be  arranged  by  setting  out  each  right  angle  independently 
with  the  chain  and  tape,  or  with  a  box  sextant  or  optical  square ; 
or  by  ranging  in  an  auxiliary  longitudinal  line,  pegging  in  a  similar 
manner  to  the  main  line,  and  ranging  the  cross-sections  through 
corresponding  points  on  to  the  two  lines. 
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If  the  difierencea  in  altitade  are  sufficiently  small  to  enable  one  or 
more  whole  cross-sections  to  be  "  levelled "  from  one  instrument 
station,  the  work  can  be  very  quickly  done  when  four  operators  are 
available.  Two  are  employed  with  the  chain  in  setting  out  the  Unes, 
while  one  proceeds  along  the  cross-section  lines  and  holds  the  levelling 
staff  at  each  point  where  occurs  a  change  in  the  inclination[of  the  ground. 
He  either  notes  and  books  the  chainages  himself  or  calls  out  the  informa- 
tion to  the  fourth  man  stationed  at  the  instrument.  If  only  three 
operators  are  available,  the  stafi  man  might  also  act  as  follower  and 
assist  with  the  chaining. 

If  the  ground  is  fairly         35        ^.^,„  foo_     25  ^      zo        ts 

uniform  in  slope,  "  levels  "    JWwT "i*fb"T j?w '['ii^/" 'r''/755 

may  be  read  at  even  dis- 
tances, e.g.  25,  60,  75, 
100  ft. 

In  the  case  of  ground 
the  slope  of  which  will  not 
allow  of  a  complete  cross- 
section  being  taken  from 
any  one  instrument  station, 
there  are  two  methods 
available.  Each  section 
may  be  completed  inde- 
pendently before  another 
is  commenced  by  moving 
the  instrument  to  as  many 
other  stations  in  turn  as 
are  required,  and  taking 
back  and  fore  sight  read- 
ings as  already  explained : 
tfalis  simplifies  the  work 
and  renders  the  booking 
very  straightforward,  but 
unless  the  sections  are  very 
long,  and  a  considerable 
distance  apart,  it  entails  a 
great  deal  of  unnecessary 
labour  and  loss  of  time. 

An  alternative  method  consists  in  setting  out  the  cross-section  lines 
with  the  chain,  marking  points  at  which  levels  are  required  by  means 
of  ''  whites  "  or  twigs,  and  booking  the  readings,  then  levelling  the 
accessible  portions  of  several  sections  from  each  instrument  station. 
If  the  readings  are  to  be  taken  at  even  distances,  e,g.  every  25  ft.  along 
the  cross-sections,  and  the  **  whites  "  are  collected  by  the  staff  man 
from  each  point  at  which  he  holds  the  staff,  the  work  can  be  quickly 
and  easily  done  without  confusion.  Two  men,  in  this  case,  can  proceed 
with  the  chaining  and  setting  out,  while  the  instrument  and  staff  men 
follow  for  the  levelling  operations ;  or,  if  only  two  men  are  available, 
the  setting  out  can  be  done  first  of  aU  by  the  instrument  and  staff  men 


l^3 

267S/'  ""  2H0 


Fia.  140. 


172 


SURVEYING 


before  they  commence  the  actual  levelling.  If  the  ataff  stations  aie 
not  at  even  distances  the  work  is  more  confusing,  but  can  be  carried 
out  if  the  chainage  distances  are  previously  booked  on  a  slip  of  paper, 
and  entered  in  the  level  book  as  the  readings  are  taken.  The  instru- 
ment man  can  generally  judge  from  his  own  position  if  the  correct 
points  are  being  taken. 

Example, — ^The  table  shows  the  application  of  this  method  to  the  cross- 
sections  shown  on  the  plan  in  Fig.  1^.  The  assumed  instrument  stations  are 
indicated  as  I,  I,  I3,  but  of  course  many  other  positions  are  possible  and  suitable. 

Change  points  are  marked  (V). 

It  is  assumed  that  the  400  cross-section  has  already  been  levelled,  and  that  a 
fore  si^ht  has  been  taken  on  the  point  100  ft.  to  the  ''  right  **  of  the  longitudinal 
line,  giving  its  reduced  level  as  31*20  ft.  above  some  arbitrary  datum.  The  500, 
600,  700,  and  800  cross-sections  are  taken  together  from  stations  I^^  and  I,  as 
shown  in  the  level  book. 


Cross- Sections 

Distances 

■ 

Back 
Sight. 

Inter- 
medlatA. 

Fore 
Sight. 

Rise. 

FaU. 

Reduced 
Level. 



Remarks. 

Left. 

Oentn. 

Right. 

10-67 

•   • 

•  • 

31-20 

400 

100 

8-06 

4*61 

*  • 

35-81 

500 

200 

9-84 

•  ■ 

3-78 

3203 

500 

100 

2-76 

708 

•  • 

3911 

600 

200 

9-06 

«  • 

6-30 

32-81 

600 

100 

1304 

• 
• 
• 

•  • 

3-98 

28*83 

600 

•  • 

•  • 

• 
• 

1-66 

•  ■ 

•  • 

•  ■ 

. . 

•  « 

•  ■ 

•  • 

■   • 

6-73 

•  ■ 

4-07 

3614 

800 

100 

•  • 

•  • 

10-66 

•  • 

4-93 

31-21 

800 

•  •  ^--^ 

0-41 

•  • 

12-54 

1-88 

29-33 

•  • 

Peg@ 

•     • 

•  ■ 

!     1-89 

•  • 

1-48 

27-85 

500 

•  • 

608 

•  ■ 

4-19 

23-66 

ibb 

99 

■     • 

•  • 

12-28 

•  • 

6-20 

17-46 

200 

>f 

•     • 

■  • 

6-89 

• 
• 
• 

5-39 

■  • 

22-85 

100 

600 

•     • 

•  • 

• 
• 

1     8-21 

•    m 

6-37 

•  • 

25-00 

100 

800 

•     • 

1             •   • 

1-43 

m    ■ 

•  • 

6-78 

18-22 

200 

t9 

•     •      ^.,^ 

0-28 

•  ■ 

12-54 

11-11 

•  • 

29-33 

«  • 

•  • 

Peg@ 

*     • 

1 

•  • 

3-40 

•  ■ 

«  • 

312 

26-21 

100 

900 

•   • 

9-48 

«  • 

•  • 

6-08 

2013 

200 

>t 

•     ■ 

•  • 

,     2-88 

•  • 

6-60 

■  ■ 

26-73 

100 

1000 

•      • 

•  ■ 

8-21 
Etc. 

■  • 

«  • 

5*33 

21-40 

200 

>» 

•     • 

As  the  length  of  an  ordinary  levelling  staff  is  14  ft.,  the  height  of 
the  instrument  axis,  when  the  level  is  set  up  at  I,  must  not  be  more 
than  this  interval  above  the  back  sight  position  (T),  otherwise  the 
required  fore  sight  reading  will  not  be  obtainable  ;  but,  on  the  other 
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hand,  if  it  is  possible,  the  axis  should  be  sufficiently  high  to  enable 
leadings  to  be  taken  on  the  highest  points  of  the  ''  right "  sections. 

From  the  contours  it  is  seen  that  the  reduced  level  of  the  chosen 
position  of  I  is  a  little  over  37*00,  and  therefore  that  of  the  axis  is 
approximately  42-00  (assumed  41*87  in  the  table) ;  the  position  will 
consequently  allow  of  a  back  sight  being  taken  on  (i^,  and  will  permit 

of  the  highest  point  41*03  on  the  700  cross-section  being  levelled. 
On  the  ground,  of  course,  these  facts  have  to  be  judged'  by  the  eye. 
Another  precaution  to  be  observed  is  that  readings  (particularly  back 
and  fore  sights)  should  not  be  taken  at  greater  distances  than  say  250 
to  300  ft.,  depending  upon  the  power  of  the  telescope. 

After  levelling,  and  booking  in  the  manner  indicated  in  the  table, 
all  stations  within  range,  e.g.  in  this  case  the  right  sections  of  the 
500, 600i  700,  and  800  points,  it  becomes  necessary  to  choose  a  "  change  " 
point.  Often  one  of  the  main  line  pegs,  such  as  the  800  point,  would 
be  suitable  for  this  purpose  and  would  form  a  permanent  bench  mark 
until  the  job  was  completed  ;  but  as  the  reading  of  the  800  point  is 
only  10*66,  probably  in  this  case  it  would  be  advisable  to  choose 
another  point  at  a  lower  level,  e.g,  a  peg  at  (2)  where  the  reading  is 

(say)  12*54. 

Another  instrument  station  I^  is  chosen,  which  will  enable  a  back 
sight  to  be  read  from  the  peg  (?),  and  at  the  same  time  include,  if 

possible,  the  lowest  staff  st-ation  on  the  500-800  left  sections.  These 
lines  having  been  levelled,  a  check  reading  might  again  be  taken  on  (2) 

as  a  fore  sight,  and  the  instnmient  set  up  at  I3  to  enable  the  900-1200 
left  sections  to  be  levelled  after  taking  a  back  sight  from  here  on  to  (2). 

A  new  change  point  (3)  is  then  selected,  as  high  as  possible  up  tne 

bank  near  the  1200  line,  and  the  900-1200  and  1300-1600  right  sections 
taken,  using  this  point  (3)  as  a  back  sight  point  for  the  instrument 

stations  I4  and  I5  in  turn. 

It  may  not  always  be  possible  to  take  the  cross-sections  in  two 
settings  each,  as  in  this  case,  but  if  three  or  even  more  instrument  stations 
are  required,  the  booking  is  done  in  a  similar  manner,  so  that  the  data 
for  plotting  can  be  easily  abstracted  in  the  office  from  the  level  book. 

A  longitudinal  section  may  be  plotted  from  the  figures  which  refer 
to  the  main  line  distances,  but  it  is  not  generally  necessary  that  it 
should  be  plotted  to  the  same  horizontal  scale  as  the  cross-sections ; 
the  vertical  scales,  however,  usually  would  be  the  same  for  each. 

For  the  method  of  calculating  quantities  from  the  sections,  the 
reader  is  referred  to  Chapter  XI. 

Cross-sections  may  also  be  taken  with  a  theodolite,  Abney  level, 
or  clinometer,  as  explained  in  methods  8  and  9,  pp.  178  and  179 
(Contouring),  or,  if  under  water,  by  means  of  soundings. 

Contours. — ^A  contour  may  be  defined  as  a  line  of  equal  altitude 
upon  the  earth's  surface,  and  is  usually  shown  on  a  map  by  a  dotted, 
dot  and  dash,  or  other  distinctive  line,  or  by  colours,  hatchures,  or 
shadings.  Thus  the  boundaries  or  traces  of  the  sections  in  which  an 
imaginary  level  plane  of  100-ft.  altitude  cuts  the  various  features  of  a 
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^    Section  6 


country  represent  the  100-ft.  contour  lines.  Sunilarly,  if  the  mean 
level  of  the  sea  were  raised  100  ft.,  its  boundary  would  coincide  with 
the  100-ft.  contour — ^just  as  its  present  mean  boundary  may  be  con- 
sidered to  represent  a  contour  of  zero  altitude.  Consequently,  all  con- 
tour lines — ^tiiough  not  necessarily  upon  any  particular  plan  or  map — 
must  eventually  form  complete  circuits.  The  levels  of  the  contours 
may,  however,  be  referred  to  any  arbitrary  datum,  e.g,  the  Ordnance 
datum  of  Great  Britain  is  not  exactly  at  mean  sea-level. 

Contour  lines  are  not  of  necessity  above  sea-level,  those  under  water 
being  frequently  determined  by  means  of  soundingis.  The  heights  of 
these  may  be  stated  in  negative  values  and  referred  to  mean  sea-level, 
or  in  positive  values,  with  reference  to  some  arbitrary  datum  of  a  lower 
altitude. 

The  vertical  distances  between  the  consecutive  contour  lines  shown 

on  a  plan  are  known  as  *^  Contour 
Intervals,"  and  the  magnitude  of 
these  depends  upon  several  factors, 
such  as  the  expense  to  be  incurred 
in  their  determination ;  the  scale  to 
which  the  map  is  to  be  produced ;  the 
nature  of  the  country,  e.g.  whether 
mountainous  or  otherwise;  and  the 
purpose  for  which  they  are  required. 
An  area  may  be  contoured,  i.e. 
the  position  of  the  various  contour 
lines  determined,  by  several  different 
methods,  the  chief  of  which  are  as 
follows : 

1.  A  main  line  is  chained  and 
pegged  out  on  the  groimd,  and  its 
position  ascertained  with  reference 
to  a  sufficient  number  of  fixed  points 
to  enable  it  to  be  correctly  plotted 
on  the  plan.  Cross  -  sections  are 
taken  in  the  usual  way,  at  various  points  along  its  length,  a  Dumpy 
or  other  level  being  used  for  the  purpose.  The  section  lines  are  lightly 
plotted  in  pencil  upon  the  plan,  and  the  complete  cross-sections  upon 
other  paper.  Horizontal  lines  at  the  required  intervals  are  then  drawn 
on  the  sections,  and  the  points  of  intersection  with  the  ground  level 
noted,  e.g.  a,  b,  c,  in  Fig.  141,  after  which  the  horizontal  distances  of 
these  intersections  from  the  main  line  are  plotted  on  the  section  lines 
on  plan  (Fig.  141). 

As  an  alternative,  each  section  may  be  plotted  lightly  upon  its  plan 
line  as  a  base,  and  the  points  of  intersection  projected  down  to  this, 
to  give  the  required  points  on  the  plan :  thus  in  Fig.  141  the  section 
6  would  be  plotted  on  the  line  6,  6  in  plan,  and  the  points  o^,  6^,  etc., 
projected  down  to  this  as  diOi^  h^^^  etc.  Afterwards  the  lines  not 
required  are  erased,  and  the  contour  lines  completed  by  joining  up 
all  the  corresponding  points  so  obtained. 


Plan 

Fig.  141. 
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The  point  x  might  be  got  from  the  longitudinal  section,  or  by 
interpolation  between  the  known  values  at  m  and  n. 

Instead  of  plotting  the  sections,  the  reduced  levels  of  the  various 
points  may  be  written  on  the  plan,  directly  from  the  level  book,  and 
the  contours  interpolated  as  in  method  2. 

2.  A  hill  is  sometimes  contoured  by 
levelling  along  a  series  of  radiating  sections, 
set  out  at  30°,  46°,  or  other  suitable  intervals 
from  a  point  on  the  crest  (Fig.  142). 

The  positions  of  the  various  staff  stations 
are  then  marked  on  the  plan,  and  the  re- 
duced levels  of  each  abstracted  from  the  level 
book  and  writt«n  against  them.  Between 
these  values  the  contour  lines  may  be  inter- 
polated— either  by  judging  the  intersection 
points  on  the  radiating  lines  with  the  eye,  or  ^*'-  **^ 

by  means  of  the  device  shown  in  Fig.  143. 

If  desired,  the  cross-sections  may  be  plotted,  and  the  required  points 
determined  as  explained  in  method  1. 

The  diagram  '  shown  in  Fig.  143  affords  a  very  convenient  means 
of  interpolating  contours  from  spot  levels. 

A  line  AB  is  drawn  upon  a  sheet  of  tracing  cloth  or  tracing  paper, 
and  along  this  a  number  of  equal  parts  are  set  out. 

From  the  centre  C  a  perpen- 
dicular CD  b  erected  of  any  con- 
venient length  ;  and  rays  are  then 
drawn  from  D  to  the  various  points 
along  AB,  each  fifth  line  being 
rather  thicker  than  the  remainder 
to  avoid  confusion. 

Parallel  to  AB  a  number  of 
lines  such  as  a,  6,  c  are  drawn  to  cut 
the  radiating  lines  as  shown,  and 
it  is  evident  that  these  are  now 
equally  divided  also. 

To  interpolate  the  5-ft.  con- 
tours between  two  pointa  m  and  ti 
having  reduced  levels  of  say  127-4 
and  141-3,  the  lowest  thick  radi- 
ating line  may  be  considered  as 
IntorpolHtion  Di.«T»m  for  Contoun.       jjS,  and  the  other  thick  lines  as  130. 

135, 140,  145,  etc.,  respectively. 
The  tracing  paper  is  placed  over  the  plan  so  that  the  point  m  lies 
between  the  127  and  128  rays,  and  the  diagram  is  then  moved  over  the 
paper  until  the  point  n  at  the  same  time  lies  between  the  141  and  142 
rays  as  shown  in  the  figure.  The  line  mn  must  be  parallel  to  the  line 
AB  (or  to  a,  b,  or  c),  as  oblique  lines  across  the  rays  are  not  equally 
divided.  The  thick  lines  which  represent  130,  135,  and  140  are  then 
>  Kennedy,  Sitrveging  wM  Ma  TaduonttUr. 
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pricked  through  on  to  the  plan  to  give  the  130,  136,  and  140  contour 
points. 

In  thifl  way,  when  the  spot  levels  have  been  plotted,  the  contour 
lines  may  be  very  quickly  and  accurately  interpolated. 

If  desired,  each  thick  line  may  represent  a  1-ft.,  10-ft.,  60-ft.,  or 
other  interval  as  the  case  may  require. 

Another  method  of  interpolating  the  contours  between  points  of 
known  altitude  on  the  plan  is  as  follows. 

Let  the  two  points  m  and  n  in  Fig.  144  have  reduced  levels  of  127*4 
and  148-3  ft.  respectively. 

Any  convenient  plotting  scale  is  laid  on  the  paper  with  the  point  m 
coinciding  with  27*4  graduation,  and  in  such  a  direction  mr  as  will 
give  good  intersection  in  the  following  construction.  The  30,  40,  and 
48-3  graduations  are  marked  on  the  paper  at  p,  a,  and  r,  a  set  square  is 
placed  along  the  line  joining  r  to  n,  and  parallels  are  drawn  through  p 
and  q  to  intersect  the  line  mn  in  8  and  t,  when  8  and  t  lie  on  the  130  and 
140  contours. 

The  lines  shown  dotted  in  the  figure  need  not  be  drawn,  as  the 

points  8  and  t  may  be  marked  with  dots 
while  the  edge  of  the  set  square  lies  along 
p8  and  qt  respectively. 

3.  The  "  cutting "  points  of  the 
several  contours  with  each  section  line 
in  either  method  1  or  2  may  be  found 
by  trial  in  the  field  and  the  chainages 
booked  direct,  thus  obviating  the  neces- 
sity of  plotting  the  cross-sections  in  the 
office. 

Fia.  144.  Thus  if  the  back  sight  reading  on  to 

a  bench  mark  or  a  change  point,  the 
reduced  level  of  which  is  (say)  29*76,  is  3*58,  the  height  of  the 
instrument  axis  is  29*76  +  3-68  =  33-34  ft.  above  datum.  Conse- 
quently, if  the  levelling  staff  is  moved  along  the  section  line  until,  by 
trial,  the  reading  is  found  to  be  about  3-34,  its  foot  marks  a  point  on 
the  30  contour,  and  the  chainage  can  be  observed  and  booked. 

Similarly,  when  the  staff  is  held  at  a  point  on  the  26  contour  the 
reading  is  8-34,  and  on  the  20  contour,  13*34. 

4.  Points  at  intervals  along  each  contour  may  be  found  by  this 
same  method  of  trial,  and  pegged  out  on  the  ground  with  ''  whites  " 
or  other  pieces  of  stick,  after  which  a  chain  line  may  be  laid  down  on 
the  ground  and  the  contours  surveyed  by  means  of  offsets  in  the  usual 
manner.  To  enable  the  work  to  be  plotted,  the  chain  line  must,  of 
course,  be  fixed  relatively  to  some  known  points  on  the  plan. 

5.  If  the  reduced  levels  of  the  bench  marks  are  not  known  at  the 
moment,  or  to  dispense  with  the  calculations  in  the  field,  and  to  save 
time  in  finding  points  exactly  on  the  various  contour  lines,  a  number 
of  "  spot "  levels  may  be  taken  at  any  arbitrary  points,  such  as  changes 
of  slope,  ridges,  valleys,  etc.  These  points  are  "  pegged,"  surveyed, 
and  plotted,  and  their  reduced  levels  idNyerwards  written  in  pencil  upon 
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the  plan  to  enable  the  required  contours  to  be  interpolated  as  explained 
in  method  2. 

6.  For  small  scale  topographical  maps,  if  the  reduced  levels  of  a  few 
prominent  points  are  determined,  the  contours  may  be  sketched  on 
the  map  with  sufficient  accuracy,  judging  their  position  and  shape 
by  the  eye. 

7.  A  theodolite  may  be  used  instead  of  an  ordinary  level,  in  which 
case  the  line  of  collimation  need  not  be  horizontal,  but  may  be  inclined 
at  any  convenient  angle  approximately  parallel  to  the  slope  of  the 
ground.  Thus  in  Fig.  145  the  instrument  could  be  set  up  at  the  point 
of  intersection  0,  and  readings  taken  on  the  staff  at  various  points, 
with  the  line  of  collimation  inclined  downwards  at  an  angle  (a) 
say. 

The  reduced  levels  of  the  staff  stations  may  be  calculated  in  the 
usual  way  after  adding  an  amount  d  tan  a — ^the  values  of  which  can 
very  readily  be  deduced  on  an  ordinary  slide  rule — to  each,  where  d 
is  the  horizontal  distance  from  the  instrument  to  the  staff  station,  or 
d'  sin  a,  where  d'  is  the  slope  distance.  Or  preferably  the  cross  sections 
may  be  plotted  very  quickly  by  measuring  the  actual  readings  down- 
wards from  the  plotted  inclined  line  of 
collimation  as  in  the  figure.     Similarly 

the  chainage  distances,  if  measured  along  ill^r^'^^V^ 

the  slope,  may  be  plotted  directly  along  .5f-^^TjL«s^^ 

the  inclined  datum  line,  or  the  horizontal       ..^Jt^^I^JU^^— 

distances  may  be  deduced  from  the  slope    r^  ^T^^' 
distances  as  d*  cos  a.  ^kiJ^  "" 

In  order  to  draw  the  inclined  line  of 
collimation  upon  the  plan,  or  in  order  to  ^°*  ^ 

calculate  the  reduced  levels  of  the  staff 

stations,  it  is  necessary  that  the  reduced  level  of  the  instnmient  axis 
shall  be  known. 

This  may  be  determined  for  each  position  of  the  theodolite : 

(i.)  By  taking  a  sight  on  to  a  levelling  staff  held  upon  some 
permanent  or  temporary  bench  mark  of  known  altitude,  preferably 
with  the  line  of  collimation  horizontal.  Thus  if  a  reading  of  7*46  is 
obtained  on  the  staff  placed  on  the  top  of  a  peg  80-60  ft.  above  datum, 
the  reduced  level  of  the  instrument  axis — if  the  line  of  collimation  is 
horizontal— is  88-06  ft. 

If  the  telescope  is  inclined  at  an  angle  a,  and  the  horizontal  distance 
from  the  instrument  to  the  staff  is  d" ^  the  reduced  level  of  the  axis 
is  80-60  +7-46  td^tan  a,  according  as  a  is  an  angle  of  depression  or 
elevation. 

(ii.)  By  ascertaining  the  reduced  levels  of  the  various  instrument 
stations  by  direct  levelling  before  setting  up  the  theodolite :  then 
measuring  directly  the  height  of  the  axis  above  the  peg  marking  the 
particular  instrument  station. 

Thus  if  the  theodolite  is  to  be  set  up  at  the  intersection  of  successive 
cross  sections  with  the  longitudinal  section  line,  these  points  may  be 
pegged,  and  their  levels  ascertained  in  the  usual  manner  with  a  dumpy 
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or  other  level,  before  commencing  the  cross  sections :  unless  the  p^ 
are  driven  flush  with  the  surface,  two  levels  are  required  at  each  point, 
viz.  that  of  the  ground,  and  that  of  the  top  of  the  peg ;  or  if  a  reading 
is  taken  on  the  top  of  the  peg  onlv,  the  amount  of  projection  above 
the  ground  should  also  be  booked  to  enable  a  correct  longitudinal 
section  to  be  plotted. 

Example. — If  one  peg,  say  M,  has  a  reduoed  level  of  83*60,  and  the  height  of 
the  instrument  above  M  is  4'76,  the  reduoed  level  of  the  axis  is  83*60+4-76  = 
88*36  ft  above  datum. 

8.  The  longitudinal  section  levels  having  been  taken  in  the  usual 
manner  with  a  "  dumpy  "  or  other  instnmient,  the  contouring  mav 
be  executed  with  a  simple  hand  level,  Abney  level,  or  clinometer  as 
follows : 

Let  the  reduced  level  of  the  longitudinal  section  peg  A  be,  say, 
81*43 — this  figure  being  entered  in  the  contour  book  from  the 
figures  furnished  by  the  levelling  party  before  the  contouring  work 
commences. 

A  ranging  or  other  rod  is  held  vertically  upon  the  peg  A,  and  the 
hand  level  or  other  instrument  is  steadied  by  resting  it  against  a  nail 
driven  into  the  rod  at  say  5  ft.  above  its  lower  extremity.  The 
reduced  level  of  the  instnmient  axis  is  consequently  81*43 +  5*00  = 
86*43  ft. 

To  determine  the  80  contour,  the  contour  staif  must  be  taken  down 
the  slope,  along  the  cross  section  line  as  set  out  with  an  optical  square, 
until  a  reading  of  6*43  ft.  is  obtained  by  sighting  the  staff  through  the 
aperture  of  the  instrument,  while  at  the  same  tmie  the  bubble  is  seen 
by  reflection  to  be  in  the  centre  of  its  run. 

Similarly,  up  the  slope,  the  85  contour  is  determined  by  moving  the 
staff  until  a  reading  of  1*43  ft.  is  obtained. 

The  distance  from  the  main  line  to  the  contour  is  measured  with  a 
tape  and  booked  as  below. 

To  proceed  to  determine  the  75  contour,  the  instrument  man  moves 
to  and  occupies  the  position  located  as  the  80  contour,  while  the  staff 
man  moves  the  staff  down  the  slope  until  a  reading  of  10*00  ft.  is 
obtained. 

Similarly  to  determine  the  90  contour  the  instrument  man  proceeds 
up  the  slope  until  he  finds  by  trial  a  position  from  which  the  reading 
on  the  staff  held  upon  the  85  contour  is  10  ft. 

An  alternate  method  may  be  employed  to  determine  the  second 
and  following  contours,  e.g.  the  80  contour  having  been  located,  the 
staff  man  remains  at  that  point,  while  the  instrument  man  pro- 
ceeds down  the  slope  until  he  finds,  by  trial,  a  position  from  which 
he  sights  exactly  to  the  foot  of  the  staff,  when  the  instrument 
is  level  and  5  ft.  above  the  ground.  His  ranging  rod  then  fixes 
the  75  contour,  and  the  distance  from  the  80  contour  is  taped  and 
booked. 

The  70  contour  is  found  from  the  75  position  in  the  same  way. 
Similarly  when  proceeding  up  bank,  the  instrument  man  moves  to  the 
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85  contour  and  takes  the  poedtion  occupied  by  the  staff  man,  who 
now  moves  up  the  slope  until  he  finds  by  trial  another  position  at 
which  the  foot  of  his  staff  is  just  on  the  same  level  as  the  eye  of  the 
instrument  man. 

Sometimes  the  staff  is  used  to  determine  only  the  first  contour 
on  each  side  of  the  main  line :  for  the  remaining  points  the  foot  of 
the  staff  man  is  sighted  instead  of  the  foot  of  the  staff. 

Such  methods  may  be  sufficiently  accurate  for  small  scale  plans, 
but  it  is  preferable  to  adopt  the  method  of  sighting  to  the  10  ft.  mark 
on  the  staff  for  more  accurate  work — especially  if  there  is  long  grass 
which  may  tend  to  hide  the  lower  portions  of  the  staff  or  the  staff  man's 
foot. 

The  horizontal  dimensions  .that  are  booked  may  be  either  the 
distances  from  one  contour  to  the  next,  or  they  may  be  the  total 
distances  of  each  contour  from  the  main  line. 

The  following  shows  the  method  of  booking  the  contours  which 
are  delineated  on  the  plan  in  Fig.  146 ;  the  distances  being  entered 
as  they  are  measured  in  the  field. 
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In  the  central  column  are  shown  the  horizontal  distances  along 
the  main  longitudinal  section  line,  with  the  reduced  levels  of  the  various 
points  abstracted  from  the  level  book.  To  the  right  and  left  are  shown 
the  values  of  the  contours  with  the  respectiye  horizontal  distances 
from  the  main  line. 

The  staff  may  be  an  ordinary  Sopwith  levelling  staff — or  a  more 
simple  pattern  with  clearer  graduations  reading  to  y^^th  of  a  foot  only. 

When  the  reduced  levels  of  the  longitudinal  section  pegs  are  not 
known,  ordinary  cross  sections  may  be  run  with  the  hand  level, 
the  readings  on  the  slope  at  definite  distances  from  the  main  line 
being  noted  and  reduced  to  the  proper  datum  later. 

9.  Cross  sections  may  be  determined  with  the  clinometer  or  Abney 
level,  by  steadjring  the  instrument  against  the  5  ft.  mark  of  a  ranging 
rod  as  in  method  8,  and  by  sighting  to  a  vane  fixed  at  a  similar  height 
above  the  ground  upon  another  ranging  rod.  The  average  inclination 
of  the  ground  is  then  recorded  upon  the  graduated  arc  of  the  instru- 
ment (Fig.  73  or  76). 

If  the  slope  of  the  ground  is  not  uniform  a  number  of  sights  may  be 
taken  over  consecutive  lengths,  and  the  data  booked  in  the  following 
form — the  inclination  being  placed  above  the  line  and  the  distance 
over  which  the  slope  is  constant  below. 
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In  the  central  column  are  placed  the  chainages  along  the  main 
line  of  the  survey,  and  the  reduced  levels  as  previously  determined  by 
the  levelling  party. 
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The  cross  sections  may  be  plotted'  directly  from  these  figures  with 
a  protractor,  provided  that  the  vertical  and  horizontal  scales  are  equal : 

and  the  contours  may  then  be  inter- 
polated as  in  method  2.  If  the  cross 
sections  are  only  required  for  the 
location  of  the  contour  lines,  squared 
paper  may  be  used  with  advantage. 
An  alternate  method  of  inter- 
polating the  contours  is  to  tabulate 
the  results  in  a  table  such  as  (I.)» 
when  I  represents  the  slope  distance, 
or  (II.),  when  I  represents  the  hori- 
zontal projection. 

Thus  if  the  measured  distances 
are  slope  distances,  the  horizontal 
projections  are  represented  by  I 
cos  a,  and  the  vertical  differences 
by  I  sin  a. 

If  the  horizontal  projections  are 
measured  directly,  the  vertical  differences  are  represented  I  tan  a. 

The  reduced  level  of  the  last  point  of  each  length  is  equal  to  that 
of  the  fijrst  point  -^  the  vertical  component  Z  sin  a  or  { tan  a. 

A  number  of  spot  levels  are  thus  deduced,  from  which  the  contours 
may  be  interpolated  as  explained  in  method  2  and  Fig.  143. 
Fig  146  shows  the  spot  levels  deduced  from  Table  I. 


^^i^-H^— ^----^-^-J¥^^'>« 


so- 

-95-8 
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Tabu  I 


. 

lOMa, 

Reduced 

I. 

a'. 

C08a. 

sin  a. 

(by  slide 
rule.) 

isin«. 

Level  of  Last 
Point. 

700 

-14 

•970 

•242 

107 

-26-6 

120^2 

110 

93-6 

45 

-10 

•985 

•174 

44 

-   78 

85-8 

160 

16 

•966 

•259 

146 

38^8 

159-0 

76 

18 
-16 

•961 
•966 

•309 
•259 

71 
116 

23-2 
-311 

182-2 

702 

122-6 

120 

915 

250 

-12 

•978 

•208 

48 

-10-4 

8M 

165 

17 

•956 

•292 

158 

48*3 

1709 

70 

20i 

•937 

•360 

66 

246 

1954 

Tablb  n 


L 

a'. 

tana. 

Itaaa. 

Beduoed 

Level  of  Last 

Point. 

700 

-14 

-10 

16 

18 

•249 
•176 
•268 
•326 
etc. 

-27-4 

-   7-9 

40-2 

244 

1202 

110 
45 

150 
75 

92^8 

84-9 

160-4 

184^8 

10.  To  dispense  with  chainage  operations,  the  contouis  may  be 
interpolated  from  "  spot  levels,"  the  positions  and  altitudes  of  which 
are  determined  by  means  of  a  tacheometer  or  omnimeter,  as  explained 
in  Chapter  VIII. 

11.  Contour  lines  under  water  are  determined  by  means  of  sound- 
ings, and  spot  levels,  or  either  parallel  or  radiating  cross  sections  may 
be  employed. 

The  methods  of  locating  and  reducing  soundings  are  explained  in 
Chapter  XII. 


The  Use  op  Contours 

GeneraL — ^A  great  deal  of  general  information  concerning  the 
character  of  a  tract  of  country  is  obtainable  by  inspection  of  a  map 
upon  which  contour  lines  are  delineated ;  whether  the  country  is 
mountainous,  hilly,  flat,  undulating,  gently  sloping,  intersected  by 
ravines,  well  watered,  etc. 

E.g.  the  sketch  map  on  p.  183  shows  that  near  A,  where  the  contour 
lines  are  dose  together,  the  ground  is  very  steep,  and  at  B,  where  several 
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contours  coincide,  there  is  a  vertical  cliff ;  the  contours  near  C  on  the 
other  hand  are  widely  and  evenly  ispaced,  indicating  that  the  ground 
in  that  vicinity  has  a  gentle  and  umf  orm  slope ;  near  D  the  country 
is  undulating  and  there  are  a  number  of  small  hills. 

Dips  in  the  contour  lines  indicate  valleys,  as  at  E,  or  ridges  as  at  F. 
It  is  sometimes  difficult  at  a  glance  to  distinguish  vaUejns  from  ridges 
unless  rivers  or  other  natural  watercourses  are  shown  ;  tiiese  naturally 
follow  the  valleys,  and  the  dip  of  the  contours  is  towards  the  source, 
i.e.  upstream. 

If  the  values  of  the  contours  are  noted,  the  distinction  can  be 
easily  made,  e.g.  the  higher  values  are  inside  the  loop  when  a  ridge  is 
shown,  while  in  the  case  of  a  valley  the  lower  values  are  inside  the  loop. 
If  the  contours  are  figured  on  a  definite  system,  i.e.  if  the  figures  are 
always  placed  on  the  upper  side  (say)  of  the  lines,  the  direction  of  a 
slope  can  be  immediately  grasped  without  actually  studying  the  exact 
values  of  the  contour  lines. 

Engineering. — ^The  most  economical  or  suitable  site  for  engineering 
works,  such  as  a  road,  railway,  canal,  sewer,  water-main,  reservoir, 
etc.,  may  be  approximately  chosen  by  the  inspection  of  such  a  map,  as 
steep  gradients  and  expensive  cuttings  and  embankments  may  be 
avoided  by  approximatdy  following  the  contour  lines. 

The  contours  on  a  general  map  would  of  course  only  be  sufficiently 
close  for  the  general  design  of  a  scheme,  and  the  exact  route  or  site 
would  be  finally  determined  after  an  inspection  of  the  actual  district, 
while  the  quantities  for  cuttings,  embankments,  etc.,  would  be  com- 
puted from  levels  specially  taken  for  the  purpose. 

If,  however,  the  site  has  been  accurately  contoured,  then  the 
centre  line  for  such  a  scheme  may  be  definitely  laid  down,  and 
all  data  for  longitudinal  and  cross  sections  taken  direct  from  the 
map,  thus  enabling  quantities  to  be  calculated,  and  the  edges  of 
cuttings  and  embankments,  and  other  details  to  be  determined  (see 
Chapter  XI). 

Militaiy. — ^A  contoured  map  is  of  very  great  value  for  military 
operations.  It  furnishes  a  commander  with  a  general  idea  of  the  whole 
district,  and  enables  him  to  see  which  positions  it  is  most  necessaiy 
to  occupy ;  which  positions  are  tenable  and  which  are  untenable ; 
the  best  positions  for  his  guns,  reserves,  transports,  etc. ;  the  probable 
positions  occupied  by  the  enemy's  forces,  his  line  of  march,  and  most 
vulnerable  points ;  which  positions  are  in  "  dead  "  ground,  and  which 
are  exposed,  etc. 

Hills  which  are  convex,  i.e.  hills  on  which  the  lower  contours  are 
closer  than  the  upper,  furnish  dead  ground  at  the  foot,  and  unless  a 
cross  fire  can  be  brought  into  such  ground  provide  a  convenient 
sheltered  spot  in  which  to  rally  troops  for  a  final  assault  on  an  entrenched 
position  near  the  top  of  the  hill.  Hills  which  are  concave,  i.e.  hills 
upon  which  the  horizontal  intervals  diminish  towards  the  summit, 
provide  no  such  protection  for  attacking  troops. 

It  is  often  very  important — ^both  for  military  and  other  purposes — 
to  know  whether  one  position  is  visible  from  another,  and  this  inf orma- 
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tion  may  often  be  got  by  inspection  from  the  map,  e,g,  it  is  obvious  that 
m  is  not  visible  from  n,  while  p  is  probably  clearly  to  be  distinguished 
from  q. 

If  it  is  not  quite  evident  from  inspection  of  the  map,  a  section  may 


<^/^ 


H  Hetght  of 
Stgnal 


Section  E  H 

FlQ,  147. 

be  drawn  from  the  data  furnished  by  the  contour  lines,  and  the  matter 
tested. 

For  example,  a  section  EH  may  be  constructed,  either  upon  the 
map  itself,  i.e.  upon  the  dotted  line  EH,  or  upon  a  separate  paper. 

In  the  former  case  ordinates  would  be  erected  at  right  angleis  to  EH 


99  99 

99  99 


184  SURVEYING 

at  the  points  at  which  this  line  is  intersected  by  the  various  contour 
lines,  the  altitudes  of  the  points  marked  off  along  the  perpendiculars  to 
any  convenient  scale^  and  the  section  completed. 

In  the  second  case  the  intersections  of  the  various  contours  may  be 
transferred  by  means  of  a  scale,  or  by  marks  upon  the  edge  of  a  strip 
of  paper,  and  a  separate  section  constructed,  as  in  Vis.  147. 

From  this  particular  section  it  may  be  deduced  that 

(1)  Infantry  at  D^  would  be  invisible  from  E  and  conversely. 

(2)  „  H         „  „  „    Q 

(3)  „  Di        „  visible       „    6 
If  during  surve}dng  operations  it  was  desired  to  sight  from  G  to  H, 

it  would  be  necessary  to  erect  a  signal  at  H,  and  the  height  of  this, 
so  that  the  ray  GH  shall  clear  the  simmiit  at  D,  may  be  determined 
from  the  section. 

For  instrumental  observations,  the  ray  should  be  well  above  the 
ground  at  D  to  prevent  the  introduction  of  errors  due  to  uncertain 
refraction  at  that  point. 

Curvature  and  Befraction. — For  long  sights,  or  for  very  accurate 

work  in  levelling  operations,  allowance  must 
/^  be  made  for  the  fact  that  the  line  of  collima- 

tion  of  a  telescope  is  not  a  line  of  equal 
altitude,  t.e.  is  not  a  level  line. 

The  latter  is  approximately  a  circle,  its 
centre  being  at  the  centre  of  the  earth,  while, 
if  the  ejSect  of  refraction  be  neglected,  the 
former  line  is  straight  and  tangential  to  this. 

Thus  in  Fig.  148  let  I  represent  the 
position  of  the  instrument  axis,  lA  the  line 
of  collimation  of  the  telescope,  IBC  the  line  of 
equal  altitude  through  I,  and  0  the  centre  of 
the  earth. 

^o- 148-  Now  a  stafE  is  said  to  be  held  vertically  at 

Curvature  and  Refraction,    any  position,  when  its  length  points  in  the 

direction  of  gravity — as  indicated  by  a  plumb- 
bob,  so  that  a  staff  held  vertically  at  A  will  lie  along  the  line  ABOG, 
and  the  difference  between  the  level  and  the  horizontal  lines  through  I 
is,  here,  the  intercept  AB. 

But  in  comparing  the  altitudes  of  different  stations,  the  various 
distances  downwards  {i.e.  the  staff  readings)  from  the  line  of  collimation 
lA  are  compared,  whereas,  to  be  strictly  accurate,  the  distances  should 
be  measured  with  reference  to  the  line  IBC ;  hence  in  order  to  avoid 
error  a  correction  for  "  curvature  "  such  as  AB  must  be  allowed  for. 
By  EucUd  III.  36, 

AI^ = AB .  AC  =  (ABAB  +  BC), 

or,  as  AB  is  generally  very  small  in  comparison  with  the  diameter  of 

the  earth,  BC,  AI2=AB.BC 

AT^     AI« 
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.-.  AB  (in  miles)  =  ,^^, 

where  D  is  the  distance  from  the  instrument  to  the  staff  station  in 
miles,  and  the  diameter  of  the  earth  is  considered  to  be  7916  miles 
approximately. 

/.ABinfeet-JI^.D^ 

= -eeD*  nearly.        .        .        .    (1) 

Owing  to  refraction,  however,  the  line  of  collimation  is  not  a  straight 
line,  but  is  usually  bent  downwards  as  la,  the  amount  varying  very 
considerably  as  the  climatic  conditions  alter  (see  Chapter  VII). 

Taking  the  correction  for  refraction  to  be,  on  an  average,  about  |th 
that  for  curvature,  and  in  the  opposite  direction,  then  the  total  correc- 
tion for  curvature  and  refraction  (aB)  is  about 

•57D* (2) 

Example, — (I.C.E.)  In  leyelling  across  a  river  the  horizontal  web  cut  the 
underside  of  a  signboard  14'35  ft  aboye  the  level  of  the  ground,  the  distance 
being  2  miles  5  chains  from  the  instrument. .  The  back  sight  to  a  B.M.  close  by 
was  7-25  ft,  the  level  of  the  bench  mark  being  52*80  ft.  Determine  the  level  of 
the  ground  at  the  signboard. 

The  correction  for  curvature  and  refraction  in  a  distance  of  2  miles  5  chains, 
».«.  2i^ff=20625  miles,  is  -67 x  (2  0625)«  ft. =2*425  ft. 

The  distance  of  the  eround  below  the  edge  of  the  signboard,  i.e,  below  the  line 
of  collimation,  is  14*35  n.  But  at  the  signboard  the  level  Une  through  the  instru- 
ment is  2*42  ft.  below  the  Une  of  collimation  ;  so  that  the  ground  is  there  14*35 
-2-42=  11*93  ft.  below  the  level  of  the  instrument  axis. 

Again,  as  the  reading  on  the  B.M.  is  7*25,  the  reduced  level  of  the  axis  is  52*80 + 
7-25=  6005  ft,  so  that  the  ground  under  the  signboard  has  a  reduced  level  of 
0005-11*93= 48*12  ft.  above  datum. 

Dip. — It  will  be  noticed  that  the  same  formulae  (1)  and  (2)  can  be 
applied  to  determine  the  distance  to  the  visible  horizon  I  (Fig.  148) 
from  a  position  A  (or  a)  at  an  altitude  AB  (or  aB)  =h  ft.,  say.  E.g, 
by  applying  formula  (2) 

4  miles.     .        .        .        .    (3) 


D.    1] 


or  if  A  is  not  negligible  compared  with  the  diameter  of  the  earth  d, 
then  as 

AI»=AB(AB  +  BC), 

D=VA(A+3),       ....    (4) 

where  all  dimensions  are  expressed  in  the  same  units. 

The  Dip  of  the  Horizon  is  Z.  HAI,  where  AH  is  the  horizontal  line 
through  A,  perpendicular  to  AO,  and  the  value  of  Z.  HAI  in  radian 
measure  is  the  arc  BI  divided  by  the  radius  OB,  because  Z.HAI  =  Z.  AOI. 

The  arc  BI  is  approximately  equal  to  D,  as  given  by  the  above 
formula. 


186  SURVEYING 

Example. — (LC.E.)  In  oonneoting  the  triangolation  of  Spain  with  that  of 
Algeria,  electric  light  signals  were  viewed  across  the  Mediterranean. 

Assuming  that  the  Spanish  mountains  were  9000  ft.  high  and  the  Algerian 
mountains  3000  ft.  high,  and  that  the  rays  from  the  signal  just  grazed  the  sea, 
how  far  approximately  were  the  stations  apart,  omitting  the  effect  of  refraction, 
and  taking  the  diameter  of  the  earth  at  8000  miles. 

Let  M  be  the  position  at  which  the  rays  graze  the  sea,  then  if  the  distance  from 
M  to  the  Spanish  mountains=D|  miles  and  to  ihe  Algerian  mountains =D,  miles 


/9000  /  900()\ 

'     -v   6280  V^^^"*"  5280/""  J^'^^^  (8001  7)=  1167  miles  abt., 

/3000  /  3000\ 

1^2=  V  5280  \®^^"'"6280/=  n/~^'M85W>^«)=  «7-4  miles  abt. 

therefore  the  total  distance  is  about  184*1  miles. 
Or  by  applying  formula  (1), 

Di=  \/^=  116-78  miles  (by  logs), 

D,=  \/^=    67-4  miles  (by  logs), 

184*2  miles  abt. 


Taking  into  account  refraction. 


198*2  miles  abt. 


Example, — ^What  is  the  dip  of  the  horizon  from  the  top  of  the  Spanish 
mountains  in  the  preceding  example  ? 

The  distance  to  the  horizon,  allowing  for  refraction,  is  125*66  miles,  so  that  the 
angle  in  radian  measure 

125*66 

=^4000  *PP~^-' 

=  '0314  radians, 
=  r-48'  nearly. 

Beciprocal  Levelling. — The  corrections  for  curvature  and  refraction 
which  are  given  by  formulae  (1)  and  (2)  are,  of  course,  only  mean 
values,  depending  upon  the  latitude  of  the  observer,  the  shape  of  the 
geoid,  the  state  of  the  atmosphere,  etc. ;  consequently  it  is  sometimes 
desirable  to  eliminate  these  errors  and  obviate  the  necessity  of  applying 
a  correction  formula,  the  accuracy  of  which  is  uncertain. 

This  may  be  accomplished  by  means  of  the  operation  known  as 
reciprocal  levelling,  which  in  addition  eliminates  any  error  due  to  the 
line  of  sight  not  being  exactly  pcLrallel  with  the  axis  of  the  bubble. 

For  instance,  let  it  be  required  to  find  the  relative  altitudes  of  two 
positions  a  and  6  (Fig.  149)  separated  by  a  IcLrge  river  or  channel. 

The  instrument  is  set  up  at  a  position  A  near  a,  and  readings  taken 
upon  staffs  held  at  a  and  at  6. 
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Let  Aa^bi  represent  the  horizontal  line  through  the  axis  of  the 
instrument  and  Aogb,  the  level  line,  and  AjaJ>2  the  line  of  collimation, 
the  three  points  a^,  a,,  and  03  being  practically  coincident  ( -a'  say) 
as  the  distance  Aa  is  small. 

The  apparent  difEerence  in  level  of  a  below  6  is  therefore  a'a  -636, 
while  the  true  difference  of  a  below  bisa'a-bjb^d  say. 

.'.d=a'a-{bjk-bjb^)^a'a-bj)'¥c,         .        .    (5) 

where  c,  i.e.  6363,  is  the  combined  error  due  to  curvature,  refraction, 
and  want  of  adjustment  of  the  line  of  collimation. 

The  instrument  is 
now  moved  to  a  position  »  a' 

B  near  6  and  readings        A g^^  "^ 

again    taken    on    the         ^      I  t*^* 

points  a  and  6. 

Preferably  the  two 
sets  of  observations,  i.e. 
from  A  and  from  B, 
should  be  taken  simul- 
taneously with  different 
instruments,  as  other- 
wise refraction  may  pos- 
sibly alter  during  the  in- 
terval. Inthiscase,how- 
ever,  special  care  must 
be  taken  to  eliminate 
the  collimation  errors  of 
both  instruments. 

Let  jS^a^  be  the  horizontal  line,  p'a^  the  line  of  collimation,  and  jS'os 
the  level  line  in  this  instance. 

The  apparent  difference  in  level  is  now  a^a-jS'fe,  and  the  true 
difference  in  level  is  cl^  -  p'b = d, 

or  d=(aaa  — 0203)  —  j3'6 

^a^-P'b—Cy  .        •        .        •    (6) 

because  the  combined  effect  of  curvature  and  refraction  (and  of  collima- 
tion errors  if  the  same  instrument  is  used)  will  be  equal  in  each  case,  i.e. 

and  ^i^  "  <^i<^2  ~  ^2^  ~  ^* 

From  (5)  a'a -bj)  +c=d 

and  from  (6)  cl^  -^'b-c^d, 

therefore  by  addition,  and  dividing  by  2, 

jA^'a-bjb)  +  {a^-p'b) 

2 

»half  the  sum  of  the  apparent  differences,  the  effect  of 
curvature  and  refraction,  etc.,  being  eliminated. 


Fio.  149.— Reoiprocal  Leyelling. 
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It  may  be  noticed  that  if  a  is  only  slightly  below  6,  i.e.  if  the  true 
difference  in  level  is  less  than  c,  then  the  apparent  difference  in  level, 
as  obtained  from  B,  may  indicate  that  a  is  higJier  than  6  unless  the 
correction  is  applied. 

The  application  of  reciprocal  levelling  to  trigonometrical  observa- 
tions is  shown  on  p.  212. 

Example. — In  levelling  aoross  a  wide  river  the  following  readings  were  obtained 
(Fig.  149) : 

From  A  on  to  a  3-76,       on  to  6  5*92. 
„     B     „      a  6- 10,  „      b  8-22. 

If  the  reduced  level  of  a=  52*80  ft.,  what  is  that  of  6  ? 

From  the  observations  at  A,  6  is  (592- 3-76)=2'16  ft  below  a. 

B,  6  is  (8-22-  610)=212  ft.  below  a. 
The  mean  of  these, «  ((2*  16 +2*  12) =2' 14  ft.,  may  be  taken  as  correct,  so  that 
the  reduced  level  of  6  is 

52-80- 2*14=  50-66  ft.  above  datum. 

The  Measnrement  of  Small  Vertical  Angles  by  Means  of  the  Spirit 
Level  Bubble. — ^The  spirit  level  consists  of  a  cylindrical  class  tube  of 
uniform  curvature  along  its  longitudinal  axis,  sealed  at  the  ends,  and 
almost  filled  with  alcohol,  ether,  chloroform,  or  other  suitable  liquid, 
while  the  remainder  of  the  tube  is  occupied  by  an  air  or  vapour  bubble. 

The  top  surface  of  the  tube  is  graduated  from  the  centre  outwards, 
and  the  extremities  of  the  bubble  should  lie  at  equal  distances  from  this 
central  mark,  when  the  line  of  coUimation  is  horizontal. 

Occasionally  it  is  necessary  "  to  determine  the  value  of  a  bubble 
division,"  i.e.  to  determine  the  vertical  angle  through  which  the  line 
of  collimation  is  moved,  when  the  telescope  and  bubble  tubes  are  tilted 
so  as  to  displace  the  bubble  one  or  more  divisions  from  the  central 
position.  This  is  useful  in  certain  methods  of  precise  levelling  when 
staff  readings  are  taken  without  accurately  centering  the  bubble, 
and  also  for  the  measurement  of  very  small  angles  of  elevation  or 
depression. 

To  ascertain  this  constant,  a  staff  station  is  fixed  a  convenient 
distance,  say  3(X)  ft.,  from  the  instrument,  and  readings  are  taken  on 
the  staff  held  there,  firstly  with  the  bubble  in  its  central  position,  and 
then  with  the  bubble  displaced  a  few  divisions  in  either  direction. 

A  number  of  observations  are  made,  both  ends  of  the  bubble  being 
accurately  read  each  time,  and  the  bubble  displaced  towards  the  eye- 
piece for  some  readings,  and  for  others,  towards  the  object  glass — the 
average  displacement  of  the  bubble  being,  say,  n  divisions.  Let  the 
corresponding  average  movement  of  the  axial  hair  line,  or  preferably 
of  the  three  webs  of  a  stadia  diaphragm,  from  their  normal  position 
on  the  staff,  be  8  feet,  and  the  distance  of  the  staff  station  from  the 
instrument  d  feet,  then  approximately  this  displacement  of  n  bubble 

8 

divisions  moves  the  line  of  collimation  through  an  angle  of  ^  radians, 

or   »    180x60^0   g^^js,  and  the  value  of    1   bubble  division 
a  IT 
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«   180.60.60 


seconds  or,  say,  3  seconds  for  a  precise  levelling 


d'       n  .11 
instroment. 

Also  if  i  is  the  length  of  one  bubble  division  in  parts  of  a  foot,  and 
B  the  radius  of  the  bubble  tube  in  feet, 

R    d* 

80  that  E  is  approximately  -^—  ft. 

See  Example  6,  p.  206. 

Setting  Out. — The  inverts  of  channels,  conduits,  sewers,  etc.,  are 
set  out  to  their  proper  gradients  by  means  of  sight  rails,  and  boning  or 
travelling  rods. 

Sight  rails  consist  of  long  horizontal  rails  spanning  the  trench  and 
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Fio.  150.— Sight  Bails. 


FiQ.  151.— Travelling  Rod. 


nailed  to  two  or  three  vertical  posts,  the  lower  ends  of  which  are  firmly 
embedded  in  the  earth,  or  packed  with  clay  or  other  material  into 
upright  pipes  (Fig.  150). 

The  travelling  rod  (Fig.  151)  consists  of  a  long  shaft  across  which 
is  nailed  a  small  transverse  head — much  Uke  an  ordinary  T  square. 

The  upper  edge  of  each  sight  rail  is  set  truly  horizontal  with  a 
small  hand  level,  and  the  line  joining  the  top  edges  of  two  conse- 
cutive rails  is  adjusted,  by  means  of  a  dumpy  or  other  level,  to  the 
same  gradient  that  it  is  required  to  give  the  invert  of  the  proposed 
works. 

For  concrete  conduits,  the  excavation  having  been  taken  down 
approximately  to  the  required  depth,  templates  are  placed  temporarily 
in  position.  The  travelling  rod  is  held  vertically  upon  the  centre  of 
each  of  these  in  turn  (or  upon  pegs  which  serve  the  same  purpose), 
and  by  sighting  from  the  edge  of  one  sight  rail  to  the  next,  it  is  observed 
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whether  the  head  of  the  rod  is  in  exact  alignment.  If  not,  the  template 
must  be  raised  or  lowered  until  the  three  edges  are  in  line.  The  length 
of  the  travelling  rod  being  constant  between  any  two  rails,  the  invert 
is  thus  set  out  at  the  required  gradient  pcLrallel  to  the  imaginary  line 
joining  the  edges  of  the  sight  rails. 

In  the  case  of  a  long  sewer,  or  channel,  the  setting  out  is  done  in 
two  or  more  lengths,  each  sufficiently  short  to  enable  the  sight  rail 
at  one  end  to  be  clearly  seen  from  the  other  end — say  200-250  ft.,  and 
the  work  is  generally  commenced  at  the  lower  or  discharge  end. 

Although  it  may  be  required  to  provide  the  invert  with  a  uniform 
gradient,  it  is  not  necessary  that  all  the  sight  rails  shall  be  in  one  line — 
i.e.  that  a  constant  length  of  travelling  rod  shall  be  employed  through- 
out the  whole  scheine.  This  length,  though  constant  for  any  one 
section,  may  vary  for  different  sections,  which  are  then  entirely 
independent  of  each  other,  except  that  the  invert  is  made  continuous. 

The  travelling  rod  is,  for  that  reason,  often  of  an  adjustable  pattern, 
as  in  Fig.  151 :  in  this  example  an  iron  shoe  is  shown  to  enable  the 
rod  to  be  held  on  the  invert  of  a  sewer  pipe,  without  inclining  it  from 
the  vertical. 
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Example. — It  is  required  to  fix  sight  rails  for  the  setting  ont  of  a  sewer, 
at  an  inclination  of  1  in  250,  the  depth  at  the  lower  end  being  10*5  ft.  below  a 
peg  A  (Fig.  152). 

A  oonvenient  length  AB,  say  200  ft.,  is  measured  in  the  required  direction 
from  A,  and  uprights  fixed  at  A  and  B.    The  fall  in  the  invert  from  B  to  A  is 

therefore  f^^= -80  ft. 

If  the  length  of  the  travel- 
ling rod  is  fixed,  say  15  ft., 
the  horizontal  rail  at  A  is 
nailed  to  the  uprights  at  this 
distance  above  the  discharge 
level — or  4*50  ft.  above  the 
peg  A. 

If  not,  the  sight  rail  at  A 
may  be  fixed  at  any  convenient 
height  above  the  ground,  and 
the  length  of  the  travelling  rod 
adjusted  to  suit. 

The  rail  at  B  is  now  to  be 
fixed  at  such  an  elevation  that 
the  line  joining  the  top  edge 
to  the  top  edge  of  the  rail  at 
A  has  an  inclination  of  1  in 
250  towards  A,  i.e.  the  rail  at 
B  is  to  be  *80  ft.  higher  than 
that  at  A. 

If  the  ground  between  B 
and  A  is  sufficiently  elevated,  the  instrument  may  be  set  up  about  midway 
between  these  points  and  the  levelling  staff  held  upon  the  rail  at  A  giving  a 
reading  of  say  1*26  ft. 

The  required  reading  on  the  rail  at  B  is  evidently  1*26-  -80= -46  ft.  The 
staff  is  accordingly  held  against  one  of  the  uprights,  and  raised  or  lowered  until  by 
trial  this  reading  is  obtained,  when  the  position  of  the  foot  of  the  staff  is  marked 
and  the  horizontal  sight  rail  nailed  in  place,  being  levelled  with  a  small  hand 
level.  After  fixing,  the  accuracy  is  checked  by  hol<Sng  the  staff  upon  the  centre 
of  the  rail  and  observing  the  reading,  which  should  be  *46  as  before.    Had  the 
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.reading  on  the  rail  at  A  been  less  than  '80  ft.,  for  instance  say  *26,  the  staff  on  the 
rail  at  B  would  not  be  interseoted  by  the  line  of  oollimation,  and  consequently 
it  would  be  necessary  to  observe  a  reading — say  3*78  upon  a  peg  below  the 
rail. 

Thus,  as  the  rail  at  B  is  to  be  *80  ft.  above  that  at  A,  and  as  the  rail 
at  A  is  to  be  *26  ft.  below  the  line  of  oollimation,  therefore  the  rail  at 
B  is  *54  ft.  above  the  line  of  collimation.  Again  the  peg  lit  B  is  3*78  ft. 
below  the  line  of  oollimation,  so  that  the  rail  at  B  must  be  fixed  3*78+  *54»4'32 
feet  above  the  peg  at  B. 

This  distance  may  be  measured  conveniently  with  the  levelling  staff,  while  the 
rail  is  levelled  with  a  hand  level  and  nailed  to  the  uprights. 

A  more  general  case  is  shown  in  Fig.  152,  where  both  rails  are  above  the  line 
of  collimation  of  the  telescope. 

The  reading  on  the  peg  at  A=  3*16  ft.  say,  and  on  a  peg  at  B==4*88  ft.  The 
length  of  the  travelling  rod==  15  ft.  say. 

The  height  of  the  rail  A  above  the  peg  A  is  therefore  16*00  -  10*60=  4*60  ft., 
or  4*50  -  3*16=  134  ft.  above  the  line  of  collimation.  The  rail  at  B  is  *80  ft. 
higher  than  that  at  A,  i.e.  1*34+  '80=2*14  ft.  above  the  line  of  collimation.  But 
the  peg  B  is  4*88  ft.  below  the  line  of  collimation,  therefore  the  rail  B  is  2*14+  4*88 
=  7*02  ft.  above  the  peg  at  B. 

The  depth  of  the  sewer  at  B  is  15-00 - 702=  7*98  ft. 

The  rail  at  B  in  this  case  is  a  little  too  high  to  be  used  without  a  platform  of 
some  kind,  so  that  unless  all  the  sighting  is  to  be  done  from  A,  both  rails  should 
be  lowered,  say  1*50  ft.,  and  the  travelling  rod  shortened  this  amount  to  enable 
the  aligning  to  be  done  from  either  end. 

For  the  prolongation  of  the  sewer  the  rail  at  B  may  remain  in  its  present 
position,  and  the  same  length  of  travelling  rod  used  for  the  next  section  ;  or  it 
may  be  raised  or  lowered  to  suit  the  next  station  C,  provided  that  a  correspond- 
ing change  is  made  in  the  length  of  the  travelling  rod  for  the  section  BC. 

PrecantionB. — ^A  few  additional  points,  the  observation  of  which 
tends  to  ensure  accuracy  in  ordinary  levelling,  will  now  be  mentioned. 

The  telescope  should  be  correctly  focussed  and  parallax  eliminated  ; 
the  large  bubble  on  the  telescope  should  be  brought  accurately  to  the 
centre  of  its  run,  and  the  hand  removed  from  the  eye-piece  and  from 
the  legs  of  the  instrument  for  all  back  and  fore  sight  readings  ;  and 
these  turning-points,  for  any  one  setting,  should  be  about  equidistant 
from  the  instrument.  The  reason  for  this  is  that  if  there  is  any  error 
due  to  the  line  of  collimation  not  being  parallel  with  the  axis  of  the 
bubble  tube  (see  adjustments  1  and  2,  p.  147),  the  effect  will  be  equal 
for  both  readings,  and  consequently  the  true  difference  of  level  between 
the  back  and  fore  sight  positions  will  be  obtained.  Intermediate 
points  will  probably  be  slightly  inaccurate,  but  an  error  in  these 
will  not  carry  through  and  affect  all  the  ensuing  work  as  would  be 
the  case  if  a  back  or  fore  sight  were  in  error. 

A  frequent  case  in  which  an  error  is  introduced,  due  to  the  back 
and  fore  sight  distances  being  unequal,  occurs  when  a  Une  of  levels 
is  being  run  up  or  down  a  steep  hill. 

Thus  in  Fig.  153  let  A,  B,  C  be  the  successive  instrument  stations 
and  a,  6,  c,  d  the  corresponding  back  and  fore  sight  stations. 

The  average  height  of  the  telescope  above  the  ground  on  which  the 
instrument  is  set  up  may  be  taken  as  about  5  ft.,  and  the  length  of 
staff  generally  employed  is  14  ft. 

Consequently  for  points  lower  down  the  bank  than  A  the  readings 
from  that  station  will  lie  roughly  between  5-00  and  14*00,  while  points 
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higher  up  the  bank  than  A  will  give  readings  between  0*00  and  6*00. 
The  maximum  horizontal  distances  that  can  be  read  from  A  are  conse- 
quently 6  cot  0  up  the  hill,  and  9  cot  0  down  the  hill,  where  0  is  the 
average  inclination  of  the  ground.  If  the  extreme  lengths  are  made 
equal,  each  will  be  very  roughly  5  cot  0  ft.,  and  only  about  10  ft.  of 
the  staff  wiU  be  utilised,  while  the  ground  covered  by  one  setting  wiU 
be  about  10  cot  0  instead  of  14  cot  0  ft. ;  i.e.  the  instrument  will  need 
to  be  moved,  roughly,  40  per  cent  more  times. 

If  the  maximum  distances  are  sufficiently  small  to  be  unrestricted 
on  account  of  want  of  distinctness  of  the  image,  in  order  to  save  time 
and  labour  the  natural  tendency  of  a  Surveyor  will  be  to  work  over 
the  whole  range  of  the  staff. 

Now  suppose  that  the  line  of  coUimation  is  not  parallel  to  the  bubble 
axis  {i.e.  that  adjustment  (2),  p.  147,  is  incorrect),  but  is  tilted  slightly 
downwards,  so  that  in  levellmg  up  the  hill — ^the  instrument  being  at  A 
— the  back  sight  reading  is  (uii  and  the  fore  sight  reading  66^,  and  let 
the  horizontal  line  through  A^  cut  the  two  positions  in  02  ^^'^  ^2  respec- 
tively, making  the  error  at  a  equal  to  ofy  &nd  that  at  b  equal  to  S^bg* 

Then  as  the  triangles 

OiA^Oj  and  bjA.^^  ^^ 
sunilcLr,  dfy  is  much 
greater  than  bib^  (ap- 
proximately   (li€L2'=^V^2 

=  1-8   6162),   so  that  6, 

which  is  actually  higher 

than  a  by  an   amount 

(002  -  bb^),  is  apparently 

an    amount    {cuii  -  bbj) 

higher. 

But  (ooi  -  661)  =  (ooj  -  bb2)  -  (oiOj  -  6162),  so  that  the  altitude  of 

6  above  a  so  determined,  is  too  small  by  the  amount  (0102  ~  ^1^2) 

or  approx.  '8  6162. 

Similarly  the  altitudes  of  c  above  6,  and  of  d  above  c,  etc.,  are  too 
small,  and  hence  the  height  of  the  hill  is  apparently  not  so  great  as  is 
actually  the  case. 

It  will  be  seen  that  the  error  is  exactly  the  same  in  levelling  doion 
the  hill,  e,g,  the  point  a  is  apparently  not  as  much  below  the  level 
of  6  as  an  instrument  in  correct  adjustment  would  indicate,  and  the 
error  is  (01^2  ~  ^1^2)  *^  before,  so  that  it  is  quite  possible  by  levelling 
to  the  top  of  a  hill  and  down  again  to  the  same  or  another  bench  mark, 
to  determine  wrongly  the  altitude,  although  the  closing  error  on  the 
final  bench  mark  may  be  quite  within  the  prescribed  limits  of  accuracy. 
When  the  line  of  collunation  is  in  correct  adjustment,  OiO^  and 
6^62  ^^^  eskch  equal  to  zero,  so  that  no  error  is  introduced  when  the 
back  and  fore  sight  distances  are  unequal.  It  is,  however,  always 
advisable  to  make  these  distances  equal  when  in  case  of  want  of  adjust- 
ment 0^02  is  equal  to  &1&2  ^^^  ^^^  &iSLl  error  is  eliminated. 

An  expression  for  the  error  in  the  apparent  altitude  may  be  obtained 
as  follows : 
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Let  6  be  the  error  in  a  horizontal  sight  of  100  ft.,  due  to  the  line 
of  coUimation  not  being  parallel  to  the  bubble  axis. 

Then  ^*«  =  '-4S^- 

But  in  moving  a  horizontal  distance  of  14  cot  d  towards  the  summit 
of  the  hill,  the  error  introduced,  under  the  assumptions  stated  above 
=  -8  b^b^,  and  therefore  the  total  error,  if  the  horizontal  projection  of 
the  dope  is  H  or  the  total  height  V,  becomes  roughly 

•86162 X  H_  -8 X  5  cot  dxcxH_    1    tt 
Ucotfl  100 14  cot  0  350      '^' 

or  -— V.c.cot^. 

350 

Thus  if  e  =  02,  5  =  5°  and  V  =  45  ft.,  the  error  is  -03  ft. 

The  efEect  of  the  divergence  of  the  bubble  from  the  centre  of  its 
run  is  to  tilt  the  line  of  coUimation,  and  so  introduce  an  error  the 
magnitude  of  which  is  discussed  later. 

Back  and  fore  sight  readings  should  always  be  taken,  where 
possible  upon  some  fimi  and  substantial  object,  such  as  a  large  stone, 
a  kerb,  a  peg  temporarily  driven  in  for  the  purpose,  etc.  It  is  not 
necessary  that  all  such  positions  should  be  permanent  points,  but  in 
a  long  line  of  levels  it  is  advisable  that  a  certain  number  should  be  so  : 
then  in  the  case  of  an  accidental  disturbance  of  the  level,  and  the  dis- 
placement of  a  back  sight  station  before  the  corresponding  fore  sight 
reading  is  taken,  it  is  not  necessary  to  conunence  levelling  again  from 
the  starting-point,  but  operations  may  be  reconunenced  from  any  of  the 
"  bench  "  marks  so  left.  Also  in  the  case  of  a  large  final  error,  the  bench 
marks  (or  change  points)  may  be  relevelled,  and  so  separate  sections  of 
the  work  quickly  checked,  making  it  possible  for  the  mistake  to  be 
approximately  located,  and  so  probably  limiting  the  relevelling  to  a 
small  portion  of  the  ground. 

On  soft  ground  and  for  want  of  a  better  change  point  the  stafE  may 
be  held  upon  an  arrow  pushed  up  to  its  head  in  the  ground,  the  pressure 
being  distributed  over  a  larger  area  by  means  of  a  second  horizontal 
arrow  passing  through  the  loop  of  the  vertical  arrow. 

The  instrument  station  too  should  be  on  as  firm  ground  as  possible, 
as  in  marshy  and  soft  ground  any  movements  of  the  instrument  may 
displace  the  bubble,  and  so  cause  the  readings  to  be  in  error. 

The  levelling  staff  should  be  held  as  nearly  vertical  as  possible, 
and  for  accurate  work  a  spirit  level  attached  to  the  back  of  the  staff  is 
often  used  to  indicate  to  the  staff  man  when  this  condition  obtains. 
A  plumb-bob  or  pendulum  device,  arranged  to  hang  suspended  exactly 
over  a  specified  position,  or  through  the  centre  of  a  fixed  horizontal 
ring,  is  ^so  used. 

For  ordinary  work,  however,  the  staff  man  is  left  to  judge  with  his 
eve  the  verticality  of  the  staff,  though  the  instrument  man  can  observe 
the  truth  of  this  in  one  direction,  by  comparison  with  the  vertical 
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webs  of  the  diaphragm.  He  may  then,  if  necessary,  call "  Top  ofE  you," 
or  *'  Top  to  you,"  or  motion  to  the  staff  man  the  fact  that  the  staff  is 
out  of  perpendicular. 

If  the  levelling  staff  leans  directly  towards  or  away  from  him,  the 
instrument  man  may  be  unaware  of  the  defect,  in  which  case  a  reading 
which  is  always  in  excess  of  the  true  value  is  obtained.  Thus  the  error 
is  cumulativey  and  for  this  reason  it  is  obviously  important  that  due 
care  should  be  taken  to  eliminate  it.  If  the  true  staff  reading  is  2,  a 
deviation  of  ^  in  either  direction,  from  the  vertical,  wiU  cause  the 
reading  to  be  I  sec  fl,  which  gives  an  error  of  I  (sec  fl  - 1)  ft.  (If  I  = 
14  ft.  and  6  =3°,  the  error  is  -02  ft.) 

An  error  from  this  source  is  very  liable  to  arise  when  levelling  up 
or  down  bank,  particularly  for  readings  near  the  top  of  the  staff. 

It  is  often  recommended  that  the  staff  should  be  gently  waved  to 
and  fro  by  the  staff  man,  through  a  small  angle  on  either  side  of  the 
vertical,  and  the  minimum  reading  booked. 

This  minimum  reading  would  be  the  true  reading  required  if  the 
point  of  rotation  at  the  foot  of  the  staff  were  in  the  same  plane  as  the 
graduated  face.  This  is  usually  not  the  case — either  the  staff  is 
rotated  about  a  point  under  the  centre  of  the  staff,  e.g.  on  the  head  of 
an  arrow — or  during  the  baibkward  motion  the  point  of  rotation  is  the 
heel  of  the  staff.  A  reading  (S)  smaller  than  the  true  vertical  distance 
(B)  between  the  line  of  coUunation  and  the  station-point  is  obtained  in 
each  of  these  cases. 

Usually,  however,  the  error  is  very  small,  particularly  if  E  is  large, 
and  the  adoption  of  this  procedure  may  eliminate  errors  which  are 
likely  to  be  much  larger. 

Let  d  be  the  angle  the  staff  ia  tilted  from  the  vertical  when  the 
reading  is  S,  and  the  true  vertical  distance  is  B,  and  let  the  distance 
from  the  point  of  rotation  to  the  face  of  the  staff  be  T,  then 

Scosfl  +  Tsinfl=B, 

or  S=B.secfl-Ttanfl (1) 

For  S  to  be  a  minimum 

dSr^    sin  g  ^     T     _^ 
dO"^' cost's    cos2fl      ' 

i.e.  B.smfl-T=0, 

T 
or  sinfl=;^ (2) 

xv 

Prom  (1)  and  (2)  the  minimum  value  of  S  =  V^B^  -  T^  which  is  less 
than  B. 

Example.— li  R=100  ft.  and  T=016  ft.,  then 

sin  ^='15  and  ^=8^°  about, 

and  S  =  ^/R>-T«= 0-989. 

The  error  in  this  case,  introdnoed  by  booking  the  reading  0*989  instead 
of  100,  is  0011ft.  Similarly  if  R=1000  the  error  is  00011  ft.  aboutr—t.c.  a 
negligible  amount. 
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In  rough  weather  it  is  almost  impossible  to  get  accurate  results 
with  a  level,  as  gusts  of  wind  are  liable  to  cause  the  bubble  to  deviate 
from  its  central  position,  and  so  displace  the  line  of  coUimation  from 
the  horizontal  position,  and  to  bend  and  shake  the  levelling  staff. 

Precise  Levelling. — ^For  precise  levelling  operations,  as  already 
mentioned,  special  instruments  and  levelling  staves  are  generally 
employed. 

The  level  is  protected  from  the  sun  and  wind  by  a  screen  or  umbrella, 
and  the  readings  corrected,  if  necessary,  for  any  alterations  in  the 
length  of  the  staves  due  to  changes  of  temperature. 

The  coefficient  of  expansion  of  the  staff  material  is  about  0*000004 
per  degree  centigrade,  so  that  for  single  readings  or  for  work  over 
moderately  level  country  this  correction  is  usually  negligible. 

If,  however,  the  altitude  changes  greatly,  the  sum  of  the  back 
sight  readings  will  be  either  considerably  in  excess  of  or  short  of  the 
sum  of  the  fore  sight  readings.  The  cumulative  effect  of  these  small 
corrections  then  becomes  appreciable,  and  hence  it  is  necessary  to 
apply  the  temperature  correction  to  this  difference  in  rod  lengths ; 
e.g.  if  H  is  the  difference  in  elevation  in  metres,  the  correction  to  be 
applied  when  the  average  temperature  is  t°  C.  above  that  at  which  the 
calibration  of  the  staff  graduations  is  known  is  0*004. ^''.H  milli- 
metres. 

A  further  correction  which  it  may  be  necessary  to  apply  is  to  allow 
for  any  variation  in  the  length  of  the  staff  graduations  from  those  of 
the  standard. 

For  instance,  if  an  intercept  indicated  as  3  metres  on  the  staff  is 
really  3*001  metres  Ions,  and  if  the  total  apparent  difference  in  altitude 
of  two  stations  is  found  to  be  H  metres,  the  correction  to  be  applied  is 

H  X  — _—  metres  =«  H  millimetres. 
3  «5 

This  must  be  added  if  the  staff  is  too  long  and  subtracted  if  the 
staff  is  too  short. 

The  length  correction  may  vary  from  time  to  time,  and  the  gradua-. 
tions  should  be  periodically  compared  with  a  standard. 

A  third  co^ection  has  the  nature  of  an  index  correction,  and  is  to 
allow  for  the  fact  that  the  zero  of  the  scale  may  not  coincide  with  the 
foot  of  the  staff. 

The  average  wear  of  the  foot  of  a  staff  on  the  New  York  City  Levels 
was  as  much  as  0*3  mm.  per  year. 

No  correction  is  necessary  if  the  index  errors  of  the  two  staves  are 
equal  or  if  each  staff  is  used  alternately  for  a  back  and  for  a  fore 
sight.  Otherwise,  if  a;  is  the  difference  between  the  two  index  errors, 
the  correction  to  be  applied  is  Na;  where  N  is  the  number  of  settings  of 
the  instrument. 

Check  levels  are  taken  preferably  in  the  opposite  direction  to  the 
original  set,  and  often  by  a  different  surveyor ;  but  one  operator  may 
take  his  own  check  levels  by  running  an  independent  line  of  back  and 
fore  sights  alongside  the  primary  line. 
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To  ensure  complete  independence,  readings  should  not  be  taken  on 
the  two  lines  from  one  position  of  the  instrument  (except  for  occasional 
comparisons) — i.e.  the  level  should  be  set  up  anew  each  time  for  the 
check  line,  and  possibly  different  staves  used. 

In  order  to  facilitate  operations  for  a  single  line  two  staves  are 
often  employed,  one  A  being  held  at  the  back  sight  and  the  other  B 
at  the  fore  sight  station.  For  the  next  setting  of  the  instrument  the 
fore  sight  staff  B  is  kept  at  the  same  position  to  furnish  a  back  sight 
reading,  while  the  staff  A  is  taken  aheaid  to  the  next  fore  sight  station. 
Thus  at  any  one  station  the  same  staff  is  used  for  the  fore  sight  and 
the  back  sight  readings  there. 

To  eliminate  error  due  to  the  possible  settlement  of  the  instrument 
tripod  and  staff  back  sights  and  fore  sights  are  alternately  taken  first 
from  successive  instrument  stations. 

Back  and  fore  sight  distances  are  made  exactly  equal,  or  a  correction 
is  applied  to  allow  for  any  error  due  to  curvature  and  refraction. 
The  distances  are  sometimes  measured  by  reading  the  three  webs  of 
the  diaphragm  (see  Tacheometry) :  in  this  case  a  mean  of  the  three 
values  is  taken  for  the  line  of  collimation  instead  of  the  single  central 
reading. 

The  length  of  sights  is  limited  (300  ft.  say),  but  the  amoimt  depends 
upon  the  particular  instrument  employed. 

The  work  is  also  confined  to  times  about  midday  when  the  atmos- 
spheric  conditions  are  favourable  and  refraction  less  variable. 

The  following  are  abstracted  from  the  General  Instructions  for 
Precise  Levelling  in  New  York  City.^ 

(1)  Except  when  speoifio  infitmctions  are  given  to  proceed  otherwise,  all 
lines  are  to  be  levelled  independently  in  both  the  forward  and  backward 
direction. 

(4)  It  is  desirable  that  the  backward  measurement  on  each  section  should 
be  made  mider  different  atmospheric  conditions  from  those  which  occurred  on  the 
forward  measurement.  It  is  specially  desirable  to  make  the  backward  measure- 
ment in  the  afternoon  if  the  forward  measurement  was  made  in  the  forenoon,  and 
vice  veraa,  .  .  . 

(5)  On  all  sections  upon  which  the  forward  and  backward  measures  differ  by 

more  than  4-0  mm.  JK  (in  which  K  is  the  distance  levelled  between  adjacent 
bench  marks  in  kilometres),  both  the  forward  and  backward  measures  are  to  be 
repeated  until  two  such  measures  fall  within  the  limit. 

(7)  The  programme  of  observation  at  each  station  is  to  be  as  follows :  Set  up 
and  level  the  iastrument.  Read  the  three  lines  of  the  diaphragm  as  seen  projected 
against  the  front  (or  rear)  rod,  each  reading  being  taken  to  the  nearest  millnnetre 
(estimated),  the  level  bubble  being  kept  continuously  in  the  middle  of  the  tube. 
As  soon  as  possible  thereafter  read  the  three  lines  of  the  diaphragm  as  seen  pro- 

i'eoted  against  the  rear  (or  front)  rod,  estimatiof  to  millimetres  as  before,  and 
[eeping  the  bubble  continuously  in  the  middle  of  the  tube. 

(8)  At  each  rod  station  the  rod  thermometer  is  to  be  read  to  the  nearest 
centigrade  degree,  and  the  temperature  recorded. 

(9)  At  stations  of  odd  numbers  the  back  sight  is  to  be  taken  before  the  fore 
sight,  and  at  even  stations  the  fore  sight  is  to  be  taken  before  the  back  sight. 

(10)  The  maximum  difference  in  length  between  a  fore  sight  and  the  corre- 
sponding back  sight  is  to  be  10  m.  .  .  . 

*  Engineering  News  ("Precise  LeveUing  in  New  York  City,**  by  F.  W.  Koop), 
voL  Ixx.,  No.  10,  p.  447. 
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(11)  The  recorder  shall  keep  a  record  of  the  rod  intervalB  subtended  by  the 
extreme  lines  of  the  diaphragm  on  each  back  sight,  together  with  their  continuous 
sum  between  bench  marks.  A  similar  record  shall  be  kept  for  the  fore  sight. 
The  two  continuous  sums  shall  be  kept  as  nearly  equal  as  is  feasible,  without  the 
expenditure  of  extra  time  for  that  purpose,  by  setting  the  instrument  beyond 
(or  short  of)  the  middle  point  between  the  back  and  front  rods.  The  two  continu- 
ous sums  shall  not  be  allowed  to  differ  by  more  than  a  quantity  corresponding 
to  a  distance  of  20  m. 

(12)  Once  during  each  day  of  observation  the  error  of  the  level  should  be 
determined.  .  .  . — {Note. — ^This  refers  to  the  inclination  of  the  line  of  oollimation 
to  the  axis  of  the  instrument.) 

(14)  The  instrument  shall  be  shaded  from  the  direct  rays  of  the  sun,  both 
during  the  observations  and  the  movement  from  station  to  station. 

(15)  The  maximum  length  of  sight  shall  be  150  m.,  and  the  maximum  is  to  be 
attained  only  under  the  most  favourable  circumstances. 

(16)  At  the  beginning  and  end  of  the  season,  and  at  least  twice  each  month 
during  the  progress  of  the  levelling  the  three-metre  interval  between  metallic 
plugs  on  the  face  of  each  level  red  shall  be  measured  carefully  with  a  steel 
tape.  .  .  .  The  purpose  of  these  measures  is  to  detect  changes  in  the  length  of 
the  rod  rather  than  to  determine  the  absolute  lengths.  The  absolute  lengths 
are  determined  at  the  office  between  field  seasons.  At  least  once  each  month 
durinff  the  progress  of  the  levelling,  the  adjustment  of  the  rod  levels  shall  be 
tested.  ...  If  the  deviation  from  the  vertical  exceeds  lO  mm.  on  a  three-metre 
length  of  the  rod  the  rod  level  must  be  adjusted. i 

The  following  is  a  short  description  of  the  method  adopted  on 
the  Qeodetic  Survey  of  the  Transvaal  and  Orange  Eiver  Colony. 

The  levelling  staves  were  made  of  well-seasoned  wood.  Each  was 
3-2  metres  long,  and  consisted  of  two  pieces  clamped  together  to  form 
one  staff.  One  portion  was  graduated  in  centimetres  (Face  I.),  while 
the  scale  upon  the  second  portion  (Face  II.)  was  arbitrary,  the  divisions 
being  in  the  ratio  of  11  to  9  to  those  on  Face  I.  One  portion  was  shod 
with  iron,  and  rested  (at  each  station)  upon  a  steel  pin  with  a  spherical 
turned  head.  This  pin  was  passed  through  a  circular  iron  plate, 
which  rested  on  the  ground,  and  was  forced  home. 

The  staves  were  compared  regularly  with  a  brass  scale,  and  the 
variations  in  length  of  the  brass  standard,  due  to  changes  of  temperature, 
were  computed  from  an  attached  steel  bar,  with  which  it  formed  a 
metallic  thermometer. 

Two  staves  were  used,  one  on  the  fore  sight  and  one  on  the  back 
sight  station,  and  the  instrument  was  set  up  twice,  exactly  midway 
between  these  points.  The  three  webs  were  read  upon  each  face,  so 
that  4  sets  of  3  readings  were  taken  on  each  B.S.  or  F.S.  station.  In 
addition,  the  readings  of  the  object-glass  and  eye-piece  ends  of  the 
bubble  were  noted. 

Corrections  were  then  made : 

(1)  For  dislevelment  of  the  bubble.  This  varied  with  the  distance 
of  the  level  from  the  staff  and  the  displacement  of  the  bubble  from  its 
central  position. 

(2)  For  scale  values,  as  found  by  comparison  with  the  standard. 
The  result  was  then  computed  separately  from  Face  I.  and  Face  II. 

readings,  the  latter  being  reduced  to  centimetres  by  multiplication 
with  a  constant  factor. 
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riie  Hew  Oeodfttic  LeToUing  of  Orut  Britain.) — The  old  Ordnance 
Survey  leveUing,  the  results  of  which  are  published  in  the  AbttracU  of 
Levelling,  though  very  good  for  its  date,  is  not  up  to  the  standard  of 
precise  levelling  of  the  present  day. 


U-Jr-k- 


Pia.  164.^Fniiduiiei)tel  Et«och  Mtxk. 

It  was  therefore  decided  to  carry  out  a  new  network  of  primary 
levelling,  and  to  connect  the  network  with  three  tidal  observatories. 
The  levelling  of  the  new  network  was  commenced  in  1912.     Tidal 

1  This  account  of  tbe  Neir  Geodetio  Levelling  of  Great  Britam  has  been  written 
by  Major  A.  J.  Wollf,  D.S.O.,  R.E.,  the  officer  in  charge  of  the  LeTelting  Divisioa  of 
toe  Ordnance  Surrey,  and  it  is  here  reproduced  by  the  pBrmiBsioa  ol  Colonel  Sir 
Caiarlea  dose,  K.B.E.,  C.B.,  aH.G.,  R.K,  the  Director-General. 


obserrations  weie  commenced  at  the  three  tidal  stations — Dimbar, 
Newlyn,  and  Felizetowe-^in  the  years  1913, 1915,and  1917  respectively, 
and  obseirations  to  obtain  the  mean  sea  level  have  been  earned  out  at 
all  of  them  continuously  since  these  years. 


The  tide  gauges  are  self-registering,  and  records  are  abstracted  of 
the  height  of  the  tide  above  the  observatory  zeros  for  every  hour. 
From  these  abstracts  the  weekly,  monthly,  and  annual  means  are 
computed.  Barometer  readings  are  taken,  corrected  for  temperature, 
height  above  mean  sea  level  and  latitude,  and  records  are  abo  kept  of 


200  SURVEYING 

the  temperature  and  density  of  the  sea  water.  The  immediate  response 
which  the  level  of  the  sea  makes  to  a  rise  or  fall  of  the  barometer  is 
very  marked. 

The  1st  Class  or  fundamental  bench  marks  are  all  on  solid  rock. 
They  are,  on  an  average,  25  miles  apart.  It  is  intended  that  the 
precise  levelling  of  these  fundamental  marks  shall  serve  the  double 
purpose  of  forming  a  reliable  basis  for  future  branch  levelling,  and  for 
determining  what  relative  movement,  if  any,  there  may  be  between  the 
levels  of  the  land  and  sea. 

The  diagrams  show  the  design  of  the  fundamental  bench  marks  and 
of  the  2nd  Class  bench  marks.    (Figs.  154  and  156.) 

Second  Class  or  flush  brackets  are  spaced  about  1  mile  apart, 
and  are  fixed  on  the  face  of  old  solid  buildings,  abutments  of  bridges, 
and  other  vertical  surfaces  with  solid  foundations. 

Each  of  these  flush  brackets  has  a  serial  number. 

The  3rd  Class  bench  marks  are  copper  rivets  let  into  a  horizontal 
surface  of  stone  or  brick.    They  are,  on  an  average,  400  yards  apart. 

The  levelling  staves  at  intermediate  points  are  supported  on  steel 
pegs  driven  firmly  into  the  ground.  These  pegs  are  removed  between 
forward  and  back  levellings. 

Each  line  is  levelled  forward  and  back,  on  different  days,  and  no 
readings  are  ever  taken  under  -5  foot  from  the  ground,  so  as  to  reduce 
the  effect  of  refraction. 

The  difference  of  distance  from  the  level  to  the  forward  and  back 
stations  is  not  allowed  to  exceed  3  ft.  so  as  to  eliminate  coUimation. 

The  Zeiss -level.  No.  3  large,  has  been  used  throughout,  with  a 
vernier  attachment  for  reading  to  the  4th  decimal  place  of  a  foot. 
An  umbrella  is  used  to  screen  the  level  and  bubble  during  readings. 

The  staff  used  is  a  special  type  designed  at  the  Ordnance  Survey, 
and  constructed  by  the  Cambridge  Scientific  Instrument  Company. 
It  consists  of  a  strip  of  iron,  graduated  to  ^V  ^^  ^  ^^^^y  secured  at  the 
base  to  a  wooden  staff,  but  free  to  expand  or  contract  vertically  with 
reference  to  the  woodwork. 

Each  staff  has  been  standardised,  and  staff  corrections  are  applied 
to  the  readings. 

The  resolutions  adopted  at  the  Conference  of  the  International 
Geodetic  Association  held  at  Hamburg  in  1912  are  the  standard  of 
accuracy  of  the  geodetic  levelling.  The  following  is  a  precis  of  the 
rules,  which  are  strictly  adhered  to  : 

e,  =  ±  -6745 


2  ™2Vm' 

/^  +  ^  +  etc. 
=  ±.6745V_B— '^ 


Pj  =  ±  -6745 
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where    A  »  discrepancy  between  the  results  of  two  runnings  between 

two  consecutive  bench  marks ; 
M  =  distance  in  miles  ; 

S»  accumulated    discrepancy    between    the    two    runnings 
between  terminal  bench  marks  of  a  line ; 
C1C2,  etc.  =  circuit  errors  of  circuits  I.,  IL,  etc.,  respectively ; 
m^nij,  etc. » lengths  in  miles  of  circuits  I.,  II.,  etc.,  respectively ; 
n  «  number  of  circuits. 

The  limit  for  circuit  error  is  four  times  6^  /^/M  for  the  circuit. 
The  formulae  for  the  probable  systematic  error  and  probable 
accidental  error  are : 

(1)  For  the  probable  accidental  error  r^r 


'^^     9L2L     (2L)2^LJ 


(2L)^ 
(2)  For  the  probable  systematic  error  ar 

where     L  =  length  of  a  line  ; 

£L  =  the  accumulated  length  of  a  set  of  lines ; 
A  =  the  discrepancy  between  the  results  of  two  runnings 

between  two  consecutive  bench  marks  ; 
f  =  the  distance  between  these  two  consecutive  bench  marks  ; 
S » the  entire  systematic  discrepancy  between  the  results  of 
the  two  runnings  for  a  line. 
Limit  of  Probable  Accidental  and  Systematic  Error. — For  every  line, 
or  set  of  lines,  whether  or  not  they  form  circuits,  run  twice,  in  opposite 
directions,  on  different  dates  as  far  as  possible,  the  limits  for  the 
probable  accidental  and  probable  systematic  errors,  computed  by  the 
foregoing  formulae,  are : 

±  1  mm.  per  kilometre  for  r)r. 

±  0-2  mm.  per  kilometre  for  Ur. 

The  external  evidence  of  the  accuracy  of  the  work  consists  in  the 
closing  errors  of  the  circuits. 

The  internal  evidence  of  degree  of  accuracy  is  derived  from  the 
probable  errors  of  the  lines  obtained  from  a  comparison  of  the  forward 
and  back  levelling. 

The  probable  systematic  error  is  separated  from  the  probable 
accidental  error. 

In  the  final  published  results  account  will  have  been  taken  of  the 
fact  that,  owing  to  the  spheroidal  shape  of  the  earth  and  the  increase 
of  the  intensity  of  gravity  from  the  equator  to  the  poles,  a  level  surface, 
as  defined  by  the  fact  that  a  fluid  does  not  flow  from  one  point  to  another, 
is  not  the  same  height  in  feet  above  mean  sea  level  at  different  latitudes. 

The  final  results  will  therefore  be  given  both  as  djmamic  and  ortho- 
metric  heights. 

Owing  to  the  tidal  observations  only  extending  over  a  few  years, 
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the  height  of  the  observatory  bench  marks,  as  derived  from  the  observa- 
tions for  mean  sea  level  at  the  tidal  observatories,  cannot  be  regarded 
as  final. 

The  network  will  therefore  be  adjusted  by  the  method  of  least 
squares  to  a  datum  approximating  to  the  existing  Ordnance  Survey 
datum. 

The  network  is  connected  to  the  observatory  bench  marks  by  short 
lines  of  levels,  which  are  relevelled  annually  so  as  to  see  if  there  is  any 
appearance  of  movement  of  the  observatory  bench  marks. 

No  such  movement  has  been  noticed  up  to  the  present. 

It  is  expected  that  the  field  work  of  the  geodetic  levelling  will  be 
completed  early  in  1920. 

Accuracy.  Spiiit-Levelluig. — For  ordinary  work  with  a  Sopwith 
staff  of  the  usual  pattern,  graduated  to  0*01  ft.,  it  is  customary  to  read 
to  the  second  decimal  place  only,  and  to  consider  the  reading  as  even 
if  the  hair-line  falls  upon  a  black,  and  as  odd  if  the  hair-line  falls  upon 
a  white,  division.  The  limiting  error  due  to  reading  the  staff  would 
therefore  be  ±  0-01  ft.,  or  a  p.e.  of  ±  0-005  ft.  Assuming  the  length  of 
sight  as  300  ft.,  there  are  then  VW^^^  changes  of  position  in  1  mile 
or  18  readings,  so  that  the  p.e.  per  mile  due  to  incorrect  reading 

only  =  ±  0-005  VlS  =  ±  0-021  ft. 

The  p.e.  that  might  be  expected  in  M  miles  would  therefore  be 

±  0-021  /^/M,  but  it  is  impossible  to  eliminate  all  other  sources  of  error, 
such  as  that  due  to  the  displacement  of  the  bubble  from  the  centre  of 
its  run,  errors  of  adjustment,  etc. 

For  ordinary  levelling  a  general  allowance  of  iO-lOi^/M  feet  is 
made,  which  includes  cumulative  as  well  as  compensating  errors. 
This  figure  is  the  limiting  error  and  exceeds  the  p.e.  by  an  amount 
which  is  very  indefinite. 

For  more  accurate  work,  when  special  care  is  taken  to  eliminate 
errors  due  to  unequal  back  and  fore  sights,  etc.,  the  third  decimal  place 
of  a  foot  is  sometimes  estimated — at  any  rate  to  0-005  ft.  A  greater 
degree  of  accuracy  is  to  be  expected  here ;  for  instance,  on  the  Ohio 
River  Survey^  the  allowable  error  was   ±0-05^^  ft.,  while  that 

obtained  with  the  Y  levels  was  ±  0-03>v/M  ft. 

Similarly  on  the  Topographical  Survey  of  Cincinnati  *  the  average 
error  in  levelling  with  a  Y  level  was  ±  0-031  ft.  per  mile. 

For  precise  levelling,  where  very  great  care  is  taken,  and  the  lines 
double-rodded,  etc.,  the  p.e.  is  reduced  very  considerably.  A  few 
examples  of  the  accuracy  obtained  or  specified  on  certain  surveys  are 
given  below. 

On  the  Transvaal  and  Orange  River  Colony  Survey,'  levels  were 
taken  in  one  direction  only,  and  chiefly  along  the  railway  {vide  p.  197), 
the  p.e.  of  the  results  being  ±  1-62  mm.  s/^  =  ±  0-0053  V^M  ft. 

1  Engineering  New,  vol.  Ixxi.,  No.  12.     "  Ohio  River  Survey."    G.  G.  Graeter. 

•  Engineering  NetM,  vol.  Ixix.,  No.  14.    "  The  Topographical  Survey  of  Cincinnati.** 
H.  0.  Mitchell. 

*  Report  on  Oeodetic  Survey  of  South  Africa,  vol.  iii. 
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On  the  survey  of  India/  where  a  check  leveller  followed  closely 
behind  the  main  leveller,  the  p.e.  was  deduced  as 

p.e.=  ±  x/(0-604)2M"+{0-00034)2M2. 

Some  permissible  errors  that  have  been  adopted  in  American 
practice  *  are : 


MIllimetrM. 

Feet. 

U.S.  Coast  and  Geodetic  Survey    . 

.      +  6v'2K 

0029  s/M 

U.S.  Lake  Survey 

.     ±10  ^K 

0041  v/M 

Mississippi  River  Survey 

.     ±  5jK 

0021  JM. 

U.S.  New  Coast  Survey 

.     +  4v'K 

0016  JM 

U.S.  Geological  Survey 

.     ±  10  JK 

004  v^M 

U.S.  Catskill  Aqueduct 

.     +  6VK 

002  ^/M 

In  the  precise  levelling  operations  in  New  York  •  the  following  are 
a  few  of  the  actual  results  : 

(1)  In  the  largest  level  net,  which  had  a  perimeter  of  118  km.  or 
74  miles,  the  closing  error  amounted  to  3*8  mm.  or  0-012  ft. 

(2)  Another  circuit  of  64  km.  or  40  miles  failed  to  close  by  6  mm. 
or  0-02  ft. 

(3)  Another  circuit  of  83  km.  or  52  miles  failed  to  close  by  10  mm. 
or  0033  ft. 

(4)  In  the  most  direct  line  of  94  km.  or  58-7  miles,  the  probable 
error  is  ±  0-30  mm. 

The  International  Geodetic  Association  decided  upon  the  following 
standard : 

A  p.e.  of  ±  1  mm.  per  kilometre  indicates  a  very  high  degree  of 
precision. 

A  p.e.  oi  ±2  mm.  per  kilometre  indicates  a  fair  degree  of  precision. 

A  p.e.  of  ::i:  3  mm.  per  kilometre  indicates  a  tolerable  degree  of 
precision. 

A  p.e.  of  ±  5  mm.  per  kilometre  indicates  an  unsatisfactory  degree 
of  precision. 

The  above  remarks  refer  only  to  cases  in  which  the  ordinary  methods 
of  levelling  can  be  applied,  equal  back  sights  and  fore  sights  obtained, 
and  the  length  of  sight  kept  within  such  limits  that  the  graduations 
are  clearly  visible. 

The  accuracy  which  can  be  obtained  in  continuing  a  line  of  levels 
across  a  wide,  deep  river,  in  the  absence  of  bridges,  has  been  examined 
in  several  instances  on  the  survey  of  India. 

Three  methods  are  in  general  available : 

(1)  The  tide-pole  or  water-gauge  method. 

(2)  Levelling  with  an  ordinary  level. 

(3)  Vertical  angles  with  a  theodolite. 

(1)  For  the  tide-pole  method  a  position  is  chosen  on  a  straight  length 

*  Report  on  0,T,  Survey  of  India.  *  Breed  and  Hosmer,  Surveying^  voL  ii. 

'  Engineering  News,  toI.  Ixx.  No.  10,  p.  452. 
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of  the  river  where  the  flow  is  as  even  as  possible,  and  the  water  is  not 
likely  to  be  banked  up  at  one  side  as  would  be  the  case  at  a  sharp  bend. 

The  surface  of  the  water  is  then  assumed  to  be  horizontal,  and  two 
vertical  graduated  staves  or  poles  are  fastened  to  stakes  driven  into 
the  river  bed,  one  near  each  bank.  A  number  of  observations  are  then 
taken  at  different  times,  and  from  a  mean  of  the  various  readings  on 
each  stafE  the  relative  heights  of  the  zeros  of  the  two  scales  can  be 
calculated. 

The  levelling  operations  on  the  one  bank  then  terminate  on  the  one 
pole,  while  those  on  the  opposite  bank  are  continued  from  the  second 
pole. 

(2)  For  direct  levelling,  the  method  of  reciprocal  observations 
explained  on  p.  186  must  be  adopted,  and  if  the  length  of  sight  is  too 
great  to  enable  the  staS  graduations  to  be  clearly  distinguished  a 
target  rod  must  be  used.  That  is,  the  stafE  is  provided  with  a  movable 
vane  which  is  adjusted  on  the  staff  until  the  instrument  man  signals 
that  its  top  edge  is  bisected  by  the  cross-hairs  of  his  instrument,  when 
the  reading  on  the  staff  is  booked  by  a  competent  observer.  The  mean 
of  a  number  of  readings  is  adopted.  For  precise  work  the  observations 
are  made  on  different  days,  and  under  different  conditions  of  lighting,  etc. 

On  the  River  Manora,^  where  the  greatest  length  of  sight  was  36 
chains,  5  sets  of  observations  were  taken  on  each  of  2  days,  and  the 
mean  of  the  10  sets  adopted. 

(3)  In  the  method  of  vertical  angles  a  similar  vane  is  sighted,  but 
in  this  case  the  vane  is  stationary  and  the  vertical  angle  is  measured 
with  a  theodolite  as  explained  in  the  following  chapter.  The  distance 
across  the  river  is  found  by  triangulation. 

The  following  results  were  obtained  on  the  River  Ganges^  at 
Damukdia,  where  the  width  from  bank  to  bank  was  1-28  miles  : 

OY^ry^Lm,      C  above  B.  p.e.         . 

(1)  By  vertical  angles  with  24' 

theodoUte  ...  72  2139  ft.        ±0005 

(2)  By  levelling  with  2  standard 

levels  of  2r  focal  length    .         114  2-132  ft.        ±0016 

(3)  By  water-gauges  ...  76  2-212  ft.        ±0001 

As  a  result  of  these  experiments  it  was  recommended  that  levels 
should  be  transferred  across  large  rivers  by  means  of  a  12''  theodolite. 
Usually,  however,  levelling  parties  are  not  provided  with  theodolites, 
and  reciprocal  observations  with  a  level  give  very  good  results,  as  wiU 
be  seen  from  the  above  experiments. 

The  tide-pole  results  are  very  consistent,  but  the  mean  varies  from 
that  of  the  other  observations,  and  this  method  is  evidently  liable  to 
an  appreciable  constant  error,  particularly  when  a  favourable  straight 
reach  of  river  is  unobtainable. 

The  p.e.  of  a  single  observation  from  the  arithmetic  mean  of  the 
set  may  easily  be  calculated  for  each  case  (see  Appendix  I.).  It  should 
be  noted  however  that  the  p.e.  only  refers  to  "  compensating  "  errors 
and  not  to  cumulative  errors,  such  as  those  in  the  tide-pole  results. 

*  Oreat  Trigonameirical  Survey  of  India,  vol.  xix.  Appendix  V. 
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On  the  Indus  ^  the  difEerences  in  height  of  the  two  stations  were  : 

By  tide-pole,  1197  ft. 
By  vert,  angles,  0-919  ft. 
By  levelling,  0-926  ft. 


EXAMPLES 

1.  (I.C.E.)  A  Dumpy  level  is  set  up  and  levelled  with  its  eye-pieoe  vertioally 
over  a  peg  A. 

The  height  from  the  top  of  A  to  the  centre  of  the  eye-piece  is  measured  and 
foimd  to  be  4*62  feet.  A  level  staff  is  then  held  on  a  distant  peg  B  and  read. 
This  reading  is  2*12  feet.  The  level  is  then  set  over  B.  The  height  of  the  eye- 
piece above  B  is  4*47  feet  and  a  reading  on  A  is  6*59  feet : 

(1)  What  is  the  difference  in  level  between  A  and  B  7 

(2)  Is  the  collimation  of  the  telescope  in  adjustment  7 

(3)  If  out  of  adjustment  can  the  collimation  be  corrected  without  moving 
the  level  from  its  position  at  B. 

2.  (U.  of  L. )  A  Dumpy  level  is  set  up  at  a  point  A  and  readings  are  taken  on 
the  staff  when  held  at  points  B  and  C  200  feet  to  the  west  and  east  respectively 
of  the  instrument,  the  bubble  having  to  be  readjusted  by  the  footscrews  to  the 
zero  of  its  run  when  turned  from  B  round  to  C.  The  readings  are  4-2  feet  at  B 
and  5*8  feet  at  C.  The  instrument  is  then  taken  to  a  point  D,  40  feet  west  from 
B,  and,  the  bubble  being  again  brought  to  the  centre  oi  its  run  with  the  telescope 
directed  in  the  line  of  B  and  C,  the  readings  were  5-6  feet  on  the  staff  held  at  B, 
and  6-4  feet  on  the  staff  held  at  C. 

From  these  data  calculate  the  inclination  of  the  line  of  sight  to  the  horizontal, 
when  the  instrument  was  set  up  at  D,  and  also  find  what  the  readings  ought  to 
have  been  with  the  instrument  at  D,  supposing  all  the  adjustments  to  have  been 
correct.  As  it  was,  which  of  the  permanent  adjustments  were  certainly  not  in 
order,  and  which  of  them  may  have  been  right  or  wrong. 

3.  (U.  of  L.)  The  following  readings  were  taken  with  a  level  on  uniformly 
sloping  ground :  1*75,  4-76,  6-94,  11-33,  1316,  3-32,  6-51,  8-76,  12-92,  4*  14,  8-32, 
10-76,  12-98. 

The  reduced  level  of  the  first  point  was  65*81,  and  the  staff  was  held  at  points 
50  feet  apart. 

Rule  a  page  of  the  level-book  and  enter  the  above  readings,  and  apply  all  the 
usual  checks. 

Plot  the  cross-section  roughly  to  scale. 

4.  (U.  of  B.)    Given  the  following  data : 


Distance. 

Station. 

B.S. 

I.S. 

F.S. 

H.I. 

B.L. 

Feet. 

B.M.  1. 

9-71 

•    • 

•   • 

103-62 

0 

1 

•  • 

316 

•  • 

100 

2 

•   • 

106 

•  • 

200 

3 

7-43 

•  • 

0-23 

300 

4 

9     • 

4-17 

•  • 

400 

5 

11-72 

•  • 

3-66 

500 

6 

m    m 

•  • 

6-39 

Obtain  the  reduced  levels  of  1,  2,  3,  4,  5,  and  6. 

If  an  even  gradient  of  1  in  20  starts  at  1,  at  a  level  of  100  above  datum,  calculate 
the  heights  of  bank  or  depths  of  cut  at  the  points  1,  2,  3,  4,  5,  and  6. 

^  Oreat  Trigonometrical  Survey  of  India,  vol.  ziz.  Appendix  V. 
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5.  (U.  of  L.)  The  figure  representfl  the  spot  levels  along  a  centre  line  AB, 
and  four  cross-sections.    Scale,  2  chains  to  1  inch. 

Draw  up  a  level-book  giving  possible  readings  for  these  levels,  showing  the 
order  in  which  you  would  take  them,  and  the  manner  of  booking,  the  whole 


1061 


104^5 


x109A 


108  3 


1028 


105 


99-2 


96-0 


^98-5 


113-2 


BM 
113  42 


106  9 


101  O 


93^8 


Fig.  156L 


fully  made  up.    Also  mark  on  the  plan  the  approximate  positions  of  your  level. 
(N.E. — Tht  readings  are  to  be  taken  with  a  level  and  H-foot  staff.) 

6.  (a)  On  the  36'  theodolite  of  the  India  Survey  one  division  on  the  bubble 
tube,  measuring  Vv^h  of  an  inch,  corresponded  approidmately  to  1  second  of  arc. 

(6)  On  a  good  14'  sensitive  Y  level  a  similar  division  corresponds  to  6'  of  arc. 

(c)  On  an  ordinary  12^  Dumpy  level  the  value  of  a  ^th  division  =  1'  of  arc. 

Id)  On  the  precise  level  used  by  the  U.S.  Geological  Survey. the  value  of  ^'^ 
division  =4'  of  arc. 

What  would  be  the  radius  of  curvature,  and  what  would  be  the  difference 
in  the  reading  on  an  ordinary  levelling  staff  300  feet  distant,  if  the  bubble  were 
I'  out  of  centre  in  each  case  7 

7.  A  sewer  268  feet  long  is  to  be  laid  from  A  to  B  at  an  inclination  of  1  in 
200,  and  siffht  rails  are  to  be  erected  at  A  and  B. 

A  traveling  rod  of  12'- 6'  length  is  available,  and  the  following  data  is 
obtained  on  the  site. 

Depth  of  outfall  below  a  peg  at  A=8*20  ft 
Beading  of  Dumpy  level  on  peg  at  A »  3*84  ft. 
Beading  of  Dumpy  level  on  peg  at  B»2*77  ft. 

Find  (a)  at  what  height  above  the  pegs  at  A  and  B  the  rails  are  to  be 
fixed,  and  (6)  the  depth  of  the  sewer  at  B. 

8.  (I.C.E.)  Let  A  and  B  be  two  stations  on  the  earth's  surface,  and  let  B  be 
1000  feet  higher  than  A.  If  the  horizontal  distance  of  A  from  B  at  the  level  of  A 
is  5  miles,  what  will  be  the  horizontal  distance  from  A  to  B  at  the  level  of  B, 
^MW"nning  the  earth's  radius  at  A  to  be  4000  miles. 

9.  The  following  are  abstracts  from  a  contour  level-book.  Work  out  the 
results  and  interpolate  5-feet  contours. 


65-24 
1500 

57-36 

1400 


3* 

2° 

70 
6° 

50 
3** 

85 

60 

-Ijo 

-1*» 

30 

120 

+  3** 

70 

100 
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10.  In  levelling  across  the  River  Manora,  the  greatest  length  of  shot  was  36 
chains,  (a)  What  would  be  the  correction  for  curvature  in  this  distance,  and 
(6)  what  would  be  an  approximate  allowance  for  curvature  and  refraction  7 

11.  In  levelling  across  a  river  by  reciprocal  observations  the  following  results 
were  obtained  (Fig.  149). 

Reduced  level  of  instrument  axis  at  A-  obtained  from  a  reading  upon  a  B.M. 
near =85-02  feet. 

Staff  reading  of  a  from  A=5'56  feet. 

h  »  A=6-26  „ 
o  M  B=4-39  „ 
b     „    B=4-40   „ 

What  are  the  reduced  levels  of  a,  6,  and  the  instrument  axis  at  B,  and  hence 
what  is  the  reduced  level  of  a  point  C  near  B,  upon  which  the  staff  reading  from 
B  is  2-24  feet. 

Assuming  the  instrument  to  be  in  adjustment,  what  would  be  the  approximate 
distance  from  a  to  6  7 


Chapter  VII 
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TRIGONOMETRICAL  AND  BAROMETRICAL  LEVELLING 

Trigonometrical  Leveluno 

To  determine  the  relative  altitudes  of  particular  points  by  means  of  a 
theodolite  the  following  methods  are  available  : 

Method  1 . — Let  B  (Fig.  157)  be  a  position  the  altitude  of  which  above 

or  below  the  instrument  station 

ja A  it  is  required  to  find. 

A  levelling  staff  is  held  at 
B  and  a  reading  BE  «  s  taken 
upon  it ;  or,  if  preferred,  a  vane 
fixed  at  a  height  s  above  the 
foot  of  the  staff  may  be  sighted. 
At  the  same  time  the  vertical 
angle  a  is  observed,  and  cor- 
rected, if  necessary,  for  index 
error. 

If  the  horizontal  projection 
of  the  distance  from  A  to  B,  i.e.  AC»D,  is  known  from  triangulation 
or  other  sources,  the  height  CE  =  A^  may  be  calculated  as 

Jli  =  Dtana (1) 

The  altitude  of  B  is  (A^  -  «),  t.e.  (D  tan  a-s)  above  the  instrument 
axis  at  A. 

The  height  of  the  axis  above  the  station-point  A  may  be  found  by 
direct  measurement,  or  the  reduced  level  of  the  axis  may  be  deduced 
from  an  observation  on  to  a  bench  mark  of  known  altitude. 

Example, — ^The  observed  staff  readings  were  4*00  ft.  at  B  and  1*57  ft.  on  a  B.M. 
having  a  reduced  level  of  81*00. 

The  distance  D»350  ft.  and  a=8''-35'.20' 

.-.  D  tan  a»350x -15104  ft.»52*864  ft. 

h = 62-864  -  4  f t. = 48-86  ft. 

The  reduced  level  of  the  instrument  axis  is  81-00+ 1*67  «=  82-57  and  that  of 
the  point  B  is  therefore  82-57  + 48-86 « 131-43. 
Had  the  angle  a  been  an  angle  of  depression 

A =52-864 +4  ft. =56-86  ft. 
and  the  reduced  level  of  B»  82-57  -  56-86  ft. 

« 25*71  ft. 
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Method  ^. — ^A  correction  for  curvature  and  refraction  may  be 
applied  to  the  results  of  Method  1,  when  the  distance  D  is  moderately 
large.  The  nature  of  the  corrections  may  be  seen  from  Fig.  158,  where 
the  level  line  through  A  is 
represented  by  AF  and  the 
horizontal  line  by  AC. 

The  line  of  sight  is  re- 
fracted downwards  and  cuts 
the  staff  at  6,  so  that  Be  » 8, 
say,  but  the  angle  observed 
isEAC  =  a,  say.  EBCFi  is, 
strictly  speaking,  normal  to 
the  curve  AF,  but  the  angle 
ECA  may  be  considered  very 
nearly    a    right    angle    and  Fio.  158. 

CE  =  D  tan  a,  where  AF  =  AC 

nearly  =  D  unless  A  and  B  are  at  a  considerable  distance  apart  and 
have  a  large  difference  in  altitude. 

The  altitude  of  B  above  A  is  the  distance  FB 

=  CE  +  CF-cE-6B 

=  D  tan  a  +  correction  for  curvature 
-  correction  for  refraction  -  s 


=  D  tan  a  -  5  +  -57  ( 


D  \» 
5280/  ' 


(2) 


as  D  is  here  expressed  in  feet,  while  in  formula  (2)  (p.  185)  D  is 
expressed  in  miles. 

Example. — ^The  vane  sighted  on  a  staff  is  10  ft.  above  its  foot,  the  distance, 
D,  to  the  staff  station  is  10,130  ft.,  and  the  angle  of  elevation  a= 8°-35'-20'. 

D  tan  a==10130x  15104=1630035 

«=     10 


2    _ 


D  tan  a  — 8 

and  the  altitude  of  B  above 
the  instrument  axis  at  A 


152003J 
2- 


=  162213  ft. 


Method  3, — The  height  of  a  hill,  building,  or  other  object  B,  the 
distance  to  which  is  unknown,  may  be  determined  approximately  by 
setting  out  two  instrument  stations  A  and  F  in  line  with  B  on  a 
fairly  level  stretch  of  ground,  and  measuring  the  intervening  distance 
AF  =  rf. 

The  theodolite  is  set  up  and  levelled  at  A  and  an  angle  of  eleva- 
tion a  observed  to  a  fixed  vane  or  a  suitable  graduation  E  upon  a 
levelling  staff  held  vertically  at  B. 

1  See  Method  6 
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The  instrument  is  then  set  up  at  F  and  an  angle  of  elevation  fi 
observed  to  the  same  point  E  upon  the  staff  at  B. 


Fio.  159. 


Thus,  if  the  altitude  of  the  instrument  axis  is  approximately  the 
same  for  each  setting,  referring  to  Fig.  159, 

EC 


D 


=  tan  a,  where  AC  =  D,  say ; 


also 


EC 


=  tan  jS, 


or 


and 


.•.  D  tan  a  =  (D  +  d)  tan  jS, 

jx  _      d  tan  j3 

tan  a  -  tan  j3' 

EC  =  Ai  =  D  tan  a  ='^ -*??-«  W 

tan  a  -  tan  p 


(3) 
(4) 


and  the  height  of  B  above  the  instrument  axes  at  A  and  F 

where  8  is  the  height  of  the  vane  E  above  the  ground  at  B. 

If  F  and  A  are  not  on  the  same  level,  but  F  is  at  an  altitude  h^ 

^  ®^  than  A,  then  a  correction  may  be  applied  by  ^^j^  the 

distance  d  by  an  amount  Aj  cot  j3,  because  this  is  the  distance  from 
F  at  which  the  line  EF  would  intersect  the  horizontal  line  CA. 

Example. — A  vane  E  4*00  ft.  above  the  ground  at  B  is  sighted  from  two 

Xv  instrument  stations  A  and 

F  at  a  distance  200  ft. 
apart. 

The  angles  of  elevation 
are  46*'-30'  from  A  and 
30**- 20'  from  F.  The 
height  of  the  instrument 
axis  at  A  above  the 
ground » 5-10  ft.  and  at 
F==4-76  ft.  The  staff  is 
held  upon  the  peg  at  F 
and  a  reading  8*48  ft. 
obtained  from  the  instrument  at  A,  the  bubble  being  in  the  centre  of  its  run. 

Find  the  horizontal  distance  from  A  to  B,  and  the  reduced  level  of  B — that 
of  F  being  80*00  ft.  above  datum. 


Fio.  160. 
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The  reduced  level  of  the  instrument  axis  at  F=  8000+ 4-76=  84-76. 

The  reduced  level  of  the  instrument  axis  at  A=  80-00+ 8*48= 88*48. 

The  difference  in  level  FF,  (Fig.160)  =  3*72  ft.  and  the  distance  F^Fi^  3*72  cot 
30°-20'=  3-72  X  1*709=6-36  ft.  abt.  The  corrected  value  of  d  is  therefore 
200-6*36=193-64  ft.  abt. 

From  equation  (3) 

n=  i??:^  ^  **»  30°-20^     ^  19364  x  -6851 
tan  45°-30'  -  tan  30°-20'     10176  -  -5851 

_  193*64  X -5861 
•4326 

or,  using  logarithms,  D=261-98  ft. 

and  Ai=D  tan  46*».30'=  261-98  x  10176=266-66  ft. 

The  reduced  level  of  B  is  therefore  88-48+ 266-66-4-00= 361*04. 

Method  4' — ^When  P  and  A  are  at  very  different  levels,  the  follow- 
ing data  are  required  (Pig.  161) : 

(i.)  The  height  of  the  instrument  a  above  the  ground  at  A. 
(ii.)  The  horizontal  distance  d  between  the  two  instrument  stations. 


Fio.  161. 

(iii.)  The  angle  of  elevation  a  from  A  to  a  vane  or  graduation  E, 

on  the  staff  at  B,  at  a  distance  8  above  its  foot, 
(iv.)  The  angle  of  elevation  jS  from  P  to  the  same  point, 
(v.)  The  angle  of  elevation  y  from  P  to  a  point  at  8^  ft.  above  the 

foot  of  a  staff  held  on  the  peg  at  A. 
The  height  of  the  peg  A  above  the  instrument  axis  at  P  is  by 
Method  1 

d  tan  y  —  8i, 

and  the  vertical  distance  between  the  two  instrument  axes  at  F  and 
A  is  consequently 

h^^d  tan  y - ^j  +  a. 

Let  the  horizontal  distance  from  A  to  B  =  D,  and  let  the  height 
of  the  vane  E  above  the  instrument  axis  at  A  be  A^  ft.  Then  from 
the  figure 

^ — -^  =  tan  j3  and  ^  =  tan  a, 


D  +  d 


D 


.'.  Ai  =  (D  +  d)  tan  jS  -  Aj  =  D  ^n  a, 


(5) 
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tan  a  -  tan  j3'  ' 

and  from  (5)  A.  =  f  A^^L^zAa  |  tan  a,     .        .        .    (7) 

vtana-tanp^ 

from  which  the  height  of  B  above  the  peg  A  can  be  reduced  as  Ai  +  a  -  «. 

Example. — Find  the  horizontal  distance  from  F  to  B  and  the  altitude  of  B 
from  the  following  data  (Fig.  161) : 

rf=200ft.,    o=45°-30',    ^=  30^.20',    7=10°-30', 

«=  4-00,         8i  =  4-00,        Height  of  instrument  at  A = 4-76. 

Height  of  instrument  axis  at  F  above  datum =88*50. 

The  height  of  the  instrument  axis  at  A  above  that  at  F  is 

^,=200  tan  10°-30'- 400 +  4-76 
=  200  X  •18634+0-76 
=  37-83  ft. 

The  horizontal  distance  D  from  A  to  B  is  given  by  equation  (6),  i.e. 

j)^200 .  tan  30°-20'-  37-83 
tan  45°-30"'-  tai  30°.2b' 

_  200  X -58513-37-83 
101761 --58513 

=  1^20^18312  ft. 

Also  ^=D  tan  a=  18312  x  1-01761 

=  186-34. 

The  horizontal  distance  from  F  to  B=383  ft.  nearly,  and  the  reduced  level  of 

B=88-50+37-83+ 186-34-  400 
8=308-67  ft.  approximately. 

Meiliod  5,  —  Reciprocal  observations  to  cancel  the  effects  of 
curvature  and  refraction  for  very  long  sights.  Let  A  and  B  (Fig.  162) 
be  the  two  points,  the  relative  altitudes  of  which  it  is  required  to 
determine,  and  at  each  of  which  a  theodolite  is  set  up  and  levelled. 
And  let  AA^  and  BBj  be  the  two  level  lines,  and  AH  and  BH^  the  hori- 
zontal lines  through  the  axes  of  the  instruments  at  A  and  B  respectively. 

A  signal  at  B  is  sighted  from  A,  and  a  signal  at  A  simultaneously 
sighted  from  B. 

Let  A6  represent  the  line  of  sight  from  A,  curved  due  to  refraction 
and  cutting  the  signal  in  6,  and  let  A&^,  the  tangent  to  this,  give  the 
apparent  direction  at  A  of  the  point  6. 

Similarly,  let  Ba  represent  the  line  of  coUimation  from  B,  and  Bo^  the 
apparent  direction. 

The  angle  of  elevation  (or  depression)  which  is  measured  on  the 
vertical  circle  of  the  instrument  at  A  is  HA6i(  =  a^),  which  is  equal  to 
Z.  HA6  +  f ,  where  r  =  Z.  ftAfi^, — the  correction  to  be  applied  due  to 
refraction,  or 

Z.HA6i  =  ZHAB  +  f  +  ZBA6. 

But  if  the  height  B&  is  measured,  and  the  distance  AA^  is  known 
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from  the  triangulation  survey,  the  angle  BA&  may  be  accurately 
computed  or  may  generally  be  assiuned  equal  to 

B6       ,.  B6     180,  . 

r-.  -  radians  =  -r-r-  x  —  degrees  =  ^j,  say, 

.-.  Z.HAB  =  a,  say  =  ^HA6i-f-Z.BA6, 
i-e.  a=ai-f-^i.  •        •        •         •     (8) 

Similarly,       Z.  H^B A = j8,  say  =  Z.  HiBoj  +  r  +  Z.  ABa 

=jSi  +  f  +  <f>^,  say.         .        .    (9) 

Let  the  angle  subtended  at  the  centre  of  the  earth,  i.e.  Z.  AOB,  =  0. 
Then  if  d — ^the  geodetic  distance  from  A  to  B,  i.e.  at  mean  sea-level — 


Fjo.  162. — Reciprocal  Observations. 

and  R  the  radius  of  the  earth  at  that  position,  are  known,  0  can  be 
calculated. 

The  angle  between  the  tangent  AH  and  the  chord  AA^  is  equal  to  half 

the  angle  subtended  by  AA^  at  the  centre  of  the  circle,  i,e,  Z.  HAAj  =  -, 

g 

and  therefore  Z  BAA^  =  a  +  -. 

In  the  triangle  BAA^,  because  the  angle  ABA^  =  90  -  jS, 


or 


AAi     sin  (90  -j3)' 

sin  {a  +  KJ 
^  *        cos)3 


•    (10) 
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But  as 
to  180°, 

i.e. 
and 

the  three  angles 

.-.  Z.  BAO  + 
(90°  +  a) 

of  the  triangle  BAO  are  together  equal 

Z.ABO  +  Z.AOB  =  180% 
+  (90''-)S)  +  fl-180°, 
o-/3  +  fl-0, 

bom  which 

9    p-a 
2       2 

and 

f-^;". (11) 

or 


a    Z'^^  +  o 


AA, ,  sin  — — 
1  2 

therefore  firom  (10)  BAj- TB~+0'         '        '        '    ^^^^ 

cos  — -P — 
2 

0 
Strictly,  the  chord  AAj  =  2  (R  +  Aj)  sin  -,  where  h^  is  the  altitude  of 

A  above  sea-level,  but  may  generally  be  taken  equal  to  the  arc  AA^  »  D, 
say,  and  similarly  the  angle  -  in  the  denominator,  being  small,  may 

often  be  neglected,  when  BA^,  i.e.  (the  difference  in  altitude  between  A 
and  B)  h^-hiy 

=Dtan?^ (13) 

Hence  by  substitution  in  (12)  from  (8)  and  (9) 

a      t  V    T>    gin  i{(HA6i  -  f  -  BA6)  +  (EiBoi  +  r  +  ABq)} 
{h^    '^)-^co8i{(HA6i-f-BAi)  +  (HiBai  +  f  +  ABa)  +  0}' 

from  which,  on  simplifying,  the  values  of  r  vanish,  t,e. 

'^     ^'        cos  i{(ai - ^i)  +  03i  +  ^a)  +  fl) 

D  may  be  calculated  from  the  geodetic  distance  d  as  explained 
later.  When  the  difference  between  the  altitudes  of  A  and  B  is  smaU, 
both  the  angles  a^  and  jS^  may  be  angles  of  depression,  when,  in  a  similar 
manner  to  the  above,  it  may  be  shown  that 

^'  ^      ^'         cos  i{03i  -  ^2)  -  (ai  -  ^i)  +  0} 

Example. — ^The  horizontal  distance  from  A  to  B  deduced 

from  the  geodetic  distance  d     .         .         .  =  14760  ft. 

The  reduced  level  of  A         .         .         .         .  =     780- 10  ft. 

The  height  of  the  instrument  at  A        .         .  =        4-92  „ 

The  height  of  the  instrument  at  B        •         .  »        5-10  „ 
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The  height  of  the  signal  at  A       .  .  .  -   1000  ft. 

The  height  of  the  signal  at  B       .  .  .  =     8-50  „ 

The  angle  of  elevation  from  A  to  B  .  .  =  2''-39'-49' 

The  angle  of  depression  from  B  to  A  .  .  «=  2*'-39'-56' 
Determine  the  reduced  level  of  B. 

The  height  of  the  signal  above  the  instnunent  axis  at  B=  8*50-  510=  3*40  ft. 
The  height  of  the  signal  above  the  instrument  axis  at  A=  10-00  -  4*92 = 5-08  ft. 

The  value  of  ^i  is  therefore  ,^^x  — x3600  8eoonds=47-6  seconds,  and 

14760      T 

the  value  of  S^  is  ^J^^x  —  x  3600  8econds=710  seconds  (by  sHde  rule). 

14760       ir  \  J  t 

The  value  of  e  subtended  at  the  centre  of  the  earth  is 

14760     ^180^3^^145..,^ 


20,890,000      T 
From  equation  (14) 

fr, -  A.  - 14760  "^  i(2°-39M9^-  47^»5-l-  2°-39^56^+ 1^-11^) 

^    ^  cos  J(2°-39'-49'-  47^-6  +  2°-39'-56'+  I'-ir + 2'.26^-7) 

^i>t>7HABin2°-40--4^'25 
""  0O8  2Mr-17-'.l 

log  14760:=  4- 16909 

log  sin  2*'-40'.4'-26=:  2-66788 

log  sec  2Mr.l7^- 1  =  -00048 

log  (^2-^)= 2-83745 
h^-hi=  687-78  ft. 

The  reduced  level  of  B  is  therefore 

78010+ 687-78+ 4-92 -510=  1467-7  ft.  nearly. 

Terrestrial  Befhiction. — The  value  of  the  angle  of  refraction  r 
(bAbi  or  aBo^,  Fig.  160)  is  by  no  means  constant :  its  magnitude  varies 
in  different  localities  and  depends  further  upon  the  time  of  day  and  the 
climatic  conditions  which  prevail  while  the  observations  are  being 
taken. 

The  greatest  value  in  a  given  district  occurs  in  the  early 
morning  (5  to  6  a.m.)  ;  it  diminishes — at  first  (juickly  and  then 
more  slowly — until  9  or  10  a.m,,  after  which  it  remains  fairly 
constant  until  about  4  o'clock  in  the  afternoon,  when  it  commences 
to  increase. 

The  coefficient  of  refraction  (E)  is  the  ratio  of  the  angle  of  refraction 
(f )  to  the  angle  0  subtended  at  the  centre  of  the  earth  by  the  distance 
over  which  the  observations  are  taken,  i.e. 

K  =  J (16) 

The  value  of  this  ratio  varies  roughly  between  0-06  and  0*08,  and 
in  the  absence  of  more  accurate  data  a  mean  value  of  0*07  is  often 
adopted. 

To  determine  the  correction  (c)  in  feet  which  is  to  be  applied  to 
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the  apparent  difEerence  in  altitude,  r  and  d  may  be  expressed  in  radian 
measure,  when  r  =  Kd,  i.e. 

'     -07   » 


5280JD  W 

where  D  is  the  distance  apart  of  the  stations  in  miles,  and  R  the  radius 
of  the  earth  in  miles,  horn,  which 

c  =  (WD*  ft. 

This  is  about  |th  the  correction  for  curvature  as  previously  stated 
in  Chapter  VI. 

On  the  Ordnance  Survey  ^  for  rays  not  crossing  the  sea,  the  mean 
value  of  K  was  foimd  to  be  0-0750,  while  for  rays  crossing  the  sea  the 
result  was  0-0809. 

The  values  adopted  on  the  Massachusetts  Survey  ^  were  somewhat 
less,  viz.  0-0697  in  the  interior  and  0-0784  on  the  coast. 

If  the  altitudes  of  two  stations  A  and  B  have  been  accurately 
determined  by  means  of  spirit  levelling,  then  the  apparent  difference 
in  altitude  wluch  is  found  &om  the  reciprocal  observations  of  Method  5 
furnishes  data  &om  which  the  values  of  E  from  each  station  may  be 
calculated. 

If  the  true  altitudes  of  A  and  B  have  not  been  determined  otherwise 
than  by  the  reciprocal  observations,  the  mean  value  only  of  E  can  be 
computed ;  this  value  may  be  slightly  different  from  the  individual 
values  at  A  and  B  respectively. 

In  the  example  on  p.  214,    ^i  =  47^-5,    e^^V-lV,    0=2'-25'-7, 
ai  =  2^-39'-49^    jS^  =  2^-39'-56^ 
and  from  equation  (8)  ^    n 

and  (9)  P'-Pi+r  +  d^, 

therefore  by  subtraction 

O3-a)  =  O3i-ai)  +  2f  +  (ei  +  02), 

i.e.  from  equation  (11)  2'-25"-7  =  7^^  +  2r  +  r-58''-5, 

2r  =  20^-2, 

r  =  10M, 

and  K  =  J5!:1=.0694. 

145-7 

Accuracy  of  Trigonometrical  Levelling. — ^For  ordinary  work  trigo- 
nometrical levelling  is  not  capable  of  such  a  high  degree  of  accuracy  as 
spirit  levelling,  but  the  approximate  altitudes  of  isolated  points  may 
be  determined  much  more  quickly  and  economically  by  this  method. 
The  results  obtained  in  continuing  a  line  of  levels  across  the  Ganges  by 
trigonometrical  observations  were  mentioned  on  p.  204.  The  probable 
error  in  any  particular  case  obviously  depends  upon  the  special  condi- 
tions and  upon  the  instruments  available. 

Thus  in  Method  1,  equation  (1),  if  ±  Sa  is  the  p.e.  in  a,  the  p.e.  in 
hi  due  to  this  cause  is  obtained  by  differentiation,  i.e. 

^  Clarke's  Oeodesy. 
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8A  =  D  sec*  a .  8a, 

hh          8a  2.8a 

or  -  =  -. =«  -, — —. 

h     sin  a  cos  a     sin  2a 

In  the  example  given  on  p.  208,  where  D  =  350  ft.  and  a  =  8*'-35'-20'', 
if  the  p.e.  in  a  is  db  lO'',  the  p.e.  in  h^  will  be 

±  350  X  (1-0113)>  (10  X  -00000485), 
where  I''  =  -00000485  radians  =  ±  -017  ft. 

If  there  is  also  a  fractional  p.e.  in  D  of    ±  t^jsts^  ^^^  \/o\aX  error 
would  be 

±  V0O17)*T0653)2==  ±  -055  ft. 

Similarly,  in  Method  3,  equation  (4)  may  be  written 

^  =  g(cot  a-cotj3), 
or  A(cot  a  -  cot  j3)  =  d.  .        .        .    (17) 

The  probable  fractional  error  in  h  due  to  a  probable  error  of  ±  h(d) 
md]&  therefore 

8^1  _  1  8d 

X"     T 

The  probable  fractional  error  due  to  a  p.e.  of  ^b  8a  in  a  is 

8^2  ^  .  cosec*  a .  8a 
A  cot  a  -  cot  j8' 

and  that  due  to  a  p.e.  of  ^  8j3  in  j3  is 

8*3^  ^  cosec*  j8 .  8j8 
h         cot  a  -  cot  j8' 

and  the  probable  error  from  all  sources  is 

Thus  in  the  example  on  p.  210,  where  (?  =  193-64,  a=45'*-30', 
j3= 30^-20',  and  A =266-56  ft.,  if  8d=  ±-2  ft.  and  8a=8j8=  ±30^^  or 
*  -00015  radians,  then  by  slide  rule 

8Ai=  ± -;!-  X  266-56=  ±  -27  ft. 

8A3  =  ±  266-56  X  ^'^  *5°-30'  x  O0015 


cot  45°-30'  -  cot  30°-20' 


=  ±  266-56  x(li520)»x;OOOL5,^. 10  ft. 

•7263 
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SI       ^  266-56  X  co8ec«  30°-20'      nne\^  k 
o/u=  ± ^„;i„ X  •00015 

^  -7263 

=  ±  -21  ft. 

and  8A  =  ±  V(-27J^  +  f  fOp +X-21)*  -  ±  -36  ft. 

In  Method  5  it  will  be  quite  sufficient  to  consider  equation  (13),  t.6. 

A2-Ai  =  D  tan— ^-^  =  D  tan  ^,  say. 
A  p.e.  of  :i:  Sa  in  a  and  ±  8j3  in  j8  will  produce  a  p.e.  of 

therefore  the  p.e.  in  (Aj  -  A^) 

In  the  example  on  p.  214,  where  <^ =2°-40'-4''-25,  and  D  =  14760  ft., 
if  the  p.e.  in  D  =  ±  ^x-^  and  in  a  or  j3   ±5"^  the  p.e.  in  <f>  will  be 

The  p.e.  due  to 

8D  =  ±  -L-  X  687-78  =  ±  -1376  ft. 
5000 

S^  =  ±  D  sec^  (2°.40'-.4'.25)  x  -0000171 

=  ±  14760  X  (1-0011)«  X  -0000171 

=.  ±  •253  ft. 

The  total  p.e.  is  then  ±  ^(-1376)2  +  (-253)2  ^  ±  .29  ft.  nearly. 
The  same  result  may  be  obtained  by  substitution  in  equation  (18),  i.e. 

±  687-78    iTJ^fTC^^'^  ±  .29  ft. 
VV5000/      \    -0929   / 


Babometric  Levellinq 

As  air  is  a  compressible  fluid,  it  follows  that  strata  at  a  low  level 
will  have  a  greater  density  than  those  at  a  higher  altitude. 

Consequently,  if  the  difference  in  pressure  between  two  stations  A 
and  B  is  ascertained  by  means  of  a  barometer,  their  relative  altitudes 
can  be  approximately  deduced. 

Thus  assuming  the  temperature  to  be  constant,  let  d  represent  the 
density  of  mercury,  and  da  the  density  of  air  at  any  particular  station 
A,  h  the  height  of  the  mercury  column  of  a  barometer,  H  the  height  of 
the  homogeneous  atmosphere  (i.e.  an  imaginary  value  giving  the  height 
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of  the  atmosphere  on  the  assumption  that  its  density  is  constant 
throughout  and  equal  to  da,  instead  of  decreasing  at  the  higher 
altitudes),  and  p  the  pressure  at  A  in  absolute  units. 

Then  p  =  Jl,da.g  =  h.d.g,        .        .        .    (19) 

where  g  is  the  acceleration  due  to  gravity. 

.   H £- 

da>g 

Thus  if  a  is  assumed  constant,  H  will  be  a  constant  because  -v  is 
^  da 

constant  by  Boyle's  law. 

Now  let  the  rise  in  the  barometer  reading  be  8h  for  a  small  difference 
in  altitude  82,  so  small  that  the  densities  of  the  air  and  mercury  are  not 
appreciably  altered. 

Then  from  (19),  at  the  point  A,  h.d=^Tl,day  &^d  &t  a  distance 
hi  above  A 

(A-8A)d  =  (H-8Z)(ia, 
or  hh.d  =  8l,  day 

or  M  =  ^^-^  =  ^from(19), 

da  n 

therefore  L,  the  difference  in  level  between  the  two  stations, 


-./?• 


where  h^  and  ^  are  the  barometer  readings  at  the  lower  and  higher 
stations  respectively,  i.e. 

L  =  H(logAi-logA2), 

the  logarithms  being  to  the  base  e. 

Reducing  this  to  common  logarithms  {i.e.  base  10),  the  formula  may 
be  written 

L  =  60158-6(log  *i  -  log  ig)  at  32^  F.  and  45^  latitude. 

The  density  and   pressure  of  the  air,  however,  vary  with  the 
temperature,  so  that  a  correction  for  temperature  is  applied  as  follows : 

L=60158-6(logAi-logA,)(l  +  ?l±^^°),     .    (20) 

where  ^  and  ^  are  the  temperatures  of  the  air  in  degrees  Fahrenheit 
at  the  lower  and  higher  stations  respectively,  measured  by  detached 
thermometers. 

A  further  correction  may  be  applied  to  a  mercury  barometer  to 
aUow  for  any  difference  of  temperature  in  the  mercury. 

Thus  A2  =  VU+<*(^'-0}» 
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where  A,'  is  the  actual  height  of  the  barometer  at  the  aecood  station, 
and  ftj  ifl  the  corrected  height  substituted  in  lormula  (20) ,  a  is  a  coefiGcient 
of  expansion  =  00009  about,  and  t{  and  (,'  are  the  mercury  temperatures 
at  the  lower  and  higher  fltations. 

The  value  of  gravity  [g)  ia  a  variable  quantity,  as  it  depends  both 
iinnn  the  altitude  and  upon  the  latitude ;  it 
9  the  altitude  increases,  or  ae  the 
reases,  being  about  32-25  ft.  pet  sec. 
the  poles,  and  32-09  ft.  per  sec.  per 
Equator,  but  the  corrections  are  too 
e  applied  in  the  case  of  ordinary 
rork. 

re  two  types  of  barometer  in'  general 
:  determination  of  altitudes:  (i.)  the 
■ometer,and(ii.)  the  aneroid  barometer, 
'cuiy  barometer  (Fig.  163,  by  Hicks)  is 
1  Fortin's  principle,  and  consists  of  a 
ube  rather  more  than  30  inches  long, 
0  a  cistern  containing  mercury.  The 
;ht  of  the  mercury  column  is  read  by 
ins  of  a  vernier  reading  to,  say,  t^', 
an  adjusting  screw  is  provided  at  the 
er  extremity,  by  means  of  which  the 
outy  can  be  confined  to  a  limited  space 
ender  the  instrument  more  portable. 
The  aneroid  barometer  (Fig.  164)  con- 
i  of  a  small  cylindrical  corrugated 
a\  box  of  3  inches  to  5  inches  or  more  in 
neter,  from  which  the  air  has  been 
tially  exhausted. 

The  movemento  ol  the  thin  surface 
the  box,   due  to   changes  of  atmo- 
spheric  pressure,   are   transmitted 
through   a   system  of   levers  and 
springs  to  the  indicating  finger  of 
j  m%  dial. 

/  On  the  dial  are  two  scales — one 

/  to  represent  the  head  of  a  mercury 

/  J    column  through  a  range  of,   say, 

6  inches,  and  the  other  to  represent 

altitudes  in  feet,  a  magnifpng  glass 

Fra.  163.— Mountain  BarQinelar.  being  provided    to    facilitate    the 

reading. 

Usually  this  instrument  is  "  compensated  "  so  that  the  effects  of 

changes  of  temperature  on  the  instrument  itself  are  supposed  to  be 

diminated — the  correction  for  air  temperature  is,  however,  applied 

as  with  a  mercury  barometer. 

It  is  a  more  portable  type  than  a  mercury  barometer,  but  is  not 
BO  accurate.     It  should  be  held  in  the  same  position — preferably 
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horizontal — at  each  station,  and  should  be  lightly  tapped  before  taking 
an  observation,  to  ensure  that  no  part  of  the  mechanism  b  sticking. 

Method  of  Levelling. — One  of  the  chief  difficulties  to  contend  with 
in  the  employment  of  a  barometer  for  the  determination  of  heights 
is  that  the  atmospheric  pressure  at  any  one  station  is  not  constant,  but 
is  continually  varying ;  so  that,  if  the  difference  in  altitude  of  two 
stations  A  and  B  is  to  be  deduced,  the  barometric  heights  at  those 
stations  should  be  observed  simultaneously,  and  corrected  for  tempera- 
ture, etc.,  as  in  formula  (20). 

If  one  barometer  only  is  available,  it  is  held  at  A — a  datum  point 
of  which  the  reduced  level  is  probably  known — and  the  reading  taken. 
It  is  then  carried  to  B,  and  finally  back  to  A,  and  readings  taken  at 
each  of  these  points  are  corrected  for  temperature,  etc. 

The  difierence  between  the  first  and  last  of  the  observations  at  A 
gives  the  total  variation  in  pressure  at  A  during  the  interval ;  bo  that 
if  this  variation  is  assumed  to  be 
regular,  and  if  the  times  of  the 
three  observations  have  been 
noted,  the  probable  pressure  at 
A  corresponding  to  the  reading 
at  B  can  be  interpolated. 

If  a  short  stay  be  made  at  B 
or  at  any  intermediate  stations 
en  route,  two  observations  can 
be  made  at  each  and  the  rates 
of  change  of  pressure  there  de- 
duced. So  that,  knowing  the 
tokd  variation  in  pressure  from 

the   observations   at  A,   and  the  Ftq.  IM.— Aneroid  Barometer. 

rate    of    variation    over    several 

specific  intervals,  the  probable  pressure  at  A  corresponding  to  the 
reading  at  B  may  be  more  accurately  estimated. 

One  method  of  attempting  this — if  the  rate  of  increase  is  found  by 
the  observations  not  to  be  uniform — is  to  plot  by  trial  a  graph  of  the 
pressures  upon  a  time  base,  as  the  two  extremities  of  this  line  are  fixed, 
and  also  the  slope  of  the  curve  over  certain  definite  horizontal  intervals. 
The  probable  pressure  at  A  at  any  given  instant  may  be  scaled  from 
this  graph. 

If  two  barometers  are  available,  one  may  be  left  at  the  datum 
station  A,  where  the  observer  notes  a  number  of  readings  together 
with  the  time  of  each.  The  second  observer  having  compared  his 
barometer  with  that  at  A,  and  noted  any  relative  index  error,  carries 
the  instrument  to  B,  and  there  observes  the  readii^  and  the  time  of 
observation.  On  returning  to  A,  the  barometers  are  again  compared, 
and  a  mean  index  error  computed. 

The  barometric  height  at  A  at  the  time  of  the  observation  at  B  is  then 
calculated  or  scaled  from  a  graph  plotted  from  the  data  obtained  at  A, 

These  methods  apply  equally  to  either  mercury  or  aneroid  baro- 
meters. 


222  SURVEYING 

In  the  tropics  ^  the  changes  of  atmospheric  pressure  are  much  more 
regular  than  in  the  temperate  zones,  though  the  magnitude  of  the 
diurnal  change  is  much  more  marked. 

The  diurnal  variation  in  all  countries  appears  to  trace  two  distinct 
waves  in  the  24  hours,  the  maximum  pressures  occurring  about  9  a.m. 
and  10  P.M.,  and  the  minimum  about  I  a.m.  and  3.30  p.m. 

In  England  the  ranges  of  the  night  and  day  waves  average  about 
0-3  and  0-6  mm.  respectively,  though  these  values  are  practically 
indistinguishable  from  a  single  day's  observations  ovring  to  the  extreme 
irregularity  of  the  atmospheric  conditions  here.. 

In  the  tropics,  however,  the  irregularities  are  very  small,  and  the 
range  is  larger,  so  that  the  curve  of  daily  variation  may  be  easily  plotted 
by  taking  hourly  readings  for  a  week  (say). 

At  Java,^  7^  S.  of  the  Equator,  for  instance,  the  ranges  are  1*34 
and  2-87  nmi.  respectively. 

The  curve  of  variation,  however,  is  not  constant  for  all  altitudes ; 
in  temperate  regions  both  the  range  and  the  phase  vary,  but  in  the 
tropics  only  the  range  is  affected. 

The  range  appears  to  vary  inversely  as  the  altitude,  though  the 
rate  of  change  varies  in  different  localities.  In  Java,^  the  range  would 
appear  to  be  zero  at  an  altitude  of  2500  metres,  and  at  Madras  at  an 
altitude  of  5000  metres  or  more. 

The  results  obtained  from  barometer  observations  are  therefore 
much  more  reliable  in  tropical  than  in  temperate  regions,  for  if  once 
the  diurnal  variation  curve  is  ascertained,  and  also  the  rate  at  which 
the  range  decreases  as  the  altitude  increases,  very  trustworthy  observa- 
tions may  be  made  with  a  single  instrument. 

Example. — (Single  barometer.)    Deduce  the  approximate  reduced  level  of  a 
station  B  from  the  following  data : 

Barometer  reading  at  A =30-27'  at  10.0    A.M.,  temp.  58*"  F. 
„  B=29-72'  at  11.30  a.m.,  temp.  44°  F. 

„  „  A= 30-32'  at  12.30  P.M.,  temp.  62°  F. 

The  reduced  level  of  A»  80-00. 

The  total  variation  of  pressure  in  2}  hours  ( 10  a.m.  to  12.30  p.m.  ) = 30-32  -  30-27 
=  -06',  therefore  in  IJ  hours,  i.e.  at  11.30  A.M.,  the  change  is  Jx  -06= -03'. 
The  probable  reading  at  A  at  11.30  a.m.  is  therefore  30*30'. 

fi  (mean)=^^^=60°  F. 

<2=44% 
fi+/j- 64=40°, 

therefore  applying  formula  (20) 

(Aj- Ai)=60158-6  (log  30-30-log  29-72)  (l  +  ^) 

=  60158-6  [1-48144- 1-47305]  (l  +  ^) 

=  627  ft.  nearly. 

The  reduced  level  of  B  would  therefore  be  about 

80+627=607  ft. 


»  Gribble,  Froc  InsL  C,E.  \ol.  cbuti 
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HypBometiT. — The  "  boiling  "  point  of  water  depends  upon  the 
pressure  to  which  it  is  subjected,  being  lowered  as  the  pressure  de- 
creases or  as  a  higher  altitude  is  attained.  Consequently,  if  the  boiling- 
point  temperatures  are  determined  at  various  stations,  the  results 
are  a  guide  as  to  the  atmospheric  pressures  there,  and 
therefore  as  to  the  altitudes.  The  boiling-point  is 
212°  F.  when  the  pressure  is  29-92  inches  of  mercury. 

The  instrument  used  for  the  purpose  of  detM- 
mining  altitudes  ia  shown  in  Fig.  I6S  (by  Hicks). 

The  water  in  the  boiler  is  heated  by  means  of  a 
spirit  lamp,  but  as  the  temperature  of  the  uxUer  at 
the  boiling-point  is  found  to  be  influenced  by  other 
factors  than  the  pressure,  e.g.  the  presence  and  amount 
of  any  dissolved  impurities,  the  thermometer  is  not 
allowed  to  touch  the  liquid,  but  is  so  placed  as  to 
record  the  temperature  of  the  isauing  steam,  which 
ia  more  independent  of  such  conditions  and  yields 
more  consistent  results. 

The  temperature  of  the  air — in  the  shade — is 
simultaneously  observed  with  a  detached  thermo- 
meter, and  a  correction  applied,  if  necessary,  as 
on  p.  219. 

The  pressures  corresponding  to  the  various  boiling- 
points,  I.e.  to  the  temperatures  of  the  saturated 
steam,  can  be  obtained  from  tables,  and  if,  from 
these,  the  corresponding  barometer  heights  are 
deduced,  the  barometric  formula  may  be  applied. 
One  inch  of  mercury  at  a  temperature  of  0°  C, 
corresponds  to  a  pressure  of  0-491  lb.  per  sq.  inch,  fiq.  im. 

and  at  a  temperature  of  20°  C.  to  a  pressure  of  0-489       Hypsomotcr. 
lb.  per  sq.  inch. 

The  following  empirical  formulae,^  among  others,  have  been  sug- 
gested at  various  times  to  express  the  relationship  between  the  pressure 
and  the  steam  temperature  : 


Regnault:  p  =,  (^'.  J_^_^  . 

D     v:  1  «irww     2732     396945 

Rankine  :  log  p  =  o-IOOy  -  - 


f" 


Thiesen: 


(( +  459-6)  log  —^  =  5409  (( - 212)  -  3-71  x  lO""  {{689  -  ()*  - 477*}, 

where  p=- absolute  pressure  iu  pounds  per  square  inch  and  t  =  tempera- 
ture in  degrees  Fahrenheit. 

The  application  of  these  formulae,  however,  would  be  very  incon- 
venient and  laborious,  and  preferably  the  altitude  would  be  derived 

1  luohlof,  Theory  of  Heat  Engine*. 
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directly  from  specially  prepared  tables.  In  the  absence  of  such  tables 
the  following  approximate  formula  which  states  that  the  pressure  in 
inches  of  mercury  =  29-92  ±  0-586^i  (where  t^  is  the  number  of  degrees  F. 
above  or  below  212**  F.  at  which  the  water  boils)  may  be  used. 

Example. — ^The  boiling-point  at  the  lower  8tation=210°-8,  air  temp.  =  60**  F. ; 
the  boili^-point  at  the  upper  station  =206®-4,  air  temp.  =  66°  F.  The  fonner 
is  equivalent  to  29*22  in.  of  meronry  and  Uie  latter  to  26*64  in.  of  mercury, 

.-.  (A,-Ai)=60168*6 (log 2922-log 26*64)  (l+^)» 
whioh  by  logs =2554  ft.  nearly. 

Accuracy  of  Barometric  Levelling. — Barometric  levelling  cannot 
in  any  way  replace  spirit  levelling  or  trigonometrical  observations  for 
accurate  work,  but  with  proper  care  it  may  be  usefully  employed  to 
determine  relative  altitudes  in  such  cases  where  only  approximate 
values  are  required,  or  where  the  results  are  not  sufficiently  important 
to  justify  the  expenditure  of  time  and  money  necessary  for  more 
accurate  determinations.  Usually  barometric  observations  are  made 
with  an  aneroid  on  account  of  its  greater  portability,  but  as  a  rule  the 
results  cannot  be  relied  upon  to  nearer  than  a  few  feet — ^although  the 
scale  may  be  graduated  to  single  feet  in  some  cases.  In  fact,  the  value 
of  the  constant  (which  is  given  as  60158*6  in  the  previous  pages)  in 
the  reduction  formula  varies  from  J  to  1  per  cent  as  given  by  different 
authorities. 

Gribble,  in  some  experiments  published  in  his  Preliminary  Survey 
and  Estimates,  shows  that  with  a  small  aneroid  the  values  derived  for 
the  height  of  a  hill  a  little  over  110  ft.  high  varied  as  much  as  30  or 
more  feet  on  the  up  and  down  hill  journeys. 

He  states  that,  in  general,  the  "  up  "  hill  values  are  the  more  reliable, 
and  he  also  states  that  three  "  ups  "  will  usually  give  a  mean  result 
correct  to  3  ft.,  or  two  "  ups  "  to  6  ft.,  in  a  difference  of  level  ranging 
from  50  to  500  ft. 

The  boiling-point  thermometer  gives  stDl  less  approximate  figures, 
as  V  F.  difference  in  the  boiling-point  temperature  corresponds  to  a 
difference  of  about  550  ft.  in  altitude.  A  small  error  in  the  estimation 
of  the  temperature  thus  has  a  large  effect  upon  the  derived  result. 
In  addition,  the  published  tables  and  empirical  formulae  vary  very 
considerably  and  yield  by  no  means  consistent  results,  so  that  a  dis- 
crepancy of  100  ft.  or  more  from  the  true  altitude  may  easily  be  obtained 
in  many  cases. 

EXAMPLES 

1.  An  instrument  was  set  up  at  a  distance  of  500  ft.  from  a  tower  and  the 
angle  of  elevation  to  a  point  on  the  parapet  was  9^-39',  while  the  angle  of  depression 
to  the  foot  of  the  walk  was  2''-52'.  The  staff  reading  upon  a  B.M.  with  the  tele- 
scope horizontal  was  2*48  and  the  reduced  level  of  the  B.M.  was  86*60. 

What  was  the  approximate  height  of  the  tower  and  of  the  reduced  level  of  the 
parapet? 

2.  If  there  was  a  p.e.  of  ±  1  ft.  in  the  distance  of  the  instrument  from  the 
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u  ower,  and  of  +  30*  in  eaoh  of  the  obeerved  angles,  what  is  the  probable  error  in 
the  two  values  deduoed  in  question  (1)  ? 

3.  A  vane  15  ft.  above  the  foot  of  a  staff  was  sighted  at  a  point  6000  ft.  away 
from  the  instrument. 

The  reduced  level  of  the  instrument  axis  was  286*60  and  the  angle  of  depres- 
sion I^-IS'-OO*.  Allowing  for  curvature  and  refraction,  calculate  the  approximate 
reduced  level  of  the  staff  station. 

4.  (LC.E.)  The  top  of  a  hill  subtends  an  angle  of  41''-2'-10'  from  a  point 
on  a  plane  at  its  base ;  a  base  line  264  ft.  long  is  measured  directly  towards  the 
base,  and  the  hill  then  subtends  an  angle  of  55°-40'-17'.  Find  the  height  of  the 
hiU. 

6.  What  is  the  p.e.  in  the  result  of  question  4  if  the  p.e.  in  each  of  the  observed 
angles  is  ±5'  and  in  the  virtual  length  of  the  base  line  ±1-0  ft.  ?  the  latter 
error  being  due  to  differences  in  the  heights  of  the  instrument  axis  and  to  errors 
in  linear  measurement  (cf.  V^Pv  ^S*  1^)* 

6.  Referring  to  Fig.  161,  find  the  horizontal  distance  from  F  to  B  and  the 
altitude  of  B  from  the  following  data : 

(i=500ft.    o=40°-36'    /3=28°-24'    t^IO^-SO'. 
«^«j=4*00  ft    Height  of  instrument  at  A =4*92  ft. 

Height  of  instrument  axis  at  F  above  datum =88*50  ft. 

7.  Assuming  a  p.e.  of  +  30*  in  each  of  the  angles  a,  /3,  and  7,  and  of  +  *5  ft.  in 
d  in  question  6,  deduce  the  p.e.  in  the  results. 

8.  Referring  to  Fig.  162,  determine  the  reduced  level  of  B  from  the  following 
data: 

Greodetic  distance  from  A  to  B  .         .         .     15240      ft. 


Reduced  level  of  A  . 

Height  of  instrument  at  A 

Height  of  instrument  at  B 

Height  of  signal  at  A 

Height  of  signal  at  B 

Angle  of  depression  from  A  to  B 

Angle  of  depression  from  B  to  A 

Find  also  the  mean  angle  of  refraction  and  the  coefficient  of  refraction. 


1250  „ 
5*00  „ 
4*95 


7-00,, 
700,, 
I'-O' 
15^ 


9.  The  following  data  were  obtained  from  reciprocal  observations  for  altitude 
at  A  and  B  (Method  5,  p.  212). 

The  reduced  level  of  A =100*00  ft. 

The  height  of  instrument  at  A     .         .         .         .         .  =     5*05 

The  height  of  instrument  at  B     .         .         .         .         .  =     4-95 

The  height  of  signal  at  A =  2500  „ 

The  height  of  signal  at  B =   10*00  „ 

The  angle  of  elevation  from  A  to  B      ....  =4**-34'-59* 

The  angle  of  depression  from  B  to  A    ....  =4°-33'-38' 
The  horizontal  distance  from  A  to  B  as  determined  by 

triangulation =20520  ft. 

What  was  the  reduced  level  of  B  ? 

Find  also  the  mean  value  of  the  angle  of  refraction  and  of  the  coefficient  of 
refraction. 

10.  Aflgnrnrng  that  the  p.e.  in  the  angles  a  and  /3  is  +5',  what  will  be  the 
p.e.  in  the  reduced  level  of  B  ? 

If  there  is  also  a  p.e.  of  rvh^jy  in  the  horizontal  distance  D,  what  is  then  the 
p.e.  in  the  result  ? 

11.  (XJ.  of  L.)  A  theodolite  is  set  up  at  two  stations  A  and  B  at  the  water's 
edge  of  a  lake  which  is  1240  ft.  above  sea-level.  A  staff  on  a  hill  at  C  is  sighted 
from  each  station.    From  A  the  vertical  angle  of  C  is  15^-14'  and  the  horizontal 

Q 
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angles  CAB,  CBA  are  69^-10'  and  7^-^'  respectively.     The  length  of  the  line 
AB  is  820  yds.     Find  the  height  of  C  above  sea-leveL 

12.  Deduce  the  approximate  reduced  level  of  a  station  B  from  the  following 
data: 

Barometer  reading  at  A»  29-92  at  12.0  noon,  temp.  60°  F. 

B= 30-38  at  1.16  p.m.,  temp.  72°  F. 
„  „  A= 29-97  at  3.60  p.m.,  temp.  56°  F. 

The  reduced  level  of  A= 260-00  ft. 

13.  (U.  of  B.)  From  the  ends  of  a  base  line  AB,  600  ft.  in  length,  two  points 
P  and  Q  were  observed  with  a  transit  theodolite.  The  following  angles  were 
Feoorded  * 

Bearing  of  line  AB  46°  E.  of  N. 

AP  46°  W.  of  N. 
BP  97°  W.  of  N. 
AQ  16°  E.  of  N. 
BQ  20°  W.  of  N. 
Altitude  of  P  as  observed  from  A,  20°. 
Q        »         ,.  A.  16°. 

The  point  A  is  200  ft.  above  datum. 

Determine  the  distance  PQ  and  the  heights  of  P  and  Q  above  datum. 


ff        >t 

f»  99 


Chapter  VIII 

TACHEOMETBY  AND  RANGE-FIMDING 

Tachbombtbt 

A  TACHBOUSTEB  is  esaeutially  a  tranrnt  theodolite,  the  diaphragm  of 
which  is  furnished  with  two  (or  f oui)  horizontal  webs  or  points  (known  as 
stadia  webs,  wires,  lines,  or  points)  in  addition  to  ^at  which  marks 
the  horizontal  axis  or  line  of  colUmation  of  the  telescope  (Fig.  64,  e,f, 
g,  and  k). 

The  stadia  rod  or  stafE  used  in  conjunction  with  the  tacheometer 
may  be  the  usual  type  of  levelling  staff  reading  to  01 
ft.  (Fig.  137),  or  it  may  be  of  special  design  painted 
with  easily  distinguishable  markings  (Fig.  166)  to  enable 
observations  to  be  made  over  much  longer  distances  than 
are  possible  with  the  ordinary  graduations  of  the  Sopwith 
pattern.  To  further  render  the  staff  graduations  more 
clear  at  a  distance,  the  magnifying  power  of  the  eye-piece 
is  generally  rather  greater  than  that  of  the  ordinary 
theodohte. 

The  object  of  tacheometry  Ib  to  enable  horizontal  and 
vertical  distances  to  be  computed  from  readings  upon  a 
stadia  rod,  and  thus  to  render  chaining  operations  un- 
necessary. 

The  observations  that  are  required  for  the  complete 
location  of  a  point  A  with  reference  to  the  instrument 
station  0  are : 

(1)  The  bearing  of  the  line  OA  from  some  fixed 
meridian  through  0. 

(2)  The  angle  of  elevation  or  depression  recorded  on  _ 
the  vertical  arc  of  the  instrument.                                             Fio.  166. 

(3)  The  readings  of  the  three  diaphragm  webs  upon  a    Stadia  Rod. 
stadia  rod  at  A  sighted  through  the  telescope.     The  differ- 
ence between  the  two  outer  web  readings  gives  the  intercept  (s)  upon 
the  staff  which  is  employed  in  the  calculations  as  explained  below. 

The  field  work  can  be  done  very  quickly,  and  so  long  as  the  country 
is  fairly  open,  any  roughness  or  nnevenness  of  the  ground  does  not 
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affect  the  accuracy  of  the  work  as  would  be  the  case  with  direct  linear 
measurements. 

Tacheometry  is  thus  particularly  suitable  for  preliminary  location 
surveys,  and  for  the  filling  in  of  detail  on  topographical  maps :  its  use 
in  conjunction  with  the  plane  table  is  treated  in  Chapter  IX. 
The  principle  of  the  tacheometer  is  as  follows  : 
Let  C  be  the  optical  centre  of  the  object-glass,  A^  and  B^  the 
stadia  webs  spaced  at  a  distance  %  apart,  and  0^  the  axial  web  of  the 
diaphragm.  Then,  when  the  telescope  is  correctly  focussed,  these 
webs  coincide  with  the  image  of  the  staff  which  is  being  observed,  and 
the  portion  of  the  image  intercepted  by  A^B^  corresponds  with  the 
portion  AB  ( =  «)  of  the  staff,  where  A^CA  and  B^CB  are  straight  lines 

through  C  (Fig.  167, 
K-. /•..—>;  and  Fig.  57,  p.  49). 

OjCO  is  the  line  of 
collimation  of  the 
telescope. 

Referring  to  Fig. 

167,  let  the  distances 

CO  and    COj,  which 

are    conjugate    focal 

lengths  of  the  lens,  be 

represented  by  f^  and 

/g,  and  let  the  distance  from  C  to  the  principal  focus  of  the  lens  F  be/, 

and  that  from  C  to  the  central  vertical  axis  of  the  instrument  be  d. 

Then,  because  the  triangles  ABC  and  A^B^C  are  similar, 


Fig.  167. 


AB^OC      8^f^ 
AA    OiC  ^^  i  f- 

But  as  was  shown  iiT  Chapter  II. 

f  fi  ft  '    ■    • 

or  4  =  1  +■/ ' 

therefore  by  substitution  for -6  in  (1) 

fi 

•    7      ' 
or  the  distance  of  the  staff  from  the  object-glass,  «.e. 


■    (1) 


(2) 


(3) 


But  the  distance  D  of  the  staff  from  the  vertical  axis  of  the  instru- 
ment is  equal  to/^  +  d, 

.'.B^sA+f+d (4) 
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This  is  the  foimula  to  be  applied  for  ordinary  stadia  observations 
when  the  telescope  is  horizontal  or  when  the  staff  is  perpendicular 
to  the  line  of  coUimation. 

Usually  ~,  is  given  a  convenient  value  such  as  100 — occasionally 

% 

50  or  200— while  (/  +(i)  has  a  value  of  1  to  1-5  or  2,  depending  upon  the 
particular  instrument. 

ExampU, — ^The  oonstantB  *{  and  (/+  d)  for  a  oertain  instrument  were  100  and 

1*5  respectiyely  ;  the  readings  of  the  three  diaphragm  webs,  on  a  staff  held  at  a 
distant  point,  were  found  to  be  2-16,  3-30,  and  4-44,  the  telescope  being  horizontal. 
The  intercept  between  the  outer  webs  is  thus  (4*44- 2- 16) =2-28  ft.,  so  that 
by  formula  (4)  the  distance  from  the  instrument  to  the  staff 

D=2-28xl00+l-6 
=  229-6  ft. 

If  the  reduced  level  of  the  instrument  axis  was,  say,  76*76  ft.,  that  of  the  staff 
station^  76*76 -3-30»  73-46  ft  above  datum. 

Detennination   of   the  Tacheometric  Constants. — The   values  of 

f 
the  constants   .  and  (/+(?)  for  a  given  instrument  may  be  determined 

experimentally  as  follows : 

(a)  To  find  /the  cross-hairs  are  focussed  on  to  a  far  distant  object, 
and  the  distance  along  the  top  of  the  telescope  between  the  object- 
glass  and  the  diaphragm  screws  is  measured  with  an  ordinary  rule. 

Prom  equation  (2)  =     + 

so  that  if/i  is  very  large,  then  as/ and /j  are  each  less  than  the  length 

of  the  telescope,  j  is  negligible  compared  with  -^  or  ?-,  and  consequently 

/is  very  nearly  equal  to/j,  i.e.  the  distance  between  the  object-glass  and 
the  diaphragm. 

As  explained  in  Chapter  II.,  the  relative  distance  between  the 
object-glass  and  the  diaphragm  is  altered  to  correspond  with  any 
alteration  in/2  ^tiher 

(1)  By  moving  the  object-glass  forward,  or 

(2)  By  moving  the  eye-piece  and  diaphragm  backward  relatively 
to  the  telescope  tube. 

In  the  latter  case  the  value  of  d  is  constant  for  different  lengths 
of  sights,  while  in  the  former  case  (2  is  a  variable  quantity.  It  is, 
however,  sufficiently  accurate  to  adopt  a  mean  value,  and  this  is 
measured  directly  on  the  instrument. 

The  results  obtainable  with  an  ordinary  instrument  are  theoretic- 
ally only  accurate  to  the  nearest  foot,  owing  to  the  fact  that  the  finest 
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graduation  on  the  staff  is  001  ft.,  and  that  generally  -. » 100,  i.e.  a 

difference  of  one  of  the  smallest  readable  divisions  corresponds  to  a 

difference  in  distance  of  1  ft.    With  \ = 50  the  results  are  estimated 

f 

to  the  nearest  0-5  ft.    Consequently  the  sum  of  (/+  d)  is,  as  a  rule, 

expressed  merely  to  the  nearest  foot  or  half  foot — e.g.  1, 1-5,  or  2  ft. — 

but  occasionally  to  the  nearest  *25  ft. 

The  distance  i  between  the  stadia  webs  is  too  small  to  be  measured 

f 
with  ease  very  accurately,  so  that  the  value  of  -;  is  found  by  chaining 

or  taping  a  horizontal  distance  D^  farom  the  instrument  and  noting  the 
corresponding  intercept  s^  on  the  staff.  The  figures  are  then  sub- 
stituted in  equation  (4),  giving 

from  which,  as  -,  is  the  only  imknown  quantity,  it  may  be  calculated,  i.e. 
An  average  of  several  determinations  is  adopted. 

Example. — ^The  value  of  (f+d)  having  been  determined  by  direot  measure- 
ment as  1*5  ft.,  and  the  staff  readings  at  a  measured  distance  away  of  301*6  ft. 

being  1*07,  2*57,  and  4*07,  the  value  of  «|=3'00  ft,  and  /is  found  from  equation 
(4),  U. 

301-6- 3*00.  •(+ 1*6, 

/«300^ 
i    300    *^- 

(&)  An  alternative  method  is  to  measure  out  two  definite  distances 
Di  and  Dj  and  find  the  corresponding  intercepts,  Si  and  $2,  on  the  staff 
held  at  these  positions. 

By  substituting  these  values  in  equation  (4)  two  simultaneous 
equations  are  obtained : 

Di  =  »i-^+(/+d)>        ....    (5) 
Dj  =  »,•(+ (/+(?),  .        .        .    (6) 

% 

/ 

which  may  be  solved  to  find  the  two  unknown  quantities  -.  and/+  d; 
e.g.  by  subtracting  (5)  from  (6), 

•(-»-«---^-S (7) 
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and  by  sabstitution  in  either  (5)  or  (6),  or  by  multiplying  (5)  by  «2 
and  (6)  by  s^  and  subtracting,  we  find 


/+d  =  *A-^iD2 


$2  -  Si 


•    (8) 


Example, — ^Two  distances  of  50  and  300  ft.  were  aoourately  meaeured  out, 
and  the  intercepts  on  the  staff  between  the  outer  stadia  webs  were  *49  at  the 
former  distance  and  2*99  at  the  latter. 

The  two  equations  are  thus 

(9) 


60=  -49  •(+/+* 


300= 2-99  •(+/+(«. 


(10) 


By  subtracting  (9)  from  (10) 


or 


260=  2-60  •( 
% 

■{=100. 


By  substitution  in  (9)  60=  49+ (/*+({), 

.-.(/•+(«)=  1. 

Anallatic   Lens. — To    eliminate   the   constant   {f+d)  from   the 
formulae  for  telemetric  telescopes,  an  additional  lens,  known  as  an 


Fig.  168. — Anallatic  Lens. 

anallatic  lens,  is  sometimes  provided  in  the  telescope  between  the 
object-glass  and  eye-piece.  The  advantage  of  such  a  device  is  that  the 
calculation  of  heights  and  distances  from  the  field  notes  is  very  much 
simplified — particularly  for  inclined  sights.  The  disadvantage — 
apart  from  the  additional  initial  expense  incurred — ^is  that  an  appreci- 
able proportion  of  light  is  thereby  intercepted.  Sometimes,  to  com- 
pensate for  this,  the  telescope  tube  is  made  of  a  slightly  larger  diameter 
than  that  of  an  ordinary  instrument. 

The  theory  of  the  lens  may  be  explained  by  reference  to  Fig.  168. 
Let  AB  be  the  position  of  the  stafi,  C  the  optical  centre  of  the  object- 
glass,  BjAj  the  position  of  the  image  which  would  be  formed  were  no 
anallatic  lens  provided,  so  that  OC  and  O^C  are  conjugate  focal  lengths, 
=/i  and /a,  say. 

In  the  figure  two  rays  only  are  shown  from  each  point  A  and  B — 
one  passing  through  the  outside  principal  focus  of  the  object-glass 
and  emerging  parallel  with  the  telescope  axis,  and  one  passing  in  a 
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straight  line  (approximately)  through  the  optical  centre  0  of  the  lens 
(cf.  Fig.  58,  p.  50). 

The  effect  of  the  anallatic  lens — which  is  placed  between  the 
object-glass  and  the  image  A^B^ — is  to  intercept  these  rays,  refract 
them,  and  cause  the  image  to  be  formed  at  some  position  boa,  where 
if  Cj  be  the  optical  centre  of  the  anallatic  lens,  CiO  ( =fi)  and  CiOi  ( =/2') 
are  conjugate  focal  lengths. 

The  equations  from  the  laws  of  lenses  (p.  51)  are 

>~  ?"  "*"  7"*  ....     \^^) 

J    Ji    Ji 


1    1-  ^ 
/'7i'    /a' 


and  --«__-^^,        ....     (12) 


(13) 


a  result  similar  to  (11),  which  may  be  proved  from  Fig.  168.  Also 
if  AB  =«,  AjBj  =1,  and  ah—i\  where  i  is  a  fixed  value,  i.e.  the  distance 
between  the  stadia  points, 

i    /a    "^    i'    K 

because  the  triangle  ABC  is  similar  to  the  triangle  B^AiC,  and  the 
triangle  B^c^Ai  is  similar  to  the  triangle  hc^. 
Therefore  by  multiplication 

»=/i  /a' 
*     h  h 

By  substitution  from  (11)  and  (12) 

»'     /  *   /'" 

jx-f  r  +/2 - i' 

where  d'  is  the  distance  between  the  lenses,  i.e.  cci, 

f  +  /-i/i  -  d' 

T"  7 

-//i  +  (/i  -/)  (/'  -  d') 

Jx^hfl  -  d')  ^gd'-f) 
ff  ' 

.    /=»        //'       .nd'-f)  .,,. 

'  *''S+S'-d'    f+f'-d"  '        •    ^    ^ 

or  /i  =  K .  r, - c  where  K  =  fA_^'  and  "  =  r^r_  j,. 

each  being  constant  for  any  particular  instrument  as/,  /',  and  d'  are 
all  fixed  quantities. 
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Therefore  D,  the  distance  from  the  instrument  axis  to  the  stafi 
station,  =/i  +  d^  where  d  is  the  distance  from  the  instrument  axis  to 
the  object-glass  as  in  equation  (4),  i.e. 


8 


% 


(15) 


K 


By  suitably  airanging  the  values  /,/',  d,  and  »,  the  value  of  -v  can  be 

made  equal  to  100  (or  some  other  convenient  number  such  as  50  or 
200),  while  at  the  same  time  c  can  be  made  equal  to  (2,  thus  reducing 
the  formula  (4)  to 

D  =  100«, 
or  more  generally 

D  =  ww, (16) 

where  m  is  a  suitable  multiplying  factor. 

Alternative  Proof  of  Formnlae. — The  formula  for  the  ordinary 
telemetric  telescope  and  that  for  an  instrument  provided  with  an 
anallatic    lens    may 
ako  be  derived  geo- 
metrically. 

Let  AiBi  (Kg. 
169)  represent  the 
wires  of  the  dia- 
phragm. Then  those 
rays  proceeding  from 
A  and  B  which  travel 
parallel  to  the  princi- 
pal axis  of  the  object- 
glass  lens  after  re- 
daction at  A^i  and 
B^i  must  pass  through  F^,  the  outside  principal  focus  of  the  lens.  But 
if  A^  and  B^  are  at  constant  distances  from  the  axis,  A^^^  and  B^^  are 
fixed  points,  and  consequently,  as  F^  is  also  fixed,  the  angle  AF^B  is 
fixed  in  magnitude. 

From  the  similar  triangles  ABF^  and  A^iBi^Fj 

AB_^OFi 
AuBii     CF/ 


Fig.  169. 


or 


8 
% 


where  %  is  the  distance  apart  of  the  stadia  webs  AjBj  =  A^Bii,  /  is 
the  principal  focal  length  CF^  of  the  object-glass,  and  8  is  the  intercept 
AB  on  the  staff, 

.-.  OFi  =  8  X. 


The  distance  of  the  object-glass  from  AB  =  OFi+/,  and  if  the 
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instrument  axis  is  at  a  distance  d  from  the  object-glass,  the  total 
distance  is  given  as  before  by  the  f onnula 


D==8J.+f+d. 


Anallatic  Lens. — To  consider  the  effect  of  the  anallatic  lens  let  ba 
(Fig.  170)  be  the  positions  of  the  diaphragm  webs,  and  let  BBuF'fe't 
represent  the  path  of  the  particular  ray  from  B  which  becomes  parallel 
to  the  axis  of  the  telescope  after  emerging  from  the  anallatic  lens  at  C^ 
and  which  therefore  passes  through  the  principal  focus  F  of  this  lens. 
Then  as  b  remains  at  a  constant  distance  from  the  longitudinal  axis 
OGo  during  focussing,  the  position  of  the  point  b'  is  fixed  when  the 
length  a6  =  i'  is  decided  upon. 

The  slope  of  the  line  VF'B'n  depends  upon  the  value  of  the  principal 
focal  length  /'  of  the  anallatic  lens  {i,e,  upon  the  position  of  F')  and 
also  upon  the  position  of  6',  i.e.  upon  the  value  of  i\  The  position  of 
Bii  is  further  dependent  upon  the  distance  d'  between  the  two  lenses, 

and  the  direction  of 

^ »  ^  S    I*         ^11^  ^  governed  by 

^-§  ^<§   I         the   principal   focal 

"^^"^       -'      ^      S         length    (/)    of    the 

object-glass  and  by 
the  position  of  B^^. 
Let  the  direc- 
tions of  BB^  and 
the  corresponding 
ray  which  proceeds 
from  A  to  a,  viz. 
AAu,  meet  when 
produced  at  a  point 
D  from  symmetry  on  the  horizontal  axis  of  the  telescope. 

Then  the  position  of  D  and  the  ratio  of  AB  to  OD,  depending  as 
they  do  upon  the  slope  of  BB^^  and  AA^^,  and  the  positions  of  A^^ 
and  B^,  are  dependent  upon  the  values  of/,  /',  d\  and  i\ 

These  values  are  so  arranged  that  D  lies  upon  the  vertical  axis  of 

AB    .      5       1 


Fio.  170. — Anallatic  Lens. 


the  instrument,  and  the  ratio  ^=-,  %.e. 


100' 


or  some  other  suitable 


fraction. 

The  value  of  «  is  given  by  the  reading  intercepted  between  the 
cross -hairs  at  ab;  and  D  is  easily  calculated  from  the  formula 
D  ==m«,  where  m  is  usually  100. 

Inclined  SU^hts. — ^When  the  staff  station  and  the  instrument  station 
are  at  greatly  different  altitudes,  an  observation  with  the  telescope 
axis  in  its  horizontal  position  becomes  impossible,  and  therefore  an 
inclined  sight  must  be  taken. 

To  do  this  the  staff  is  held  either  in  a  vertical  position  or  in  a  position 
at  right  angles  to  the  line  of  coUimation. 

(a)  Staff  Vertical. — ^When  this  method  is  adopted,  a  spirit  level  or 
pendulum  device  is  sometimes  provided  to  ensure  verticality,  though 
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for  general  work  it  is  left  to  the  judgment  of  the  staff  holder.  The 
telescope  is  tilted  until  the  three  horizontal  webs  intersect  the 
stafi,  when  the  three  stadia  readings  are  taken,  and  also  the 
angle  (0)  of  elevation  or  depression  of  the  telescoi>e  and  the  bearing 
in  azimuth. 

In  Pig.  171  let  C  be  the  position  of  the  instrument,  CO  the  line  of 
coUimation,  and  A,  0,  B  the  positions  on  the  staff  cut  by  the  webs 
of  the  diaphragm.  Let  AB=«,  the  distance  C0»2,  the  horizontal 
distance  CE  =  A,  and  the  vertical  distance  EO  =v. 

Then  in  the  figure,  if  A'B'  be  the  projection  of  AB  perpendicular 
to  the  line  of  sight,  as  AB  and  A'B'  are  at  right  angles  to  CE  and  CO 
respectively,  the  angles  AOA'  and  BOB'  are  each  equal  to  fl,  so  that 
if  the  angles  AA'O  and  BB'O  are  assumed  to  be  approximately  90"", 


A'0=AO  cos  ^  and  B'0=BO  cos  6, 
i.e.  A'B'=ABco8d, 

or  writing  s'  for  A'B'  s' =8. cos  6. 


(17) 


Fia.  171.— Inclined  Sights. 

A'B'  may  be  determined  more  rigorously  if  we  assume  the  angles 
AGO  and  BCO  are  each  equal  to  a,  say. 

Then  the  exterior  angle  AA'O  of  the  triangle  A'CO  is  equal  to  the 
sum  of  the  interior  and  opposite  angles  A'CO  and  A'OG,  i.e. 

AA'O =90°  + a, 

abo  as  B'OC  ia  W  the  remaining  two  angles  of  the  triangle  B'GO  are 
together  equal  to  90°,  and  consequently 


BB'O = 90° -o. 


From  the  triangle  AOA' 

A0  = 


A'O .  sin  AA'O 
sinA'AO 


and  similarly 


^  A'O .  sin  (90°  +  a) 
sin  {90°  -  \e  +  a)}'     ' 

BO  =  B'O  sin  (90°  -  a) 

8in{90°-(<?-a)j'     ■ 


•    (18) 
.    (19) 
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By  addition  AO  +  BO  =  « 
_A'B'c     aiii(90-  +  a)  sin(90---a)     1  ^  w^ _ g.^ ^ A^B^ 

2    \sin{90°-(fl  +  a)}     sin{90°-(fl-a)}/  2    '' 

^    s'     (     cos  a  cos  a     \ 


__  s'  /cos  (fl  -  a)  +  cos  (fl  +  a) 

""■  TT-  •  cos   CL 


COs{fl  +  a)     C08(fl-aj/ 

/cos  (fl  -  a)  +  cos  (fl  +  a)^ 
\  cos  (fl  +  a)  cos  (fl  -  a)  / 

^  cos  a. 2. cos  0  cos  a 

2  *  (cos  ^  cos  a  -  sin  0  sin  a)  (cos  0  cos  a  +  sin  0  sin  a) 

«'  cos*  g .  2 .  cos  0 

2  '  cos*  0  cos*  a  -  sin*  0  sin*  a' 

cos*  0  cos*  a  -  sin*  0  sin*  a 


,  _      rcos*  e/  cos*  a  -  sin'  (/  sin*  a^ 
'  \  cos  0  cos*  a  / 


=  « .  cos  0  -  « . jr  tan*  a,^  ....     (20) 

cos  0 

but  as  a  is  very  small,  tan*  a  is  small,  and  the  second  term  is  negligible. 
The  distance  I  along  the  line  of  coUimation  CO  by  formula  (4)  is 
equal  to 

A'B'.-^+Z+i, 

i.e.  !  =  «.•%  cos  0  +  (/+d),        .        .        .    (21) 

% 

and  the  horizontal  projection  =  Z  cos  0,  i.e. 

A  =  «.'(cos*0  +  (/+(i)cos0.  .    (22) 

Similarly  the  vertical  height  of  0  above  the  instrument  axis  is 
I  sin  6,  i.e. 

!;  =  «.•(  sin  0  cos  0  +  (/+d)  sin  0,  .    (23) 

% 

or  sJ.^^  +  (f+d)aiid,    .  .     (23a) 

or  Atan0 (236) 

The  altitude  of  the  staff  station  D  is  thus  equal  to  (the  reduced 
level  of  the  instrument  axis)  ±  t;  +  (the  axial  reading  DO),  according 
to  whether  the  vertical  angle  is  an  angle  of  elevation  or  depression. 

In  taking  the  observations,  sometimes  it  is  so  arranged  that  the 
vertical  angle  shall  be  a  whole  number  of  degrees  or  minutes  or  be 
of  some  other  definite  value  which  will  enable  the  functions  to  be 
conveniently  abstracted  from  tables :   or  sometimes  the  lower  stadia 

^  Breed  and  Hosmer,  Surveying,  toI.  iL 
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reading  is  taken  at  an  even  foot  so  that  the  stadia  interval  (a)  is  more 
easily  calculated. 

The  values  of  cos*  d  and  sin  6  cos  0  may  be  deduced  from  ordinary 
mathematical  tables,  or  from  one  of  the  specially  prepared  works  in 
which  these  functions  are  tabulated.  Diagrams  are  also  published  to 
facilitate  the  computations,  and  special  forms  of  slide  rules  are  manu- 
factured. 

When  the  telescope  is  fitted  with  an  anallatic  lens,  the  same  formulae 
are  applied,  but  the  term  containing  (/+  tJ)  is  omitted  in  each  case. 

Example  1. — ^The  readings  on  a  staff  held  upon  a  bench  mark  of  reduced  level 
80-00  were  1-00,  2-56, 4-14,  while  the  vertical  angle  was  -  6°-32'-00'.  The  readings 
at  a  station  N  were  2*00,  3-88,  6-76,  while  the  vertical  angle  was  4°-18'-00'. 


'S/d-'- 


Deduce  the  horizontal  distance  from  the  instrument  station  to  N,  and  its 

reduced  level  if -(=100  and  (/+i)=l. 

f 

The  vertical  distance  of  the  axial  web  below  the  instrument  axis  in  the  first 
observation  (Fig.  172)  is  by  (23a) : 

„=  3-14 .  ™  ^.^°  .^  X 100  + 1 X  sin  6°-32' 

=  314x0960+09 
=  3014+ -09=  30-23. 

The  B.M.  is  thus  30-23+2-66=32-79  ft.  below  the  instrument  axis.    The 
reduced  level  of  the  instrument  axis  is  therefore 

32-79+ 8000=  112-79  ft 

The  horizontal  distance  to  the  second  staff  station,  i.e.  N,  is  given  by 
equation  (22),  i.e. 

*=3-76x  100  xcos«  4^-18'  +  l  xcos  4^-18' 


=  376  X -9944  +  1 

=  373-89+1=376  ft.  nearly. 

The  vertical  distance  of  the  axial  reading  O  above  the  instrument  is,  from 
(236), 

v=h  tan  B 

=  376  X -07619 

=28-20  ft.. 
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or,  from  (236),  r=3-76  x  100  x       ^  ""*    + 1  x  sin  4*'-18' 

= 376  X -0748 +  -08 

=28-20  ft. 

The  stAtion  N  is  thus  28-20- 3*88 =24- 32  ft.  above  the  axis,  and  the  reduced 
level  is  112-79  + 24-32 » 137-11  ft.  above  datum. 

Example  2. — ^A  taoheometer  fitted  with  an  anallatio  lens  gave  the  following 
readings  from  an  instrument  station  C : 

(1)  On  B.M.  of  reduced  level  80-00,  angle  of  elevation  1^-30^  stadia  readings 
200,  3-28,  4-67 ; 

(2)  On  point  P,  angle  of  depression  2^-48',  stadia  readings  1-00,  3-12,  6-26. 
Determine  the  distance  from  G  to  P,  and  the  reduced  level  of  P. 

The  vertical  distance  of  the  axial  web  above  the  instrument  axis  by  (23a), 
omitting  the  term  containing  (f+d),  is 

»=  2-67  X  100  X  ^- =  257  x  -0202 

»  6-73  ft 

The  reduced  level  of  the  instrument  axis  is  therefore 

8000+ 3-28- 6-73=  76-65  ft. 

The  horizontal  distance  to  P  by  equation  (22) 

h^a.-f.  cos* 2^-48'=  426 X (-9988)*=  424 ft.  nearly. 

The  vertical  distance  of  the  axial  reading  below  the  instrument  axis  is 

t?=424  .  tan  2^-48'=  424  x  •0489=20-74  ft, 

or,  from  (23a),  v= 426  x  ??^J"-??'=  20-74  ft. 

The  reduced  level  of  P  is  therefore  76-56  -  20-74  -  3-12=  52-69  ft.  above  datum. 

(6)  Blaff  Inclined, — ^When  the  method  of  holding  the  staff  at  right 
angles  to  the  line  of  coUimation  is  adopted  for  inclined  sights,  the 
correct  inclination  of  the  staff  is  secured  by  the  staff  man,  who  sights 
to  the  instrument  along  a  special  rule  or  small  telescope  fixed  to  the 
side  of  the  staff  for  this  purpose. 

The  instrument  man  can  also  see  this  sight  through  the  tacheometer 
telescope,  and  he  can  judge  as  to  the  accuracy  of  the  position  of  the 
staff,  whereas  when  the  staff  is  held  vertically  the  truth  of  the  verti- 
cality  depends  entirely  upon  the  judgment  of  the  staff  man.  The 
inclination  of  the  staff  should  of  course  be  directly  towards  or  away 
from  the  instrument ;  and  as  in  ordinary  levelling  operations,  any 
error  at  right  angles  to  this  direction  is  easUy  seen  by  the  instrument 
man,  who  may  signal  the  information  to  the  staff  man. 

The  distance  along  the  line  of  collinmtion  is  given  by  formula  (4),  i.e. 

l^^sX+if+d),       ....    (24) 
or  2  =  8*s  for  an  anallatic  lens,     .        .    (25) 
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and  the  horizontal  distance 


and  the  vertical  distance 


h  =  l  cos  6 


V  =  I  sin  d. 


•  (26) 

•  (27) 


FiQ.  173.— Inolined  Sight. 


Strictly  speaking,  the  value  of  h  given  above  is  the  horizontal 
projection  of  CO,  i.e. 
the  length  CEi  (Fig.  173), 
while  the  horizontal  dis- 
tance required  is  CE, 
where  E  is  vertically 
below  the  foot  of  the 
staff  D. 

This  error  OOj-DO 
sin  9  is  generally  negli- 
gible, as  0  is  kept  as 
near  the  foot  of  the  staff 
as  possible,  and  DO  is 
only  a  few  feet  in  lengthy 
whUe  sin  d  is  very  small  when  ^  is,  as  is  usually  the  case,  only  a  few 
degrees  in  magnitude. 

Escample, — In  an  ordinary  case  when  DO =5*00  ft.  and  9=4°,  say, 

DO  sin  9=  6  X  -0698= -36  ft., 

which  is  less  than  the  probable  error  of  observation. 

If  DO =5*00'  and  6^20° — a  value  which  would  be  less  seldom  obtained  in 
practice — the  error  is  more  appreciable,  and  a  correction  should  be  applied,  f.e. 

D0  8in9=5x*5«2*5ft. 

Similarly,  in  computing  the  reduced  level  of  D,  the  usual  procedure 
is  to  add  or  subtract,  as  the  case  may  be,  the  axial  reading  DO  from 
the  reduced  level  of  0,  instead  of  the  more  correct  value  of  DO  cos  fl, 
I.e.  DOj. 

The  error  is  thus  DO  (1  -  cos  0),  which  again  is  negligible  under 
ordinary  circumstances. 

Example. — ^If  DO  =>  5*00  and  (f=^^,  the  error  in  altitude  unless  a  correction 
is  applied  is  only  5*00  (l-*9976)= '012  ft.,  while  in  the  more  exceptional  case 
when  ^=30°  the  error  is  more  appreciable,  t.e.=6*00(l-  •8d6)=*67  ft. 

Errors  due  to  Incorrect  Inclination  of  the  Staff. — Though  the  stajS 
is  generally  held  vertically  the  errors  introduced  by  the  incorrect 
inclination  of  the  staff  in  each  case  are  now  considered. 
Let  9= the  inclination  of  the  line  of  collimation. 

8  =the  intercept  on  the  staff  when  truly  perpendicular  to  the 

line  of  collimation. 
«i =the  intercept  on  the  staff  when  inclined  at  <f>  from  the  true 

position  and  away  from  the  instrument. 
82— the  intercept  on  the  staff  when  inclined  at  <f>  from  the 

true  position  but  towards  the  instrument. 
8'  =the  intercept  on  the  staff  when  held  vertically. 
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8-^  Bthe  intercept  on  the  staff  when  held  at  ff>  from  the  vertical 

and  away  from  the  instrument. 
^2'  -the  intercept  on  the  staff  when  held  at  ^  from  the  vertical 
and  towards  the  instrument. 
a«the  angle  subtended  by  half  the  intercept  at  the  instru- 
ment. 
For  angles  of  depression  s^  and  s^   are  the  intercepts  when  the 
staff  is  inclined  tow£uxls  the  instrument,  and  8^  and  ^2'  when  inclined 
away  from  it. 

Staff  Inclined, — If  a  point  near  the  foot  of  the  staff  is  bisected  by 
the  lower  wire,  for  angles  of  elevation, 

(a)  i  =  ?i?.  90j-l_-_a  ^^  (j^  »  ,  sm  90  -  ^  +  a 
«i       Sin  90  +  a  H       am  90  -  a 

cos  a  +  ^  _cosa-^ 

cos  a  cos  a 

J  cos  a       ^  J  cos  a 

and  «i= ,  •  8  and  ««= ,  •  *• 

cos  a  +  0  cos  a-fp 

The  true  horizontal  distance  GE  (Fig.  173)  is 

\8j,+f+  ij  COS 0  +  ^  sin  tf, 

and  in  (a)  the  apparent  horizontal  distance  is 

which  is  too  small  by  an  amount 

-  sin  fl  -  («i  - «)<  cos  0, 

i.e.  ^sing-g./cosfl(    ^^""^-lY      .        .    (28) 

2  t  \cos  a  +  tp      J 

and  in  case  (6)  the  apparent  length  is  too  small  by  an  amount 

^sind-«./cos<?f-5^%-lV      .        .    (29) 
2  ♦  Vcosa-^      /  ^    ' 

For    small    angles,    i.e.    until    tan    d>2-.  ( ^-I)    or 

^*  ♦  \cos  a  +  0      / 

f  f    cos  CL  \ 

>  2^  ( — T  -  1 ),  the  values  given  by  equations  (28)  and  (29)  are 

negative,  and  the  errors  are  consequently  positive. 

If  a  correction  is  made  as  explained  above,  the  apparent  distance 
will  be  in  case  (a) 


(«i'(+/+d)cofl0  +  (|sind), 
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and  the  error  is  now  positive  and  equal  to 

(f       ^    sin  fl)  ,         V  /    cosa  \  //  gin  fl\  ,„o  , 

and  in  case  (6)      ^b(   ^"  ^  .  -  l)(/cos  fl  +  g^V    .        .    (29a) 

\cos  a  -  9      /  \*  2    / 

Similarly  the  actual  height  of  the  staff  station  above  the  instrument 
a2dsis 

[8 i  +f+  dj  sin ^ - ^  cos  0, 
while  in  case  (a)  the  apparent  height  is 


2' 


(90^(t-<p) 


30*0.) 


(9O-0-a\ 
(90-6-a*i 


BD 


{$O'0(t-fX 


\ 

I 

X. 


Fio.  174.— Inolined  Staff. 


Pia.  175.— Vertical  Staff. 


and  the  resulting  error  (positive)  is 

8  f  S 

^  COS  ^  +s  sin  fl  («i  -  «)  -  J, 

I  \  ^   f  *    nf    COS  a        -  \     8  f    COS  a  /jX         /o/w 

%.e,  (a)         8.^.  smfl 7-I   -«  r-cos  6],  .    (30) 

%  Vcos  a  +  0       /     2  Vcos  a  +  <ft  / 


^     */     2  Vcos  a  +  ^ 

andin(6)      */sin  flf-^^-^- l) -^  .  . 

t  Vcos  a  -  9       /     2  Vcos  a-<f> 


8  (   cos  a  /i\        /o"i\ 

I .  -  cos  Qy  .    (31) 


«i 


If,  however,  the  more  correct  expression  ^  cos  fl  is  deducted  from 


81 


v  instead  of  ^,  the  errors  are 


(o) 


^  /cos  fl     /    .      A  /     COS  a  ,\  /on   \ 

«(— R        •sm0)( — j-l)>     •        •     (30a) 

V    2        $  /  Vcos  a  +  0       / 

R 
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Each  of  these  expressions  is  zero  for  6  =  17',  and  gives  a  negative 
error  below  and  a  positive  error  above  this  value. 

Staff  Vertical. — ^In  order  to  compare  the  two  conditions  it  will  be 
necessary  to  express  s'  in  terms  of  s. 

By  (20),  using  the  new  notation,    i  -  fcos  fl  -  ^'  ^  ^'  ^V 

8        \  COS  0         I 

and  the  ratio  (c)  ^J^^-9-o-i>  ^^  .^  »'_8in  90-g-a-H^ 

_cofl(g  +  a  +  ^)  _coB  (^-g-g) 

COS  (fl  +  o)  "    cos  (fl  +  a)    * 

The  error  in  length  in  a  positive  direction  is 

(C)  =  (Si'  -  «')  •(  C08«  B, 

% 

and  in  height        (^-O"^  sin  fl  cos  fl-H«i'- A 

or  substituting  for  %'  in  terms  of  «,  the  positive  error  in  length  in  (c)  is 

»'^-       .a    "^L,    i     (    "^/^'"j,--^)^^"     (32) 
%  COS*  fl  -  sm*  0  tan*  a  Vcos  0  +  a  +  f      / 

and  negative  error  in  length  in  ((Q  is 

J,/  <^s^  fi  _  _cos_i9+_a_\  ^^2  ^^  ^     (33) 

*  ♦  cos*  0  -  sin*  fl  tan*  a\      cos^-^-cu 


[The  error  in  d  ia  positive  for  valnes  of  B  less  than[  ^-a  L  at  which  angle 

the  error  is  0  and  the  error  in  c  is  negative  for  values  of  9  less  than  [  ^+ a  j,  at 
which  angle  the  error  is  0] 

and  the  positive  error  in  height  in  (o)  is 

8.COB0  (S    '     a  /,      i\    /     COsfl  +  a  ,\       ,^.. 

— 2-5 — »  2DX    2      (-.  sinecosfl-J)  ( X i-1),    (34) 

cos*  0  -  sm*  0  tan*  a  \%  */   \cos  ^  +  a  +  ^      /'    ^     ' 

and  the  negative  error  in  height  in  ((!)  is 

«  .  cos  fl  (f    '      A  /I       1  \    /i  cos  fl  +  a     \        ,„erx 

— Ya ^2-0" 4.— 2-  r-smflcos^-J)  (1 -r—^ ).    (35) 

cos*  0  -  sm*  0  tan*  a  \%  */   \      cos  0  -  0  -  a/     ^    ' 

An  approximation  may  be  obtained  by  neglecting  a  which  is 
tan*"^  tJtt  =  17'  nearly — i.e.  writing  tan*  a  =  0,  cos  a  =  1,  and  sin  a  =  0, 
when  tilie  above  expressions  will  be  much  simplified. 

Example, — The  following  curves  and  table  show  the  values  of  the  errors  neglect- 
ing the  sign,  when  ^=2''  for  different  values  of  ^  up  to  30^  8=4-00,  and*;=  100. 
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The  lower  stadia  reading,  as  in  the  above  equations,  is  assumed  as  nearly  zero  as 
possible. 

A  great  number  of  the  values  shown  are  of  course  negligible,  e.g.  errors  in 
length  of  1  foot  and  under,  as  the  errors  of  observation  are  of  this  order,  and 
similarly  with  errors  in  height  of  *01  or  thereabouts. 

It  will  be  noticed  that  much  better  results  are  obtainable  with  the  inclined 
staff,  «.e.  columns  (28)-(31a). 

Method  of  Procedure. — The  usual  method  of  canying  out  a  tacheo- 
metrical  survey  is  as  follows : 

The  instrument  is  set  up  and  levelled  at  some  station  P,  from  which 
a  number  of  sights  can  be  taken  to  prominent  or  governing  positions 
and  objects  at  the  commencement  of  the  survey ;  and  the  height  of  the 
instrument  axis  above  the  peg  at  P  is  accurately  measured. 

The  zero  of  the  vernier  is  adjusted  to  and  clamped  at  the  zero  of  the 


20*  30' 

Inclination  of  Line  of  Collimation, 

Fio.  176. — ^Errors  in  Distance. 

horizontal  circle  of  the  instrument,  which  is  then  turned  about  its 
lower  or  outer  a2ds  until  the  telescope  lies  in  the  magnetic  meridian  as 
indicated  by  the  compass  needle,  or  in  the  true  meridian  as  determined 
by  astronomical  bearing,  or  is  directed  to  any  other  arbitrary  point 
chosen  as  a  referring  object.  The  instrument  is  then  clamped  and  the 
bearings  of  all  other  points  referred  to  this  meridian  as  a  datum. 
Usually  the  northerly  direction  (magnetic  or  astronomical)  is  taken  as 
representing  a  bearing  of  360^  (t.e.  zero),  but  in  American  practice  the 
south  is  often  referred  to  as  the  origin. 

The  telescope  is  then  directed  to  a  bench  mark,  the  reduced  level 
of  which  has  been  previously  determined,  and  the  horizontal  bearing, 
the  vertical  angle  of  elevation  or  depression,  and  the  axial  and  stadia 
readings  are  observed.  From  these  observations  the  position  and 
reduced  level  of  P  can  be  computed  as  already  explained. 
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From  P  a  number  of  '*  aide  shots  "  aie  taken  to  prominent  points 
and  objects  within  range»  and  similar  data  to  the  above  is  booked  for 
each. 

To  plot  a  complete  plan  from  the  stadia  observations  only  would 
require  an  enormous  number  of  readings,  so  that  to  facilitate  the  work 
a  great  deal  of  information  and  detail  should  be  noted  and  sketched  in 
the  field  book. 

On  these  sketches  the  positions  of  the  various  staff  stations  should 
be  indicated,  and  the  stadia  readings  supplemented  by  chain  and  tape 
measurements  in  the  case  of  buildings,  widths  of  roads,  etc. 

When  all  the  required  "  side  "  sights  have  been  taken  from  P,  a 
final  complete  set  of  observations  is  made  to  the  next  instrument 
station  Q,  and  the  instrument  moved  to  and  set  up  at  Q. 


10*  20*  30* 

Inclination  of  Lint  of  Colfimation. 
Fia.  177. — ^Errors  in  Height. 

The  vernier  of  the  horizontal  scale  is  kept  clamped  at  the  reading 
which  from  P  recorded  the  bearing  PQ ;  the  telescope  is  transitted 
and  directed  back  to  the  stafi  held  at  P — ^rotating  the  instrument 
about  its  lower  axis  and  adjusting  with  the  lower  clamp  and  tangent 
screw. 

The  stadia  readings  and  the  vertical  angle  are  then  recorded,  and 
the  height  of  the  instrument  axis  above  Q  measured.  From  these 
observations  the  distance  from  P  to  Q  and  the  reduced  level  of  Q  can 
be  calculated  and  checked.  The  telescope  is  then  transitted  to  its 
normal  position  and  a  further  number  of  side  shots  taken  from  here 
before  proceeding  to  the  next  station  S. 

The  method  of  procedure  is  thus  similar  to  the  "Fast-needle" 
method  of  traversing,  described  in  Chapter  V.  If  the  telescope 
cannot  be  transitted,  after  directing  back  to  P,  with  the  vernier 
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still  fixed  at  the  bearing  of  Qfrom  P,  the  same  results  may  be  obtained 
by  reading  all  the  bearings  required  from  Q  upon  the  opposite  vernier 
to  that  used  at  P. 

Exampk, — ^In  the  example  on  pace  247,  the  data  in  oolumns  1-6  and  10  are 
obtained  from  obserratioiiB  in  the  field,  wUle  the  remaining  oolunma  are  filled  in 
by  oaloulation.  The  reduced  level  of  the  KM.,  %.e,  86*60,  ia  known  from  a  map  or 
from  previonB  surveys. 

The  caloulations  for  columns  7, 8,  and  9  are  similar  to  those  already  described, 
and  will  afford  a  useful  exercise  for  the  student,  while  the  following  notes  will 
explain  the  object  of  the  remaining  columns : 

The  height  of  the  first  station  above  the  instrument  axis  (K)  is  19*50—3-61 
B=  15-89  feet,  and  consequently  this  figure  is  entered  in  the  *'  Rise  *'  column : 
the  height  of  the  instrument  axis  is  therefore  86*60- 15*89= 70-71  ft.  above  datum. 
From  this  figure  the  altitude  of  the  second  point  is  deduced — i.e.  70*71-2*43= 
68-28  ft.  The  third  staff  station  is  16-99+4-87=21*86  feet  below  the  instrument 
axis,  and  hence  its  reduced  level  is  70*71-21*86=48*85  ft.  above  datum.  The 
value  21*86  is  entered  in  the  "Fall"  column  as  shown. 

Similarly  the  staff  station  B  is  found  to  have  a  reduced  level  of  70*71  +  20*96= 
91*67,  hence  when  the  instrument  is  set  up  there,  the  reduced  level  of  the  axis  is 
91*67  +  4*82=96*49  ft,  and  the  height  of  the  staff  station  A  is  96*49-30*80= 
65*69  ft.  above  datum.  As  a  check  the  reduced  level  of  A  calculated  from  the 
first  line  is  70*71  -  6*01  (t.e.  the  height  of  the  instrument  at  A) =65*70  ft,  which 
agrees  nearly  with  the  value  65*69  obtained  above. 

Modifications. — Several  modifications  of  the  usual  method  described 
above  have  been  suggested : 

(1)  Mr.  Dempster  ^  in  a  preliminary  traverse  for  a  railway  in  the 
Eastern  Transvaal  used  an  ordinary  6-inch  Troughton-Sinmis  tacheo- 
meter,  with  the  extremity  of  one  of  the  vertical  circle  vernier  arms 
extended  about  i&^  above  and  below  the  horizontal.  This  arc  was 
engraved  in  both  directions  from  the  horizontal,  with  a  sin -cos  scale, 
while  upon  the  vertical  circle  was  an  arrow  mark.  The  opposite 
vernier  arm  was  provided  with  a  vernier  as  usual,  for  reading  angles  of 
elevation  or  depression,  but  was  not  used  for  the  tacheometiic  work. 

'When  the  telescope  was  horizontal,  the  arrow  was  in  coincidence 
with  the  zero  of  the  scale ;  and  when  a  reading  003  say  was  obtained, 
the  telescope  was  inclined  at  an  angle  whose  sin  x  cos =0*03. 

Parallel  and  attached  to  the  side  of  the  usual  telescope  was  a 
supplementary  tube  fitted  with  a  prismatic  lens.  The  operator  was  thus 
enabled  to  sight  through  the  tube  with  his  left  eye,  and  bring  the 
arrow  mark  into  conjunction  with  any  convenient  graduation  on  the 
sin-cos  scale,  while  at  the  same  time  with  his  right  eye  he  sighted 
through  the  main  telescope  to  the  staff  and  read  the  three  web  intercepts. 

That  is,  instead  of  fixing  the  vertical  circle  vernier  to  an  even 
angle,  or  fixing  the  lower  stadia  web  at  an  even  foot,  a  convenient 
value  of  sin  cos  was  obtained,  and  the  staff  readings  taken  which 
then  coincided  with  the  crossrhairs.  Thus  in  formula  23  the  work  of 
reduction  is  much  simplified. 

ExampU. — ^If  the  stadia  readings  were  12*28,  7*61,  2*75,  and  the  sin-cos  scale 
reading  wa8--02,  then  the  vertical  component  t;= --02x100  [12*28-2*75]= 

^  Proc  Ins,  C,E,  vol.  clzxzviL  p.  241,  "  Notes  on  a  System  of  Surveying  with  a 
Taoheometer." 
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-2 X  9*63 e=  - 19*06  ft,  and  the  reduced  level  of  the  staff  station,  if  that  of  the 
instrument  axis  was  3781*0,  was  3781*0- 19*06- 7*61 «  3764*4  ft.  nearly. 

In  the  same  paper  Mr.  Dempster  describes  a  set  of  scales  for 
executing  the  calculations  mechanically ;  by  the  use  of  these  he 
dispenses  with  a  great  deal  of  the  drudgery  of  the  reductions.  There 
is  also  a  short  table  giving  the  amount  per  cent  to  be  deducted  from 
100  X  8,  for  different  divisions  of  the  sin-cos  arc,  in  order  to  compute 
the  horizontal  distance  (A)  from  the  instrument  to  the  staff  station. 
For  the  majority  of  sights,  the  correction  is  negligible  unless  the 
vertical  angle  is  of  considerable  magnitude. 

It  may  be  interesting  to  note  that  in  the  total  length  of  116  miles  of 
this  survey,  41,248  points  were  observed,  which  is  equivalent  to  360 
points  per  mile.  On  the  heaviest  section,  however,  18  miles  in  extent, 
the  average  number  was  over  600  per  mile. 

(2)  In  America,  e.g.  on  the  Minnesota  River  Survey,^  where 
approximately  176  points  per  square  mile  were  observed,  the  values 
of  small  elevations  have  been  ascertained  by  the  '*  Interval "  method. 
In  this  method  the  telescope  is  first  truly  levelled  and  some  point  is 
noted  on  the  landscape,  which  coincides  with  the  central  web  of  the 
diaphragm.  By  means  of  the  vertical  circle  tangent  screw,  the 
telescope  is  next  tilted  until  the  lower  stadia  is  raised  to  this  point.  A 
point  coinciding  with  the  upper  wire  is  now  noted,  and  the  lower  web 
brought  up  to  this,  the  process  being  repeated,  and  the  telescope 
tilted  more  and  more  until  both  webs  are  seen  to  intersect  the  staff. 
That  is,  the  vertical  distance  from  the  horizontal  to  the  final  intercept 
on  the  staff  is  measured  in  terms  of  a  number  of  stadia  intervals,  and 
consequently  the  elevation  of  the  staff  station  is  approximately  (ht. 
of  instr.  axis)  +  (number  of  stadia  intervals  x  value  of  one  interval)  - 
lower  web  reading. 

Or  if  the  lower  web  is  raised  to  occupy  the  original  position  of  the 
upper  instead  of  the  middle  web  in  the  &ret  instance,  the  axial  reading 
is  subtracted  instead  of  the  lower  web  reading.  Angles  of  depression 
may  be  similarly  measured. 

Example. — ^If  in  Fig.  178  the  stadia  interval  «s=9*6  ft.  say,  and  the  telescope 

has  been  tilted  through  two 
such  intervals,  then  the  re- 
duced level  of  the  staff 
station  is 

86-6+  (2  X  9*6)- 1*5=  1040ft. 

if  86*6  is  the  reduced  level 
of  the  instrument  axis  and 
1*6  and  11*0  the  final  staff 
readings. 

For  the  small  angles  to 
which   this   method   is    ap- 
plicable the  horizontal  dis- 
tance is  100x«xcos  B  approximately  where  ^^Sxthe  angle  whose  chord  is 
xiv=3x34'-23',  ».e. 

^=960xcos  1«.43'.9'=960  ft.  nearly. 
^  Engineering  News,  voL  Iziv.  No.  9. 
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This  method  is  of  course  only  suitable  for  very  small  angles,  and  for 
heights  of  more  than  three  intervals  a  correction  must  be  made  to  allow 
for  the  increase  in  the  stadia  intercept  as  the  slope  increases. 

Mr.  Meyer  ^  gives  as  an  approximate  rule :  '^  When  more  than  three 
intervals  are  read^  reduce  their  rod  equivalent  by  -1  per  cent  of  itself, 
for  each  interval  above  three." 

It  is  claimed  that  this  method  is  quicker  and  more  accurate  when 
the  inclination  is  small  than  the  usual  method  of  observing  the  vertical 
angles.    The  calculations  are  also  simplified. 

The  Subtense  Theodolite. — The  principle  of  this  type  of  instrument 
is  the  same  as  that  of  the  tacheometer  already  described,  except  that 
for  each  reading  the  cross-hairs  are  adjusted  by  means  of  finely  tlureaded 
micrometer  screws  to  intercept  some  constant  distant  8  on  the  staS. 

That  is  to  say,  for  horizontal  sights  the  formula 

% 

still  holds,  but  8  has  a  constant  value — ^usually  10  ft. — ^while  i  or  -.  is 

variable. 

The  distance  apart  of  the  webs  (i)  is  measured  in  terms  of  the  pitch 
ip)  of  the  micrometer  screws,  the  whole  number  of  turns  being  in- 
dicated on  a  scale  in  the  field  of  view,  while  the  decimal  parts  of  a 
revolution  are  indicated  on  the  two  micrometer  drums  which  are 
situated  one  above  and  one  below  the  eye-piece  of  the  telescope. 

An  expression  for  -.  in  terms  of  the  micrometer  scale  can  be  best 

determined  experimentally,  by  measuring  (f+d)  on  the  instrument 
itself,  chaining  out  distances  D^  and  Dg  ft.,  and  takinc  micrometer 
readings  m^  and  m^ioi  s=^  10  ft.  say.  That  is,  the  staff  has  two  fixed 
vanes,  e.g,  discs  marked  with  a  black  cross  on  a  white  ground,  spaced 
10  ft.  apart,  and  the  subtense  or  stadia  webs  are  manipulated  by  means 
of  the  micrometer  screws  until  this  distance  is  exactly  intercepted  by 
the  two  wires. 

The  reading  m  expresses  the  number  of  revolutions  and  parts  of  a 
revolution  of  the  screw  and  the  corresponding  movement  of  the  webs 
through  a  distance  of  m  multiplied  by  the  pitch,  i.e.  mp. 

Or  if  there  is  an  index  error  e,  then  i  =  (m^  -e)  p  in  the  first  case 
and  (m,  -e)  pin  the  second. 

Then  Di-(/+i)  =  _iii—,        .        .        .    (36) 

K  -  e)p 

and  J)^^{f+d)  =  y-^^,       .        .        .    (37) 

so  that  {Dj  -  (/+  (i)}(mi  -  e)  =  {D^  -  (/+  (i)}(m,  -  e), 

from  which  e  may  be  determined. 

^  Engineering  News,  voL  bdv.  No.  9. 
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Then  by  substitution  in  (36) 

/,jDi-(/^^}K-e),,  .        .    (38, 

j7  8 

where  c  is  the  coefficient  of  the  inBtrument  for  an  intercept  of  s  on  the 
staff. 

The  general  formula  then  becomes 

D=-?^  +  (/+d),  ....     (39) 
tn  —  e 

or  if  there  is  no  index  error, 

D  =  ^  +  (/+d) (40) 

The  values  of  c  and  e  should  be  constant  for  any  other  values  of 
D  unless  the  screw  is  cut  inaccurately,  and  with  a  screw  of  60  threads 
to  1  inch,  and  a  focal  length  of  12  inches,  c  has  a  value  of  about  7^. 
Inclined  sights  are  calculated  by  equations  (21)-(27),  exactly  as  in  the 
case  of  the  telemetric  telescope  before  described. 

The  micrometer  wires  are  often  capable  of  being  turned  into  a 
vertical  position,  so  that  the  graduated  staff  can  be  read  horizontally 
instead  of  vertically. 

In  this  case  the  micrometer  drums  are  brought  to  the  right  and 
left  sides  respectively  of  the  eye-piece,  and  the  modified  formulae  for 
inclined  sights  are  then 


A=  {^^* +  (/+(?)}  cos  fl,      .        .        .    (41) 


and  t;  =  |-  +  (/+d)|sin0,  .        .        .     (42) 

instead  of  the  formulae  given  in  equations  (21)-(27). 

When  the  staff  is  to  be  used  horizontally,  it  should  be  provided 
with  two  sights  to  enable  the  staffman  to  place  it  exactly  at  right 
angles  to  the  line  of  sight  from  the  telescope.  The  reduction  of  the 
readings  of  the  subtense  theodolite,  it  will  be  seen,  is  much  more 
laborious  than  for  the  usual  tacheometer,  as  the  reading  m  is  in  the 

denominator  of  the  fraction  — .    The  field  work  for  long  sights  is  how- 

fn  CO 

ever  probably  more  accurate,  as  it  is  much  easier  to  intersect  a  fixed 
mark  or  vane  with  a  movable  wire  than  it  is  to  read  the  staff  gradua- 
tions. Very  accurate  results  can  and  have  been  obtained  with  this  instru- 
ment, but  the  ordinary  type  is  much  to  be  preferred  for  general  work. 

Example, — ^The  constant  for  an  instrument  being  610,  the  value  of  (f-\-d)= 
1*5  ft.,  and  the  interoept  «=10  ft.  Calculate  the  distance  from  the  instrument 
to  the  staff  when  the  micrometer  readings  are  4*238  and  4*242. 

Here  w= 4238+  4*242= 8*480 

•••^=-8*480  ■^^'^==^^^^- 
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Tanirential  Method. — ^In  the  tangential  method  of  tacheometry, 
the  horizontal  and  vertical 
distances  from  the  instrument 
to  the  "staff"  station  are 
computed  from  the  observed 
vertical  angles  to  two  vanes 
fixed  at  a  constant  distance 
"  8 "  apart  upon  the  staff. 
Thus  if  C  (Rg.  179)  repre- 
sents the  axis  of  the  instru-    p^^  ^19. 

ment,   D   the   staff    station,  A  Tangential  Methcid  of  Tacheometry. 

and  B  the  two  vanes,  and  a 

and  P  the  two  angles  of  elevation  to  the  vanes  A  and  B  respectively, 

then  the  horizontal  distance 


Therefore  if 


or 


CE  =  EB  cot  ^=» EA  cot  a. 

EB  =  V  say, 

t;  cot  j8  =  (v  +  «)  cot  a, 

.-.  t;  (cot  P  -  cot  a)  =  8  cot  a, 

8  tan  fi 

v=  —         ^ — 


(43) 


and  from  (43) 


tan  a  -  tan  ^' 
CIE=A  =  t;cot^ 

8 


(44) 


tan  a -tan  j3 

When  a  is  an  angle  of  elevation  and  ^  an  angle  of  depression, 


(45) 


A» 


8 


and 


tan  a  +  tan  j3' 

A.       /)         8  tan  B 
tan  P  = ,  /     Q, 

tan  a  +  tan  p 


(46) 
(47) 


while  if  both  a  and  P  are  angles  of  depression, 


h  = 


8 


tan  j8  -  tan  a 


and 


,  ,       /J         8  tan  B 
t;  =  Atan^=. — ^     ,^ — . 

tan  p  -  tan  a 


(48) 
(49) 


Example, — ^The  vertical  angles  to  vanes  fixed  at  2  ft.  and  12  ft.  above  the  foot 
of  the  staff  held  vertically  at  a  station  D  were  2^-14'  and  5^-36'  respectively. 

Deduce  the  horizontal  distance,  and  the  reduced  level  of  D  if  the  height  of  the 
instrument  was  determined  from  observations  on  to  a  bench  mark  to  be  137 '14  ft. 
above  datum. 

By  substitution  in  formula  (45) 

tan  6^-36'- tan  2°-14' 
10 


» 169*3  ft 


while 


•09806 --03900 
r=*  tan  2^-14'=  6-60  ft 


252  SURVEYING 

The  reduced  level  of  D  jb  therefore 

13714+ 6-60 -200=  141-74  ft. 
Had  2^-14'  been  an  angle  of  depression, 

*=  •69806+03900^'^^  ^  "^^^^ 
and  v= 730  x  -03900=  28-47, 

80  that  the  reduced  level  of  D  would  have  been 

137-14 - 28-47 - 200=  106-67  ft ; 
while  if  both  angles  had  been  depression  (6^-36'  to  lower  vane), 

*"^806::^3~966"^^^'^  ^*" 
»= A  tan  6^-36'=  16-60  ft., 

and  the  reduced  level  of  D  would  have  been 

13714- 16-60-  2-00=  118-64  ft 

Accuracy. — The  degree  of  accuracy  which  is  obtainable  in  the 
measurement  of  linear  distances  by  tacheometiy  depends  not  only 
upon  the  length  of  sight  but  also  upon  the  power  of  the  telescope,  the 
type  of  stadia  rod,  the  type  of  diaphragm  webs,  etc.,  and  upon  the 
inclination  of  the  line  of  collimation.  If  an  ordinary  levelling  staS 
divided  into  -01  ft.  graduations  is  employed,  it  is  usual  to  re£^  any 
black  division  upon  which  the  hair-line  falls  as  even  and  any  white 
division  as  odd,  so  that  the  limiting  error  should  be  about  001  ft. 
for  each  web  reading.  But  as  any  error  from  0  to  this  limit 
is  equally  probable,  the  exponential  law  is  not  strictly  applicable, 
and  the  probable  error  would  be  equal  to  the  average  error  of 
± 0005  ft. 

The  value  of  the  intercept  might  be  taken  to  have  a  p.e.  of  ±  0005 

s/2  =  ± 0007  ft.  say,  which  corresponds  to  an  error  in  the  distance 
L  of  ±  0-70  ft.  For  very  short  sights,  when  the  graduations  are  very 
clearly  visible,  this  error  might  easily  be  halved  if  the  divisions  were 
estimated  to  -005  ft.     There  are  however  other  sources  of  error, 

e,g,  a  small  inaccuracy  in  the  value  .  or  in  the  additive  constant  (/+  a) ; 

a  small  displacement  of  the  staff  from  its  exact  vertical  position. 
Some  of  these  errors  would  be  cumulative  and  others  compensating. 
The  chief  source  of  error  mentioned  above  would  appear  to  be 
independent  of  the  length  of  sight,  provided  that  the  distance 
was  not  so  great  as  to  render  the  graduations  very  indistinct. 
Above  this  lunit  of  distance  the  error  would  probably  be  very 
erratic. 

Mr.  R.  E.  Middleton,^  M.Inst.C.E.,  found  by  experiment  that 
with  the  particular  instrument  he  employed,,  the  limit  of  distance  was 
about  800  ft.,  but  for  an  ordinary  theodolite  fitted  with  stadia  webs 
a  much  lower  limit,  e,g.  400  ft.,  would  be  expected. 

Some  of  the  results  he  obtained,  reading  the  three  hair-lines,  are 

1  Proe,  InM.  C.E.  voL  oxvi 
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given  below.    The  staff  was  graduated  to  -01  ft.,  and  provided  with  a 
small  spirit  level  to  ensure  verticality. 


Length  of  Line. 

or  to   >  100  to 
100  ft. .  200  ft. 

200  to 
400  ft. 

41 

400  to 
600  ft. 

600  to 
800  ft. 

800  to 
1000  ft. 

Above 
1000  ft. 

Total. 

Number  of  lines 

6 

13 

39 

31 

10 

1 

140 

Average    length 
per  Tine  in  roet 

55-94 

16301 

328-88 

498-96 

676-97 

912*49 

1136-19 

475-64 

Average       error 
per  line  .       .       0*20 

0-57 

0-72 

1-22 

1-51 

2-82 

207 

116 

If  the  values  of  the  average  enor  be  plotted  it  will  be  seen  that  they 
he  very  approximately  upon  a  straight  line  for  distances  up  to  800  ft., 
so  that,  contrary  to  expectations,  the  average  error  appears  to  vary 
directly  as  L,  according  to  the  equation  av.e.  =  ±  0-0024  L. 

Thus  in  a  stadia  traverse  of  N  sides  each  of  length  L  feet,  a  closing 
error — assuming  the  angular  dimensions  to  be  correct — ^might  be 

expected  of  00024  L . i^N,  though  if  the  usual  practice  is  adopted  of 
observing  one  backward   and   one  forward  reading  between   each 

station,  this  might  be  reduced  in  the  ratio  of  1 :  — ^  so  that  the  average 

v2  

error  due  to  errors  in  length  would  be  then  about  0-0017  L  v  N. 

Comparing  this  with  the  results  obtained  by  good  chainage  with  an 
av.e.  of  say  1  in  2000  (the  limiting  error  being  1  in  1000  say),  the 
accuracy  of  the  two  methods  would  be  about  eqiml  for  sights  of  400  ft., 
if  the  traverse  had  about  12  sides,  i.e. 

0-68  VN  =  0005 .  400 .  N. 

For  inclined  sights  additional  errors  would  be  introduced  owing  to 
small  errors  in  reading  the  vertical  angle,  and  in  the  holding  of  the 
staff. 

For  inclined  sights,  by  the  differentiation  of  equation  (22),  neglecting 
the  last  term,  since  (/+  d)  is  small  and  the  error  induced  in  it  negligible, 

A  =  «./cos20  +  (/+d)cosfl, 


(50) 


8*2=  -  «  .<  2 .  cos  0  sin  t  .dO, 
% 

^1*  =  -  2  tan  d  (W, 


(51) 


hh 


■■^-*My*M^mf. 


(62) 
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In  this  expression  the  value  of  —  depends  upon 

(1)  The  inaccuracy  in  reading — ^as  considered  for  level  sights  ; 

(2)  The  inaccuracy  in  holding  the  staff — vide  Table,  p.  243. 
Other  errors  which  enter  into  inclined  sights  havealso  beenmentioned 

in  the  previous  pages. 

Space  will  not  eJlow  of  a  further  examination  into  these  errors,  but 
the  student  will  be  able  to  compare  results  for  inclined  sights  by 
assuming  a  p.e.  in  the  vertical  angle  of  say  ±  10',  and  in  the  verticaUty 
of  the  staff  of  say  ±  30'  to  V. 

The  Subtense  instrument,  fitted  with  a  micrometer  eye-piece,  should 
give  rather  more  accurate  results  than  the  telemetiic  telescope  con- 
sidered above. 

The  Tangential  Method. — ^For  the  tangential  system,  the  error  may 
be  studied  as  follows : 

Let  Shi  ^  ^^^  error  in  length  due  to  an  error  Ss  in  the  distance 
apart  of  the  vanes. 
8^2  be  the  error  in  length  due  to  an  error  Sa  in  the  angle  a. 
8A3  be  the  error  in  length  due  to  an  error  8^  in  the  angle  p. 


Then  as  h 


8 


tan  a  ~  tan  j3' 


SA,=  ^L^^        or?^  =  ??.         ...    (53) 

tan  a  -  tan  p  h      8 

Ai        ^T  If .  sec' a .  8a         8A0  sec' a  8a  /^jv 

^     ^^"  "(tana-tan/3)«"'  X°  "t^lTrtii^jg     '    <^^ 

sec'  a.Sa.h  /cfK\ 

or .     .     (55) 

8 

Also    8A3  =  ,/'^"'f'^lo      or?-J»=-??^M_         .    (56) 
^    (tan  a  -  tan  j8)'  h     tan  a- tan  j8  ^    ' 

^^sec'^.8^.A  ^gyj 

8 

or,  if  ±S8±Ba  and  ±  8j3  are  probable  (or  average)  errors,  the  p.e.  (or 
av.e.)  in  h,  i.e. 

8A  =  ±  -  V(8«)2  +  (A  sec'  a  8a)'  +  (A  sec'  p  8j3p.      .    (58) 

8 

The  intercept  8  may  as  a  rule  be  considered  fairly  correct  except 
in  so  far  as  it  is  affected  by  the  inclination  of  the  staff  from  its  correct 
position,  BO  that,  assuming  the  resulting  error  ±  8A  is  chiefly  due  to  the 
errors  ±  8a  and  ±  8^,  ana  that  8a  =  8)3, 

8A-±^^sec*a.  +  sec*i3.  .        .    (59) 

Thus,  for  example,  if  A  =  400  ft.  a«  -i8  =  43',  and  «=10  ft.,  a 
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p.e.  in  distance  might  be  expected  of  -64  ft.,  when  Sa  =  8j3=  :i:6 
seconds  say,  i.e. 

(400)2 


8A» 


10 


.•000024x14146  =-54  ft. 


If  8a  =  ±  10  seconds  this  error  woidd  be  doubled,  i.e.  108  ft.  in  400. 

The  figures^  tabidated  below  are  due  to  experiments  by  Mr.  R.  E. 
Middleton,  a  single  FR  and  FL  observation  being  taken  on  a  6-inch 
theodolite  graduated  to  20'  for  each  point  (i.e.  the  angles  are  the  average 
of  4  readings).  The  conclusions  drawn  from  this  and  the  previous 
table  are  not  quite  the  same  as  those  deduced  by  Mr.  Middleton. 


Length  of  line. 

Oto      100  to 
100  ft. ,  200  ft. 

200  to 
400  ft. 

400  to 
600  ft. 

600  to 
800  ft. 

800  to 
1000  ft. 

10 

Above 
1000  ft. 

Total. 

Number  of  lines 

5 

12 

32 

28 

20 

13 

120 

Average    length 
of  Ime  in  feet 

55-^ 

164  23 

323-42 

498-36 

682*23 

902-60 

1388-42 

560-62 

Average      error 
per  Une  . 

0-16 

016 

0-84 

1-91 

313 

4-28 

1717 

3-43 

The  theoretical  expression  (equation  69)  indicates  that  the  resulting 
error  is  proportional  to  h?,  as  for  horizontal  sights  the  value  of 
(sec*  a  +  sec*  j8)  will  differ  only  very  slightly  from  2. 

This  result  is  roughly  confirmed  by  Mr.  R.  E.  Middleton's  experi- 
ments quoted  above,  as  may  be  seen  by  plotting  the  average  errors 
against  the  squares  of  the  lengths. 

An  approximate  formula  may  be  deduced  from  the  straight  line 
which  coincides  most  nearly  with  the  plotted  points,  i.e. 


av.  error  =  ± 000000785  h\ 


(60) 


where  h  is  the  length  of  sight  in  feet.  This  result  is  equivalent  to  an 
average  error  of  ^t  11-6  sees  in  a  and  j3. 

If  a  micrometer  theodolite  is  employed  the  value  of  the  coefficient 
of  h^  will  be  much  reduced. 

The  results  tabulated  do  not  show  that  there  is  a  limit,  above 
which  the  formula  is  unreHable,  as  the  last  point  {i.e.  A  =  1388-42)  falls 
moderately  close  to  the  mean  straight  line  of  the  graph. 

A  comparison  of  the  two  systems  shows  that  rather  more  accurate 
results  were  obtained  by  the  tangential  system  for  distances  up  to 
400  ft.,  but  that  above  this  distance  the  stadia  method  was  more 
reliable. 

The  following  results  are  taken  from  actual  stadia  surveys : 

(1)  On  the  U.S.  Lake  *  Survey,  where  the  limit  of  error  was  fixed 


*  Proc  InsL  C.E.  voL  csxvi 
*  Johnson,  Theory  and  Practice  of  Surveying. 
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at  1  in  300,  the  average  error  on  141  lines  was  found  to  be  1  in  650. 
The  average  length  of  sight  was  800  to  1000  ft. 

(2)  On  the  Mexican  Boundary  Survey,^  the  error  in  distance  upon 
a  number  of  lines  was  as  follows : 


Kumber  of  Lines. 

Lensth  in  MUM. 

Biror. 

12-3 

1  in  28600 

13-2 

1  „  766 

81 

1  „  600 

13-6 

1  „  700 

140 

1  „  3214 

611 

1  „  1116 

67K) 

1  „  2200 

Chain  measurements  over  parts  of  the  same  lines  gave  errors 
varying  from  0  to  1  in  827  from  the  triangulation  distances — ^the 
average  discrepancy  being  about  1  in  1440. 

(3)  In  a  Stadia  Traverse  with  a  30-inch  Bausch  and  Lomb  instru- 
ment, round  Mille  Lac  Lake,^  which  is  73*2  miles  in  circumference,  the 
closing  errors  were  144  ft.  Eastings,  and  106  ft.  Southing,  or  179  ft. 
total.    The  azimuths  were  checked  to  Polaris  every  10  miles  or  less. 

Tacheometric  Levelling. — Stadia  Method. — By  the  differentiation 
of  equation  (23a),  neglecting  the  last  term  as  the  error  induced  ia{/+d) 
must  be  inappreciable. 

_,/Bin2<? 
^-a  =  ^, (61) 

V         8 

^-2cot2fl,        ....     (62) 

V 

and  8v=  ±    / (— )"  +  (^  ^^  2fl)*»  •        •    (6^) 

where   :^St;,   ±88  and   ±Sd  are  the  probable  errors  in  t?,  8,  and  0 

respectively. 

For  horizontal  sights  0^0  and  v  =  0,  and  the  errors  are  the  same 

as  in  ordinary  levelling  operations,  p.  202. 

«\ 

For  inclined  sights  the  value  of  —  depends  upon 

(i.)  The  error  in  reading  the  axial  web  (p.e.  =  ±  005  say) ; 
(ii. )  The  error  introduced  if  the  staff  is  not  held  correctly  (vide  p.  239). 
Other  sources  of  error  due  to  approidmations,  etc.  have  also  been 
discussed  previously. 

Tangential  Method. — By  differentiating  equation  (44),  p.  251,  i.e. 

gtanj3. 
tan  a  -  tan  j8* 

^  Engineering  Neioa,  **  The  Stadia  and  Stadia  Surveying,*'  voL  Ixui  No.  17. 
s  Ibid.  *<The  Mille  Lac  Lake  Survey,"  vol.  Ixiii  No.  14 
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and  proceeding  as  in  the  above  examples  we  may  show  that 

^»  =  ^ (64) 

Svo  sec*  a .  8a  .^K. 

—  = ...  (oD) 


V  (tan  a  -  tan  )3) 

8^3  ^      tan  a  sec*  ^ .  8^ 

V  tan  ^ .  (tan  a  -  tan  j8) 


(66) 


Thus  if  ±  8«,  ±  8a,  ±  8j8  are  the  p.e.'s  in  s,  a,  and  ^  respectively, 
the  p.e.  in  v 


■  V(f)'Hf)'H^)*-  ■  ■  w 


An  example  is  given  (No.  6,  p.  273)  to  be  worked  by  the  student. 

In  traverse  surveying  it  is  usual  to  make  backward  and  forward 

observations  except  for  side  shots,  so  that  for  main  stations  the  p.e. 

8v 
would  be  i  —7^,  and  at  the  end  of  a  traverse  of  N  stations  the  result- 

8V  y 

ing  error  would  be  ±  -   /^  V  N  -  1. 

The  following  results  are  taken  from  actual  stadia  surveys  : 

1.  On  the  Mexican  Boundary  Survey,^  the  average  closing  error 
in  height  on  14  traverses  of  an  average  length  of  8-2  nules  was  0-17  ft. 

As  might  be  expected,  however,  the  error  was  considerably  greater 
when  the  average  vertical  angle  increased,  so  that  on  17  traverses 
of  41  miles  average  length  in  rough  country  the  closing  error  was 
'59  ft.  in  height. 

2.  On  the  St.  Louis  Topographical  Survey^  the  closing  error  in 
height  in  40  miles  of  traverse  was  0-64  ft.  At  20  miles  from  the  com- 
mencement the  error  was  nil ;  at  27  miles  it  was  double  the  final 
closing  error. 

3.  In  a  Survey  in  British  Guiana,*  the  maximum  closing  error 
in  stadia  levels  over  24  miles  of  traverse  was  ±  4  ft. 

In  this  case  the  height  of  the  instrument — a  4-in.  transit — was 
measured  at  every  station,  and  a  vertical  angle  to  the  nearest  minute 
observed  to  this  height  on  a  14-ft.  Sopwith  staff  repainted  in  link  units. 
For  sights  up  to  15^,  the  staff  was  held  vertically,  a  small  hand  level 
being  used  for  adjustment.  Above  15^,  duplicate  readings  were  taken 
(1)  with  the  staff  vertical,  (2)  with  the  staff  perpendicular  to  the  Une 
of  sight.  The  first  was  used  for  the  reduction  of  levels,  and  in  a  com- 
parison between  the  two  for  distances  preference  was  given  to  the  latter. 

4.  On  subsidiary  transit  and  stadia  traverses  for  topography  on 
the  Ohio  Kiver  Survey,*  an  allowance  of  0-4  ft.  per  mile  was  allowed 
in  levels,  but  the  actual  closure  was  much  less. 

I  ^  Johnson,  Theory  and  Practice  of  Surveying, 

«  Proc  Inst.  C,E. 
'  Engineering  News,  vol.  Ixxi.  No.  12. 

S 
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Eckhold'i  omnimotet  is  very  similar  to  a  theodolite  ia  constructioiL, 
aad  may  be  used  as  such,  but  the  addition  of  a  microscope  at  right 
angles  to  the  telescope,  as  shown  in  Elliott's  instrument  in  Fig.  180, 
enables  distances  and  elevations  to  be  deduced  from  observatioDB  upon 
a  staff,  as  explained  later. 

The  axis  of  the  microscope  intersects  exactly  the  horizontal  trans- 


Fio.  180.— The  Omnimeter. 

verse  axis  of  the  telescope,  so  that  vhen  the  line  of  collimation  of  the 
telescope  is  horizontal  the  microscope  tube  is  vertical,  and  any  move- 
ment of  rotation  of  the  telescope  in  a  vertical  plane  is  accompanied  by 
a  corresponding  movement  of  the  microscope. 

On  trie  upper  scale  plate  of  the  instrument,  and  between  the  supports, 
is  a  straight  finely  divided  horizontal  scale,  4  in.  in  length,  upon  which 
the  microscope  is  focuased. 

This  scale  is  fitted  in  a  slide  and  is  capable  of  movement  through 
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a  small  distance  in  either  direction  by  means  of  a  micrometer  screw 
having  50  threads  to  the  inch. 

In  the  old  form  of  onmimeter  the  microscope  and  telescope  were 
parallel,  and  the  graduated  scale  read  by  the  former  was  erected 
vertically  from  the  edge  of  the  main  scale  plate  of  the  instrument. 

The  horizontal  scale  is  divided  into  100  main  divisions — each  of 
which  is  further  subdivided  to  give  200  graduations  in  the  4-in.  length. 

One  turn  of  the  micrometer  screw  is  thus  equivalent  to  1  primary 
division  =  ^V  ^^ 

The  drum  of  the  micrometer  is  divided  into  100  parts,  each  of 
which  can  be  subdivided  into  fifths  by  means  of  a  small  vernier.  The 
length  of  4  in.  is  consequently  capable  of  subdivision  into  100,000  parts. 

If  the  instrument  is  in  accurate  adjustment,  the  cross-hairs  of  the 
microscope  should  intersect  the  centre  division  of  the  scale,  and  the 
micrometer  read  zero — i.e.  the  total  reading  should  be  50,000  when 
the  telescope  is  horizontal. 

The  transverse  axis  about  which  the  microscope  and  telescope 
rotate  should  be  exactly  6  in.  above  the 
scale — ^a  distance  which  corresponds  to 
150,000  scale  divisions. 

The  principle  of  the  instrument  may 
be  explained  oy  reference  to  Fig.  181. 

The  telescope  at  0  is  directed  to  a 
graduated  staff,  or  to  a  rod  provided 
with  vanes  6  and  c  at  a  definite  distance 
apart,  held  at  some  point  A,  the  position 
of  which  it  is  required  to  locate. 

Then  a  represents  the  position  at 
which  the  horizontal  line  of  coUimation 
would  cut  the  vertical  through  A,  and 

Oi  represents  the  point  at  which  the  microscope  cross-hairs  intersect 
the  horizontal  scale  (i.e.  %  should  be  at  the  50,000  reading),  Oa^ 
being  at  right  angles  to  Oa. 

If  the  telescope  be  now  tilted  so  that  the  cross- wires  intersect  the 
staff  at  some  definite  graduation  or  vane  6,  the  microscope  cross- wires 
will  intersect  the  graduated  scale  at  bi,  and  similarly  when  the  telescope 
is  directed  to  c  the  microscope  reading  is  at  c^,  where  O&i  and  Oc^  are 
perpendicular  to  06  and  Oc  respectively. 

Either  or  both  of  the  points  6  and  c  may  be  below  a,  when  the  vertical 
arc  would  register  an  angle  of  depression ;  and  in  such  a  case  the  corre- 
sponding readings  6^  or  c^  would  be  less  than  %. 

From  Fig.  181 

2?=2?i  and  ??  =  ^, 
ac     OiCi  be     biCi 

be     biei 


Fio.  181.         <4§5^ 
The  Principle  of  the  Omnimeter. 


or 
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or  if  D  is  the  horizontal  distance  Oa  from  the  instrument  to  the  staff 
in  feet,  and  s  is  the  intercept  in  feet  between  the  two  readings  or  vanes 
b,  c  on  the  staff, 

But  Oa^  =  150,000  micrometer  divisions  and  biCi  is  the  difference 
between  the  micrometer  readings  ri,  and  fe,  say,  when  6  and  c  are  re- 
spectively intersected  by  the  telescope,  i.e. 

j^^mm^    ....   (68) 

irrespective  of  whether  the  inclination  of  the  telescope  is  an  angle  of 
elevation  or  depression. 

Thus  if  the  reading  fc  =  61725  and  r^^  58862  and  «  =  10  ft., 

D  =1525^ii^  =  523-9  =  524  ft.  say. 
2863  ^ 

Formula  (68)  may  be  solved  by  the  application  of  reduction  tables, 
and  if  found  necessary  the  distance  apart  of  the  vanes  8  may  be  made 
slightly  more  or  less  than  10  ft.,  in  order  that  the  product  0%  x  s  may 
have  a  convenient  or  standard  value.  The  method  of  mdring  the 
observations  is  as  follows  : 

The  instrument  is  set  up  and  levelled  as  in  the  case  of  an  ordinary 
theodolite :  the  horizontal  scale  is  fixed  at  zero  and  the  telescope 
directed  along  the  meridian  or  towards  some  suitable  referring  object, 
by  rotation  about  the  outer  axis ;  the  lower  clamp  is  tightened  and 
exact  coincidence  obtained  with  the  lower  tangent  screw. 

The  upper  plates  are  then  undamped,  the  telescope  directed 
towards  A,  the  clamp  tightened,  and  exact  coincidence  obtained  with 
the  upper  fine  adjustment  tangent  screw. 

The  bearing  of  A  is  then  recorded,  and  the  cross-hairs  are  directed 
to  a  particular  reading  or  vane  6  (say),  making  use  of  the  vertical  circle 
clamp  and  tangent  screw  for  adjustment. 

On  looking  through  the  microscope,  the  4-in.  graduated  scale  is 
focussed,  and  if  the  cross-hairs  do  not  exactly  coincide  with  some 
graduation  mark,  the  whole  scale  is  moved  in  one  direction  or  the  other 
by  means  of  the  micrometer  screw  until  a  division  is  brought  under 
the  hair-line. 

The  movement  of  the  scale  is  recorded  on  the  drum  and  vernier  of 
the  micrometer. 

The  total  reading  is  therefore  that  on  the  scale  +  the  micrometer 
drum  reading  +  the  vernier  reading,  e.g.  r ^  in  the  above  example  »  58500 
on  the  primary  scale  +  360  on  the  drum  +  2  on  the  vernier. 

The  telescope  is  then  directed  to  the  second  vane,  c,  and  some 
division  on  the  scale  again  brought  into  coincidence  with  the  micro- 
scope cross -wires   by  means  of  the  micrometer  screw,    r^  above 
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thus  equals  61500  on  the  primary  scale  +  225  on  the  drum  +  0  on  the 
vernier. 

Altitudes  may  be  determined  with  an  omnimeter  if  the  **  zero  " 
reading  at  64  is  also  known  in  addition  to  bi  and  c^.  As  already 
mentioned,  if  the  instrument  is  in  perfect  adjustment  64=50000,  but 
generally  it  would  not  be  exactly  so.  The  difference  in  level  between 
the  axis  of  the  instrument  0  and  the  point  b  on  the  staff  =:  a&, 

and  06^0161^ 

be     biCi 

i.e.  a6  =  '-i^  =  *-;(^--H      .        .        .    (69) 

oiCi       (Tc  -  n) 

where  r^,  r^,  and  r^  are  the  microscope  readings  when  the  telescope  is 
horizontal,  and  when  b  and  c  are  intersected  respectively. 
Thus  in  the  above  example  if 

r„=:50025 

n  =  58862 

Tc  =  61725 

«  =  10ft. 

,     10x8837     „^^^ 
^ 2863 ^^'^^' 

If  the  lower  vane  6  is  2  00  ft.  above  the  foot  of  the  staff  and  the 
reduced  level  of  the  instrument  axis  =  86*60,  that  of  the  staff  station 
A  =  86-60 +  30-8 -20  =  115-4  ft. 

Adjustments. — The  telescope  is  adjusted  in  a  similar  manner  to 
that  of  the  theodolite  described  in  Chapter  TV. 

The  special  tests  that  may  be  applied  are  : 

(1)  To  determine  what  is  the  correct  value  of  the  "  zero  "  reading 
fa  when  the  line  of  collimation  of  the  telescope  is  horizontal. 

(2)  To  ascertain  whether  the  microscope  and  telescope  are  exactly 
at  right  angles  to  each  other. 

(3)  To  accurately  determine  the  height  0%  of  the  instrument  axis 
in  terms  of  the  scale  divisions. 

(1)  The  line  of  collimation  may  be  set  horizontal  by  the  use  of  two 
pegs  as  explained  in  adjustment  5  (p.  95),  and  the  microscope  reading 
obtained  directly,  the  mean  of  several  observations  being  adopted. 
If  the  theodolite  adjustments  have  been  carried  out,  the  line  of  collima- 
tion may  be  assumed  to  be  horizontal  when  the  long  sensitive  bubble 
is  in  the  centre  of  its  run. 

(2)  The  instrument  is  set  up  and  readings  taken  on  three  equi- 
distant points  6,  c,  d  (Fig.  181),  all  above  or  all  below  the  level  of  the 
axis,  on  a  staff  held  a  short  distance  away. 

The  microscope  readings  r^,  fc,  ra  at  ftj,  c^,  d^  on  the  scale  should  give 
equal  intercepts  if  the  microscope  is  exactly  perpendicular  to  the  line 
of  collimation  of  the  telescope. 
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If  (fd  -  fc)  %  {fe  -  f 6),  the  microscope  makes  an  angle  ^  a  right  angle 
with  the  object-glass  end  of  the  telescope,  and  the  cross-hairs  of  the 
microscope  require  to  be  moved  by  means  of  the  adjusting  screws. 

(3)  To  determine  the  value  of  0%  two  readings  are  taken  on  a  staff 
held  at  a  measured  distance  of  D  ft.  away. 

Then  from  equation  (68) 

from  which  if  D,  8,  r «,  and  f ^  are  known,  Oo^  can  be  calculated  in  terms 
of  the  scale  graduations.  The  mean  of  a  number  of  observations 
should  be  adopted. 

Accuracy. — The  omnimeter  may  be  compared  with  the  tangential 
method  of  tacheometry  as  the  readings  r ^  and  r^  virtually  measure  the 
tangents  of  the  two  angles  of  elevation  {vide  p.  251).  The  same  type 
of  result  may  therefore  be  expected,  i.e.  the  error  will  vary  as  the 
square  of  the  length  of  sight. 

The  chief  source  of  error  will  not  be  in  reading  the  scale,  but  in 
the  bisection  of  the  vanes  upon  the  staff,  consequently  the  p.e.  of  the 
results  will  be  rather  better  than  those  mentioned  on  p.  255,  say  a 
p.e.  of  ± OOOOOOID^ to  ± 0000002D*. 

Other  sources  of  error  are  imperfections  of  the  graduations,  play 
in  the  draw-tube,  inclination  of  the  staff,  etc. 


Range-Finding 

There  are  several  distinct  methods  by  which  the  distance  from  an 
observer  to  a  distant  object  may  be  determined.  Each  method 
depends  upon  the  solution  of  a  triangle  having  its  altitude  equal  to 
the  desired  distance.  This  is  sometimes  solved  directly,  and  sometimes 
by  comparison  with  a  similar  triangle. 

(1)  In  the  ordinary  tacheometer  (p.  227)  the  triangle  to  be  solved 
has  its  apex  at  a  distance /in  front  of  the  object-glass  (Fig.  169),  or 
/+  d  in  front  of  the  instrument  station,  and  the  angle  at  this  point  has 

a  constant  value  =  2  tan"^^. 

The  base  (s)  of  the  triangle  is  at  the  distant  object  and  is  the 
variable  quantity  which  is  to  be  measured,  and  from  which  the 
range  is  deduced. 

(2)  In  the  subtense  method  of  tacheometry  (p.  249)  the  base  of 
the  triangle,  which  has  a  constant  value  8,  is  at  the  distant  object, 
while  the  angle  at  the  apex  of  the  triangle,  at  a  distance  /  in  front  of 

the  instrument  station,  is  the  variable,  and  has  the  value  2  tan~^^> 

where  i  is  now  the  variable  and  the  quantity  to  be  measured. 

(3)  In  the  tangential  method  of  tacheometry  (p.  251)  the  base  of 
the  triangle  is  at  the  distant  object,  and  has  a  constant  value  s,  while 


RANGE-FINDING  263 

the  apex  of  the  triangle  is  at  the  instrument  station,  and  the  angle 
there  is  measured  directly  upon  the  vertical  circle  of  the  instrument. 

(4)  With  the  omnimeter  the  conditions  are  similar  to  those  in 
the  tangential  method  of  tacheometry,  but  the  value  of  the  apical 
angle  of  the  triangle  to  be  solved  is  determined  from  the  reading 
on  the  horizontal  scale.  As  in  methods  (1)  and  (2),  however,  the 
actual  value  of  the  angle  is  not  deduced,  but  the  triangle  is  solved  by 
a  comparison  witli  the  properties  of  a  similar  triangle. 

The  above-mentioned  instruments  are  not  usually  included  in  the 
term  range-finders,  though  they  can  be  used  to  determine  ranges. 
Most  range-finders  proper  belong  to  one  or  other  of  the  groups  (5)  or 
(6)  mentioned  below. 

(6)  With  many  of  these  instruments  the  object  whose  range  is 
required  is  situated  at  the  apex  of  the  triangle  to  be  solved,  and  a 
base  of  known  length,  «,  is  measured  at  the  observer's  position  ;  while 
the  two  base  angles  (one  of  which  may  be  a  right  angle)  are  measured 
by  the  range-finding  instrument  or  instruments  employed.  The 
instruments  are  usually  graduated  to  give  the  range  directly  for  a 
standard  base.  The  telemeter  and  the  mekometer  are  instruments 
of  this  class,  and  so  too  are  the  more  elaborate  military  range-finders 
used  to  determine  the  altitude  of  hostile  aircraft  from  the  extremities 
of  long  base  lines. 

(6)  In  other  instruments  of  the  single  observer  type,  such  as  in 
the  Barr  and  Stroud  range-finders,  the  base  of  the  triangle  to  be 
solved  is  contained  in  the  instrument  itself,  and  its  length  accurately 
determined  by  the  instrument  makers. 

One  of  the  base  angles  is  a  right  angle,  and  the  amount  that  the 
other  base  angle  differs  from  a  right  angle  is  measured  by  the  observer. 
As  the  three  angles  of  a  triangle  are  equal  to  two  right  angles,  this 
measurement  gives  the  value  of  the  angle  subtended  at  the  vertex  of 
the  triangle  {i.e.  at  the  observed  object)  by  the  instrument  base.  This 
angle  is  known  as  the  parallax  of  the  object.  The  magnitude  of  this 
angle  cannot,  of  course,  be  measured  directly,  as  could  be  done  in  the 
case  of  a  long  base  line.  Different  instrument  makers  employ  different 
devices  for  determining  its  value  indirectly,  or  for  determining  the 
value  of  some  other  dimension  which  is  proportional  to  it.  In  some 
instruments  the  stereoscopic  principle  is  adopted,  in  others  rotary  end 
reflectors  with  a  multiplying  gear  as  in  the  Zeiss  range-finder ;  in 
others  a  travelling  prism  as  described  below  in  the  description  of  the 
Barr  and  Stroud  instruments. 

The  telemeter  as  made  by  Messrs.  Steward  is  shown  in  Fig.  182. 
It  is  about  4^  in.  long  and  1^  in.  in  diameter,  and  consists  of  a  metal  tube 
which  encloses  two  mirrors  corresponding  to  the  index  and  horizon 
glasses  of  a  sextant. 

At  one  end  of  the  tube  is  a  small  telescope,  while  at  the  opposite 
end  is  a  graduated  collar  connected  to  the  index  mirror  by  means  of  a 
metal  arm.  The  index  mirror  can  be  moved  in  azimuth  by  the  rota- 
tion of  this  ring,  and  the  horizon  glass  can  also  be  turned  through  a  few 
degrees  by  means  of  the  small  toothed  wheel  on  the  front  of  the  instru- 
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meat.     The  front  of  the  tube  is  provided  with  a  sliding  shutter  to  keep 
out  dust,  etc. 

The  principle  of  the  instrument  depends  upon  the  same  law  that 
waa  stated  on  p.  7]  for  the  sextant,  viz.  that  if  a  ray  is  successively 


FiQ.  182.— Telemeter. 

reflected  from  the  surfaces  of  two  plane  mirrors,  the  angle  between  the 
initial  and  final  directions  of  the  ray  is  twice  the  an^e  between  the 
mirrors. 

By  the  application  of  this  principle,  distances  may  be  deduced  as 
follows :  Let  0  be  an  object,  the  range  of  which  from  A  b  required 
{Kg,  183).  The  zero  of  the  scale  on  the  graduated  collar  is  made  to 
coincide  with  the  fixed  index  mark  on  the  body  of  the  tube,  and  the 
arrow  upon  the  small  toothed  wheel  is  brought  into  coincidence  with 
the  arrow  mark  upon  the  small  fixed  stop  on  the  front  of  the  instru- 
ment ;  if  the  instrument  is  in  adjustment,  the  mirrors  now  include  an 
angle  of  45°.  The  observer  stations  himself  at  A,  points  the  telescope 
in  a  direction  AM  approximately  at  right  angles  to  AO,  and  turns  until 
he  sees  the  image  of  0  in  the  lower  part  of  the  horizon  glass  after 
reflection  from  the  index  mirror,  the  ray 
passing  through  the  rectangular  opening 
in  the  side  of  the  tube  (Fig.  182). 

Above  this  image  0^,  say,  through  the 

front  of   the   tube,  he   obtains  by   direct 

vision  a  view  of  the  landscape,  and  notes 

■■;■,  any  well-defined  natural   object  M  which 

'v-,         coincides  with  0,.     If  no  such  object  is 

'■\        available,   a   ranging  rod  or   other   object 

''\  '    may  be  ranged  into  the  desired  position. 

b  The  observer  then  moves  to  a  second 

■*/■  station  B,  which  is  in  line  with  MA,  and  at 

Fia.  183.  a  distance  of  20  units  {e.g.  yards)  from  A. 

For  accurate  work  this  distance  AB  should 

be  accurately  taped,  but   for  approximate   ranges   pacing  may  be 

auflicientiy  precise. 

At  B  he  directs  the  telescope  to  M  and  rotates  the  graduated 
collar — thus  moving  the  index  mirror — until  the  imf^e  of  0  again 
coincides  with  M.  Aa  with  the  sextant,  the  angle  between  the  mirrors 
is  now  ^  Z.  OBA,  but  instead  of  this  angle  being  indicated  on  the  scale, 
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the  graduations,  though  determined  experimentally  for  each  range  of 
an  instrument,  are  proportional  to  the  tangents  of  ^OBA,  with 
reference  to  a  base  AB  of  20  units,  i,e.  the  distance  AO  is  indicated 
directly  on  the  scale. 

Thus  when  ^  OBA  =  a  degrees,  the  mirrors  include  an  angle  of  ^  and 

the  graduation  opposite  the  fixed  mark  on  the  tube  is  20  tan  a.  The 
maximum  reading  on  the  scale  is  1000  for  a  base  of  20  units,  so  that  for 
greater  distances  the  length  AB  must  be  increased.  Evidently  the 
maximum  range  is  50  x  length  of  base,  so  that  if  AB  »  50  yds.,  ranges 
up  to  50  X  50  =  2500  yds.  may  be  observed,  etc. 

If  the  object  0  cannot  be  seen  from  the  end  of  a  20-unit  base,  the 
length  may  be  extended  or  diminished  and  the  scale  reading  altered 
in  the  same  ratio,  e,g.  if  0  is  not  visible  from  a  point  20  yds.  from  A 
but  may  be  seen  from  a  point  25  yds.  from  A,  then  if  the  reading  is 

680,  the  range  AO  is  — ^ —  =  850  yds.  There  are  several  modifica- 
tions of  the  above  method  that  may  be  adopted  in  practice. 

If  there  is  no  natural  distinctive  object  exactly  at  right  angles  to 
OA,  but  a  convenient  point  M^  is  found  to  be  nearly  in  such  a  position, 
the  small  wheel  in  the  front  of  the  instrument  may  be  rotated  until  the 
image  of  0  is  made  to  coincide  with  M^.  The  effect  of  this  movement 
is  to  rotate  the  horizon  glass,  and,  consequently,  to  alter  the  angle 
included  between  the  two  mirrors,  without  altering  the  reading  on  the 
scale,  which  only  records  movements  of  the  index  glass. 

Thus  when  the  observation  is  made  from  B^,  which  is  in  the  line 
M^A  and  at  a  distance  of  20  units  from  A,  the  reading  recorded  is  20 
tan  ^  OBjAi,  where  B^A^  is  parallel  to  BA,  because  the  portion  /I  A^B^A 
of  the  angle  between  the  rays  OB^,  AB,  which  is  equal  to  Z.  M^AM,  has 
been  taken  up  by  the  horizon  glass  and  is  not  recorded. 

But  as  AB  =  ABi  and  Z.  B^AB  is  very  small,  i.e.  not  more  than  a 
few  degrees,  the  displacement  of  B^  from  the  line  BO  is  very  small. 

Consequently,  ^  OB^A^  is  very  nearly  equal  to  /I  OBA,  and  the 
recorded  reading  is  a  close  approximation  to  AO,  i.e,  20  tan  OBA. 

An  alternative  method  of  obtaining 
a  range  is  by  sighting  from  A  directly 
towards  the  object  0,  and  by  reflection 
finding  or  setting  out  the  point  M  at 
right  angles  to  AO  (Fig.  184). 

The  base  AB,  in  the  line  MA  pro- 
duced, is  then  measured  or  paced  ac- 
cording   to    the    degree    of    accuracy    b^ lA, 


Mi 


required,   0    is   sighted  from   B,   and       £ ^ 

the  graduated  wheel  rotated  until  the         '  ^iq.  184. 

points  A  or  M  are  seen  by  reflection  to 

coincide  with  0.    The  range  is  indicated  by  the  reading  as  before. 

If  desired,  the  range  may  be  determined  by  setting  out  M  at  right 
angles  to  AO  from  A,  viewing  0  by  reflection  as  already  explained, 
then  fixing  the  scale  at  the  1000  reading  and  finding  by  trial  a  point 
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B  on  MA  produced,  at  which  the  image  of  0  coincides  with  M.  The 
distance  AO  is  then  50  x  AB. 

Or  if  the  point  0  is  sighted  directly  from  A,  then  at  B  the  image 
of  M  is  made  to  coincide  with  0  as  seen  by  direct  vision,  and  AO  = 
50  AB  as  before. 

Adjnstment  of  the  Telemeter. — A  point  M  is  accurately  set  out  by 
any  of  the  usual  methods  (e.g.  box  sextant,  theodolite,  etc.),  so  that 
AM  is  at  right  angles  to  AO. 

The  zero  of  the  graduated  collar  is  brought  into  coincidence  with  the 
fixed  mark  on  the  tube,  and  the  arrow  mark  on  the  collar  of  the  small 
toothed  wheel  is  made  to  coincide  with  the  fixed  arrow  on  the  front  of 
the  instrument. 

The  operator  then  stands  directly  over  A,  steadies  the  instrument 
against  a  ranging  rod  if  he  wishes,  and  directs  the  telescope  to  0, 
when  the  image  of  M  should  coincide  with  0  on  the  horizon  glass. 
If  not,  the  instrument  requires  to  be  adjusted. 

To  complete  the  adjustment,  if  it  is  found  necessary,  the  small 
toothed  wheel  is  rotated  until  coincidence  is  obtained  between  M  and  0, 
when  the  mirrors  shoidd  be  inclined  at  45"^,  the  scale  still  reading  zero. 
The  arrow  mark  on  the  collar  of  the  toothed  wheel  is  thus  moved 
relatively  to  the  fixed  arrow,  and  it  is  required  to  bring  it  back  into 
coincidence  without  altering  the  relative  positions  of  the  mirrors. 
Consequently,  the  toothed  wheel  itself  must  not  be  disturbed,  but 
by  loosening  a  small  set  screw,  the  collar  upon  which  is  engraved  the 
arrow  mark  may  be  rotated  relatively  to  the  wheel  untU  the  two 
arrows  again  coincide ;  the  set  screw  is  then  tightened  and  the  collar 
secured  in  position. 

The  operation  should  be  repeated  until  the  adjustment  is  perfect. 

The  accuracy  of  the  results  obtained  depends  very  largely  upon  the 
care  with  which  the  length  of  the  base  is  determined. 

It  is  claimed  that  with  care  results  giving  a  p.e.  of  ^t  1  in  100 
can  be  obtained. 

The  mekometer  is  the  military  range-finder  adopted  by  the  British 
Government.  It  consists  of  two  instruments  connected  by  a  silk- 
covered  hemp-base  cord  25  (or  50)  yds.  in  length. 

The  left-hand  instrument  has  two  fixed  mirrors  inclined  at  45^ 
like  those  of  an  optical  square,  while  the  right-hand  instrument  has 
one  mirror  fixed  and  the  other  capable  of  rotation  as  in  a  box  sextant. 

The  left-hand  operator  sights  to  the  point  A  whose  range  is  required 
and  moves  into  such  a  position  that  the  reflected  image  of  the  right- 
hand  instrument  coincides  with  the  direct  image  of  A,  i.e.  he  arranges 
that  the  angle  ALB  is  90^,  where  L  and  R  are  the  positions  of  the 
left-  and  right-hand  operators  respectively. 

Now  from  the  other  end  of  the  measured  base  the  right-hand  man 
sights  directly  to  the  same  object  A,  and  rotates  the  movable  index 
mirror  by  means  of  a  graduated  drum  untU  he  brings  the  reflection 
of  a  white  strip  on  the  left-hand  instrument  into  coincidence  with  A. 
That  is,  he  measures  the  angle  ARL  as  with  a  sextant,  but  instead  of 
reading  the  result  in  degrees  the  graduations  on  the  drum  are  so 
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arranged  that  the  resdii^  are  proportional  to  the  tangente  of  the 
angles  subtended  at  R,  and  for  a  constant  length  of  base  of  2fi  units 
the  range  from  L  to  A  is  indicated. 

With  the  ^eral  service  instrument  it  is  specified  that  the  mean 
of  six  detenmnations  shall  give  a  maximum  error  of  1  per  cent  at 
1000  yds.,  and  5  per  cent  at  5000  yds.,  with  a  25  yds,  base. 

A  full  description  of  this  instrument,  with  details  of  the  construc- 
tion, is  given  in  the  official  HanHbook  of  the  Mek&meter. 

The  B&rr  and  Stroud  Bange-flnders  are  of  various  base  lengths, 
varying  from  66  cm.  to  10  m.  66  cm.,  and  are  largely  used  for  naval 
and  military  purposes. 

Fig.  185  gives  two  views  of  one  of  the  smaller  instnunents  of  80  cm. 


Fia.  186. — ^Two  ViewB  of  a  Barr  and  Strond  Rknge- finder. 

{31-5  in.)  or  1  metre  (39-4  in.)  base,  while  Fig.  186  gives  a  diagrammatic 
sketch  showing  the  general  arrangement  of  the  internal  parts.  The 
instrument  consists  essentially  of  two  telescopes  provided  with  object- 
glasses  Oi  and  0„  and  having  a  common  eye-piece  Ej,  the  magnification 
in  this  case  being  14  diameters.  Those  rays  of  light  from  the  observed 
object,  which  enter  the  left-hand  window  Wj  are  successively  reflected 
from  two  opposite  faces  of  the  silvered  pentagonal  prism  R^.  The 
two  reflecting  surfaces  are  inclined  to  one  another  at  an  angle  of  45°, 
as  in  the  optical  square,  so  that  the  prism  deflects  the  rays  through  a 
constant  angle  of  90°.  After  being  deflected  at  right  angles  to  their 
original  course,  the  rays  pass  through  the  object-glass  Oj,  and  are  then 
diverted  by  the  combination  of  prisms  CP  through  the  eye-piece  Ej  to 
the  eye.  The  rays  which  pass  through  the  window  Wj  are  similarly 
reflected  by  the  pentagonal  prism  R,,  pass  through  the  object-glass 
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O2,  and  are  reflected  by  the  prisms  CP  through  the  eye-piece  E^  to  the 
eye.  In  addition  to  the  rays  being  deflected  through  90**  horizontally 
by  the  prisms  CP,  they  are  turned  upwards  through  about  60**.  The 
observer  thus  views  the  images  by  looking  downwards  at  this  angle 
through  the  eye-piece,  and  this  is  a  much  more  convenient  and  comfort- 
able arrangement  than  viewing  them  horizontally,  as  in  most  other 
instruments.  The  prisms  also  separate  the  images  obtained  through 
the  left-  and  right-hand  windows.  The  arrangement  as  seen  through 
the  eye-piece  may  show  the  field  of  view  divided  by  a  sharply  defined 
horizontal  line,  when  the  lower  portion  would  be  the  object  as  seen 
through  the  left-hand  window,  and  the  upper  portion  would  be  that 
seen  tiirough  the  right-hand  window. 

Often  the  lower  image  is  erect  and  the  upper  one  erect  as  in  the 
field  of  view  of  an  ordinary  or  a  box  sextant. 

Sometimes,  however,  the  upper  image  is  inverted  and  the  lower 
erect,  and  occasionally  the  opposite  is  the  case. 

Another  arrangement  which  is  sometimes  adopted  is  to  divide  the 
field  of  view  into  three  portions  by  two  sharply  defined  horizontal 
lines  near  the  middle.    The  upper  and  lower  portions  show  views 


Fio.  186. — Diagram  of  a  Barr  and  Stroad  Range-finder 
(from  Tht  Modem  Range-finder^  by  F.  J.  CheBhire — by  permission). 

from  the  left  window,  while  the  image  on  the  central  band  is  that 
through  the  right-hand  window.  The  two  outer  images  are  erect, 
while  the  central  strip  may  show  either  an  erect  or  an  inverted  image. 

**  Coincidence  "  is  obtained  by  bringing  well-defined  points  of  the 
one  image  into  exact  coincidence  with  the  corresponding  points  on 
the  opposite  image — exactly  as  with  the  box  sextant  and  other  instru- 
ments. 

In  order  that  the  two  images  may  be  made  to  coincide  in  this  way — 
whatever  be  the  distance  of  the  observed  object  from  the  instrument — 
a  movable  prism  P^  is  interposed  in  the  path  of  the  rays  from  Rg. 

The  angular  amount  of  deflection  produced  by  this  prism  V^  is 
constant  whatever  its  position,  and,  consequently,  the  linear  displace- 
ment of  the  picture  at  the  focal  plane  will  increase  or  diminish  as 
the  distance  of  P^  from  that  plane  is  increased  or  diminished  re- 
spectively. 

The  displacement  due  to  P^  counterbalances  the  displacement  due 
to  the  fact  that  the  rays  through  Wg  are  not  parallel  to  those  through 
Wx  when  the  range  is  a  measurable  amount. 

The  movement  of  P^  necessary  to  obtain  coincidence  of  the  images 
is  therefore  a  measure  of  the  range,  and  the  magnitude  of  this  move- 
ment is  indicated  by  the  scale  S  attached  to  P^. 
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The  scale  which  appears  vertical  is  viewed  through  the  left-hand 
eye-piece  Eg,  and  is  illuminated  through  the  window  W,  opposite  which 
is  a  fixed  pointer  to  mark  the  reading. 

The  movement  is  regulated  by  means  of  a  mUled-head  near  the 
right-hand  handle,  shown  in  the  figure. 

The  astigmatisers  A^  and  A2  are  negative  cylindrical  lenses  with 
horizontal  axes,  which  may  be  moved  into  the  path  of  the  rays  when 
required  by  means  of  a  lever  near  the  left-hand  handle.  The  effect  is 
to  convert  the  image  of  a  point,  such  as  a  star,  into  a  thin  vertical 
line,  and  so  permit  of  coincidence  being  more  easily  and  accurately 
obtained. 

AdUustments. — There  are  two  adjustments  which  may  be  necessary 
with  this  instrument :  (1)  the  Halving  Adjustment,  and  (2)  the  Coinci- 
dence or  Zero  Adjustment. 

The  adjusting  heads  for  correcting  each  of  these  are  situated  at  the 
left  hand  of  the  instrument  and  are  protected  by  a  movable  cover 
ring. 

(1)  The  Halving  Adjustment  is  to  enable  the  observer  to  move 
one  of  the  images  up  or  down  by  a  small  amount  so  as,  in  the  case  of 
both  images  being  erect,  to  secure  that  the  picture  shall  form  a  complete 
whole  without  duplication  or  deficiency. 

This  adjustment  is  not  necessary  when  ranging  on  a  line  whose 
image  is  perpendicular  to  the  line  of  separation  in  the  field  of  view. 

If ,  however,  the  image  forms  an  angle  with  this  line,  accurate  halv- 
ing is  essential.  In  the  case  when  one  of  the  fields  is  erect  and  the 
other  inverted,  the  adjustment  \s  effected  by  seeing  that  the  two 
images  of  a  point  of  the  target  are  equidistant  from  the  separating 
line,  and  this  is  most  readily  attaint  by  moving  the  instrument 
slowly  in  altitude  and  altering  the  adjustment  until  the  images  of 
the  point  reach  the  separating  line  simultaneously. 

(2)  The  Coincidence  Adjustment  is  to  ensure  that  when  exact 
coincidence  is  obtained  the  correct  range  of  the  object  is  indicated  on 
the  scale. 

The  accuracy  of  the  adjustment  can  be  tested  by  several  methods, 
such  as  :  (a)  the  observation  of  a  very  far  distant  object  {e.g.  the  moon 
or  a  star),  when  an  infinity  reading  should  be  obtained ;  or  (6)  the 
observation  of  a  well-defined  object  at  a  measured  distance  away, 
when  the  reading  on  the  scale  should  agree  with  the  range  determined 
by  direct  meaiSurement ;  or  (c)  observations  on  a  pair  of  marks,  300  to 
500  yds.  distant,  the  distance  between  the  marks  being  exactly  equal 
to  the  base  of  the  range-finder. 

The  necessary  corrections  are  made  with  the  adjusting  heads 
already  mentioned. 

Accuracy. — ^Let  D  be  the  correct  range  of  an  object,  when  the 
length  of  the  instrument  base  is  8,  and  the  angle  of  parallax  is  a. 

Then  «  =  D  tan  a  =  Da  nearly, 
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and  8a  =  -=-^.8D, 

or  ±  8D  =  +  —  .  8a, 

8 

where  8D  is  the  error  in  distance  caused  by  an  error  of  8a  in  obtaining 
coincidence  of  the  images. 

Thus  if  the  eye,  unaided,  can  distinguish  differences  of  8a'  in  angle, 
then  with  a  telescope  of  magnification  m  it  can  distinguish  differences 
of  Sa'/m. 

Substituting  this  expression  for  8a  in  the  above  equation  and 
omitting  the  signs, 

8     m 

i.e.  the  uncertainty  in  the  range  is  proportional  to  the  range  squared, 

since  —  and  s  are  constants, 
m 

The  value  of  8a'  is  normally  weU  under  12  seconds  or  -000058 
radians,  so  that,  assuming  this  value,  with  the  Barr  and  Stroud  instru- 
ment described  above,  when  «  =  39-4  in.  or  1-1  yds., 

8D  =  ?-^  .  '^^  =  .0000037D*. 
l-l        14 

Thus  if  D  =  1000  yds.,  8D  =  3-7  yds.  about. 

The  makers  state  that  under  favourable  conditions  the  uncertainty 
of  an  observation  with  this  instrument  at  1000  yds.  is  4  yds.,  and 
this  includes  errors  in  reading  the  scale,  etc. 

For  a  range  of  2000  yds.  8D  will  be  four  times  the  amount  for  1000 
yds.,  i.e.  nearly  15  yds. — as  the  uncertainty  varies  as  D^. 

The  probable  error  would  be  about  half  these  values,  though  much 
depends  upon  the  conditions  obtaining  and  the  skill  of  the  observer. 
The  p.e.  may  be  much  reduced  by  taking  the  mean  of  several  inde- 
pendent readings,  and  still  further  reduced  if  two  readings  are  taken 
for  each  observation ;  one  when  the  images  are  apparently  just  not 
in  coincidence  on  the  one  side,  and  the  second  when  the  images  are 
apparently  just  not  in  coincidence  on  the  opposite  side.  A  mean  of 
these  two  values  is  found  by  experience  to  be  usually  more  accurate 
than  the  single  direct  reading  as  generally  taken. 


EXAMPLES 

1.  (U.  of  L.)  How  may  the  ordinary  telescope  of  a  theodolite  be  arranged 
to  give  distances  by  observing  readings  on  a  staff  7 

In  a  telescope  the  solar  focal  length  of  the  object-glass  is  12  in.  and  the  vertical 
axis  of  the  theodolite  is  midway  between  the  object-glass  and  the  solar  focus. 
When  the  staff  is  at  a  distance  of  301-5  ft.  from  the  axis  of  the  theodolite,  the 
intercepted  height  on  the  staff  was  found  to  be  3  ft.      What  is  the  distance 
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between  the  pair  of  webs  on  the  diaphragm  7    If,  in  a  second  case,  the  inter- 
cepted reading  was  4-03  ft.,  what  is  the  distance  of  the  staff  from  the  theodolite  7 

2.  To  determine  the  values  of  the  constants  for  a  taoheometer,  the  following 
readings  were  observed : 

Distance  Chained.  Seadings. 

60  216,  2-65 

100  2-24,  3-23 

200  2-45,  4-43 

300  304,  601 

What  would  you  say  were  the  values  of  the  constants  7 

3.  The  following  readings  are  abstracted  from  the  field  book  of  an  actual 
survey.  Find  the  distance  of  each  of  the  points  1,  4,  9,  .  .  .  from  D  and  the 
reduced  levels  of  each.    The  staff  was  held  vertically,  and  the  reduced  level  of 

A=  146-20  ft.    -(=100,    /+d=l. 


Instru- 

ment 

SUtion. 

1 

Staff 
Station. 

Height 
of  Instru- 
ment. 

Azimuth. 

Stadia 
Readings. 

Axial 
Readings. 

Vertical 
Angle. 

Reduced 
Level. 

A 

B 

6'-00 

179°-69' 

7-06  V 
3-36/ 

6-20 

-  10M7' 

B 

A 

1 

4'-54 

3eo*'.oo' 

9-27  \ 
6-56  / 

7-40 

+ 10**-47' 

B 

C 

»t 

46-.4' 

6-80  V 
4-00/ 

4-90 

+  10"-32' 

C 

B 

4-3 

226*»-4' 

9-77  \ 
800/ 

8*88 

-8**-59' 

C 

D 

»» 

327^32' 

3-88^ 
200/ 

2*94 

-2"-15' 

D 

C 

3'-35 

I47*»-32' 

4-88  \ 
300/ 

3*94 

+  2°-2' 

1 

t» 

211«-9' 

6-66  \ 
600/ 

5-32 

- 17^-9' 

4 

»f 

256^-28' 

3-19\ 
200/ 

2-59 

-  6*»-2' 

9 

»• 

82«-6' 

8-70  \ 
700/ 

7*85 

+  20**-18' 

4.  What  error  would  be  introduced  in  the  determination  of  the  altitude  of 
station  9  above  that  of  the  instrument  axis  at  D  if  the  staff  were  held  V  from  its 
true  vertical  position  7 

What  woidd  you  say  would  be  the  p.e.  in  the  reduced  level  of  D  if  the  reduced 
level  of  A  is  assumed  correct  7 

6.  (U.  of  L.)  A  tacheometrical  survey  is  made  by  running  a  traverse 
A,  B,  C,  D,  E  along  one  side  of  a  valley  and  occupying  the  points  A,  B,  C,  D,  and  E 
as  theodolite  stations  from  which  to  observe  on  to  12  other  stations,  a,  b,  c,  d, 
^j  ft  9f  K  K  h  m>  s^d  n,  on  the  opposite  side  of  the  valley.  The  observations 
are  taJcen  by  reading  the  angles  of  altitudes  or  depression  of  the  upper  and  lower 
vanes  of  a  10  ft.  vane  staff  (or  target  rod)  held  successively  at  stations  a,  6,  c,  d, 
.  .  ,  mfTi,  The  directions  of  the  sights  are  fixed  by  azimuthal  bearings  with  the 
line  AB,  which  is  assumed  as  the  meridian  or  zero  direction. 
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Table  I.  gives  partioulars  of  the  traverse  from  A  to  E,  whioh  fixes  the  relative 
positions  of  the  theodolite  stations. 

Table  II.  gives  the  booked  observations  taken  at  stations  A,  B,  C,  D,  and  E 
on  the  staff  when  held  at  a,  b,  c,  d,  .  .  .  m,  n. 

The  lower  vane  of  the  staff  is  2  ft.  above  the  ground,  and  the  upper  vane  12  ft. 
above  the  ground. 

(a)  Calculate  the  horizontal  distances  from  the  stations  A,  B,  C,  D,  and  £ 
to  the  corresponding  staff  positions  a,  b,  c,  d,  .  ,  .  m,  n. 

(6)  Calculate  the  reduced  levels  of  the  stations  a,  b,  c,  d,  etc.,  at  whioh  the  staff 
was  held. 

(c)  Plot  to  a  scale  of  100  ft.  to  an  inch  the  positions  of  all  the  stations  in  plan. 

{d)  Draw  to  a  horizontal  scale  of  100  ft.  to  one  inch,  and  a  vertical  scale  of 
10  ft.  to  one  inch,  a  longitudinal  section  of  the  route  through  a,  6,  c,  i,  .  .  . 
h,  I,  m,  n,  working  to  a  datum  of  250  ft. 

(e)  What  is  the  average  gradient  between  the  staff  stations  a  and  n  7 

Note, — ^The  observations  are  taken  by  what  is  commonly  known  as  the 
tangential  method." 

Table  I 
Theodolite  Traverse  A  to  E. 


« 


Line. 

Length  in  Feet. 

Whole  Circle 

bearing  with 

Meridian  AB. 

Reduced  Level 
in  Feet  of 

AB 
BC 

CD 
D£ 

356 
314 

405 
329 

0*^-0' 
17*'-40' 

348^-30' 
326°-20' 

A =280-4 
B= 278-8 
C= 282-0 
D= 286-7 
£=292-3 

Table  n 
Field  Book  Observations  at  Theodolite  Stations  A,  B,  C,  D,  E. 


Theo- 

doUte 

Station. 

10  ft. 

Staff 

at 

Upper  Vane. 

Lower  Vane. 

Whole  Circle 
bearing  with 
Meridian  AB. 

Height 

of  Instni- 

ment. 

Elevation. 

Depression. 

Elevation. 

Depression. 

Ft. 

A 

a 
b 

2*»-48' 
1^-24' 

4°-3' 
2^-31' 

270^-0' 
288*»-30' 

4-9 

B 

c 
d 

e 

0**-28' 
1«».42' 

r-3' 

0^-31' 

2«.21' 
0**-60' 

268*»-20' 
277^-50' 
297°-30' 

6-0 

C 

f 
9 
h 

3*»-3' 
3'*-23' 

0^-37' 
l*»-62' 

268^-40' 

286^-3' 

300*'-0' 

4-8 

D 

k 

I 

4°.32' 
4*^-36' 

3*^-8' 

259*»-30' 
274'*-0' 

4-9 

E 

m 
n 

5°-26' 
6^^7' 

3^-28' 
4°.64' 

229**-40' 
251^-40' 
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6.  What  would  be  the  p.e.  in  the  position  of  (a)  in  question  (5)  if  the  angles 
are  liable  to  a  p.e.  of  +  20  in.  and  the  height  of  the  instrument  axis  to  a  p.e.  of 
±  0-05  ft.  T 

7.  If  the  constant  for  a  subtense  theodolite  is  595,  the  intercept  on  the  staff 
10  ft.,  and  the  value  of  (f-{-d)  is  1*5  ft.,  what  is  the  distance  from  the  instrument 
to  the  staff  if  the  sum  of  the  micrometer  readioffs  is  9*256  (a)  when  the  telescope 
is  horizontal,  (6)  when  inclined  at  3^-30'  to  the  horizontal  7 

8.  (U.  of  L.)  A  tacheometer  has  a  diaphragm  with  three  cross-hairs  spaced 
at  distances  apart  of  ^  in.  The  focal  length  of  the  object-glass  is  9  in.  and 
the  distance  from  the  object-glass  to  the  trunnion  axis  is  4f  in.  A  staff  is 
held  vertically  at  a  point  the  level  of  which  is  80  ft.  AD.  The  telescope  is 
inclined  at  9°  to  the  horizontal  and  the  readings  taken  on  the  staff  are  6*65  ft., 
6*14  ft.,  and  3*63  ft. 

Find  the  distance  of  the  point  from  the  telescope  and  the  level  at  the  telescope. 
The  height  of  the  trunnion  axis  of  the  telescope  is  4  ft.  6  in. 


Chapter  IX 

PLANE  TABLE  SURVEYING 

The  plane  table  consists  of  a  flat  board,  varying  in  size  from  16  in.  x 
12  in.  to  30  in.  x  24  in.,  fixed  to  the  head  of  a  light  tripod  by  a  wing 
nut  or  other  suitable  means.    The  head  of  the  tripod  is  sometimes — but 
not  always — provided  with  a  light  metal  frame  carrying  three  milled- 
headed  screws  for  the  purpose  of  levelling  the  table. 
The  other  accessories  may  include  : 

(1)  A  brass,  gun-metal,  or  box- wood  straight-edge  or  alidade, 
fitted  with  two  hair-line  sights  similar  to  those  of  a  dial,  described  on 
p.  77.  These  hair-lines  are  so  placed  as  to  lie  directly  over  or  parallel 
to  the  "  fiducial  "  or  working  edge  of  the  rule,  and  this  edge  may  with 
advantage  be  graduated  to  serve  as  a  scale  with  which  to  plot  any 
tacheometric  or  other  distances  that  are  directly  observed  in'  the 
field. 

(2)  A  trough  compass  similar  to  that  of  a  theodolite,  generally 
detached,  though  sometimes  a  circular  box  compass,  is  let  into  the  table 
near  one  edge  as  a  permanent  fixture. 

(3)  A  small  spirit  level — generally  though  not  always  detached 
from  the  table. 

(4)  A  plimib-bob. 

(6)  A  3  frame  which  may  be  used  for  large-scale  plans  to  ensure 
that  the  instrument  is  correctly  centered.  It  is  placed  horizontally 
round  the  edge  of  the  table  so  that  the  extremity  of  the  one  leg  coin- 
cides with  the  point  on  the  paper,  while  exactly  below  it,  from  the 
extremity  of  the  other  leg,  is  suspended  the  plumb-bob,  which  should 
coincide  with  the  corresponding  point  on  the  ground. 

(6)  Rollers  on  the  underside  of  the  frame  which  enable  a  continuous 
sheet  of  paper  to  be  employed,  in  lieu  of  a  mmiber  of  separate  sheets. 

(7)  A  telescope,  sometimes  fixed  to  the  "  sight  rule  "  in  lieu  of  the 
hair-Une  sights,  and  preferably  fitted  with  a  stadia  diaphragm. 

It  is  sometimes  permanently  fixed  in  a  horizontal  position  parallel 
to  the  "  straight-edge,"  but  on  the  more  elaborate  and  better-class 
instruments  {vide  Fig.  187  by  Stanley)  it  is  capable  of  motion  in  a 
vertical  plane,  and  provided  with  a  graduated  vertical  circle  read  by 
means  of  verniers  as  in  a  transit  theodolite. 

As  in  the  case  of  this  latter  instrument,  the  bubble  tube  or  tubes 
attached  to  the  rule,  the  horizontal  axis  of  rotation  of  the  telescope, 
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and  the  line  of  coUimation  must  be  truly  adjusted,  though  the  same 
degree  of  accuracy  is  not  acquired  here. 

The  index  error — ^if  any — must  also  be  obeerved,  unless  adjusting 
BCiews  are  provided. 

The  drawing  paper  is  attached  to  the  board  either  by  means  of 
drawing  pins  or  special  clips  ;  or  it  is  stretched  tightly  through  slits 
in  the  table  from  one  roller  to  the  other ;  or  it  is  secured  along  all  the 
four  edges  if  the  outer  portion  of  the  frame  is  rebated  to  fit  over  the 
central  panel,  and  held  m  place  and  tightened  by  cross  battens  fitting 
into  slots  on  the  underside. 

As  the  work  is  actually  drawn  upon  the  paper  in  the  field,  the  plane 
table  is  obvioosly  not  suitable  for  a  damp  or  rainy  climate,  and  for 
this  reason  it  has  not  been  greatly  used  in  this  country.    On  the 


Via.  187.— Plane  Tftble  with  Acceasories. 

Continent,  however,  and  in  the  Tropics  it  has  been  very  extensively 
used  both  for  topographical  maps  and  for  the  filling  in  of  detail  on 
larger  scale  or  cadastral  maps  ;  the  chief  points  of  which  have  previously 
been  located  by  triangulation. 

Plane  table  surveying  is  particularly  suitable  for  the  preparation 
of  small-scale  maps — though  its  use  is  by  no  means  confined  to  these. 
It  has  the  advantages  over  other  surveying  methods : 

(1)  That  the  plan  is  not  prepared  by  one  person — who  has  possibly 
never  seen  the  tract  of  land — from  the  field  notes  of  another  Surveyor, 
but  is  drawn  by  the  outdoor  Surveyor  himself  while  the  country  is 
before  his  eyes :  after  which  it  may  or  may  not  be  reduced  for  the 
published  plans. 

(2)  He  can  therefore  see  at  a  glance  that  the  plan  truly  represents 
the  tract  of  country  surveyed  and  that  none  of  the  essential  data 
has  been  overlooked. 
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(3)  He  can  sketch  on  the  plan,  with  a  8u£ficient  degree  of  accuracy, 
a  great  deal  of  detail  that  in  any  other  method  would  entail  a  very 
considerable  amount  of  labour  and  expense ;  and,  as  may  be  seen  later, 
there  are  generally  frequent  opportunities  for  checking  the  accuracy 
of  the  plotted  positions  of  important  or  governing  points. 

(4)  Direct  measurements  may — unless  it  is  more  convenient  to 
supplement  the  work  with  them — ^be  almost  entirely  dispensed  with, 
as  the  linear  and  angular  dimensions  are  both  to  be  obtained  by 
graphical  means. 

Method  of  Procedure. — The  following  is  the  usual  method  of  pro- 
cedure adopted  for  a  small  survey  with  an  ordinary  instrument. 

A  base  line  AB  (Fig.  188)  is  measured  with  a  chain  or  tape  upon  a 
suitable  piece  of  ground  and  its  length  ascertained.  The  table  is 
then  set  up  and  levelled  over  one  extremity  A  of  the  line,  and  a  point 
a  chosen  on  the  paper  to  represent  A.  From  a  a  line  ab  is  drawn  on 
the  plan  to  represent  AB  to  scale :  the  magnitude  of  the  scale  and 

the  direction  of  ab 
fl^N^  *  on  the  paper  being 

/       v^  ,''   :       ®^  chosen  that  the 

finished  drawing  of 

the  tract  of  ground 

,,-''  to  be  surveyed  shall 

\y'''  occupy  the  desired 

,.-  '    'x  position  and  area  on 

the  sheet  available. 
Theoretically  the 
point  a  should  be 
immediately  above 
the  corresponding 
station- point  A,  and 
for  large-scale  maps 
this  is  arranged  by 


Firtt  fhsttion 


^. Second  PoaUo^ 


Fig.  18&— Principle  of  Plane  Tabling. 


means  of  the  D  frame  and  plumb-bob  previously  mentioned ;  but 
for  small-scale  maps  it  is  su£ficiently  accurate  to  set  up  the  table  with 
its  centre  approximately  over  A,  as  any  error  introduced  by  not 
accurately  centering  a  over  A  is  negligible  ;  as  is  also  any  error  due  to 
the  line  of  collimation  of  the  telescope  or  the  alidade  sights  not  being 
precisely  over  the  edge  of  the  alidade,  but  parallel  to  it. 

The  alidade  is  laid  along  the  line  ah ;  the  wing  nut,  which  fixes 
the  table  proper  to  the  frame  carrying  the  levelling  screws  and  attached 
to  the  tripod  head,  is  loosened  ;  and  the  table  rotated  until  the  telescope 
or  the  haii^line  sights  are  directed  towards  B,  when  the  instrument  is 
said  to  be  oriented.  The  wing  nut  is  then  clamped  and  the  trough 
compass  laid  upon  the  paper,  and  turned  until  the  needle  point  coin- 
cides with  the  central  division  of  the  scale,  when,  unless  there  is  local 
attraction,  the  direction  of  the  magnetic  meridian  may  be  drawn  on 
the  paper  along  the  edge  of  the  trough. 

Or,  as  an  alternative,  the  line  representing  the  magnetic  meridian 
may  first  of  all  be  drawn  on  the  paper — either  parallel  to  one  of  the 
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sides,  or  inclined  to  one  of  the  sides,  which  then  represents  the  true 
meridian  at  an  angle  equal  to  the  magnetic  declination  of  the  place. 
Thus  if  the  trough  compass  is  so  placed  that  its  edge  lies  along  this 
line,  the  table  may  be  rotated  until  the  point  of  the  needle  coincides 
with  the  zero  of  its  scale,  when  the  table  is  oriented.  Then  the 
position  of  the  point  a  having  been  chosen,  the  line  of  sight  of  the 
rule  is  directed  towards  B,  while  at  the  same  time  the  fiducial  edge 
passes  through  a,  a  ray  is  drawn  from  a  towards  B,  and  a  length  ab 
marked  off  to  represent  AB  to  the  desired  scale. 

When  the  points  a  and  b  have  been  plotted,  and  the  instrument 
has  been  set  up  over  the  station  A  and  correctly  oriented,  rays  are 
drawn  through  a  towards  any  features  which  it  is  desired  to  locate, 
the  directions  being  ascertained  by  placing  the  working  edge  of  the 
alidade  over  a  and  turning  about  this  pomt  until  the  line  of  sight 
intersects  the  specified  objects.  Two  such  rays  dD  and  aC  are  shown 
in  Fig.  188,  though  on  an  actual  plan  it  is  not  necessary  to  draw  any- 
thing but  small  portions  of  such  rays  (say  about  1  in.  in  length), 
near  the  positions  in  which  it  is  judged  the  plotted  point  will  fall 
on  the  plan.  These  rays  should  be  drawn  in  lishtly  with  a  fine- 
pointed  pencil,  and  when  there  is  any  risk  of  ^nfLon  a  pencil 
note  may  be  made  on  the  paper  to  indicate  to  which  station  each 
line  refers. 

The  instrument  is  then  carried  and  set  up  at  the  next  station  B  : 
the  rule  is  laid  along  the  line  ha,  the  wing  nut  loosened,  and  the  table 
rotated  until  the  line  of  sight  is  directed  to  A.  The  wing  nut  is  again 
clamped,  so  that  the  table  is  then  fixed  in  the  same  position  relative 
to  the  meridian  that  it  occupied  at  A,  i.e.  it  is  oriented.  Theoretically 
the  point  b  should  now  be  exactly  over  the  station-point  B,  but  unless 
the  scale  is  large  this  refinement  is  unnecessary. 

If  some  other  point,  e.g.  E,  in  addition  to  A  and  B,  has  been  previously 
plotted  upon  the  paper  at  6,  then  a  check  may  be  made  upon  the 
orientation  of  the  table  at  B  by  ascertaining  that  the  ray  be  produced 
intersects  E. 

From  b  rays  are  now  drawn  towards  the  same  points  to  which  rays 
were  drawn  from  a,  as  in  Fig.  188  ;  and  the  intersections  of  the  corre- 
sponding rays  fix  the  plotted  positions  cd  .  .  .  oi  the  observed 
stations  CD.  .  .  . 

It  will  readily  be  seen  from  the  figure  that  adb  is  a  similar  triangle 
to  ADB,  and  therefore  that  the  distances  AD  and  BD  are  represented 
by  ad  and  bd  to  the  same  scale  that  ab  represents  AB,  so  that  d,  and 
similarly  other  points,  c  .  .  .  etc.,  are  located  in  their  true  positions 
on  the  plan. 

Using  these  plotted  points  as  guides,  any  minor  details  which  it 
is  desired  to  delineate  may  now  be  sketched  with  a  considerable  degree 
of  accuracy  upon  the  plan. 

To  extend  the  plan,  when  the  whole  field  of  view  cannot  con- 
veniently be  obtained  from  the  two  stations  A  and  B,  the  instrument 
is  set  up  and  levelled  at  another  station  such  as  D.  This  point  may  be 
one  of  the  positions  plotted  by  '*  resection"  from  A  and  B,  a  trigono- 
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metrical  or  traverse  station,  or  a  point  found  by  the  tliree-point  or  two- 
point  problems  explained  later. 

To  orient  the  table  the  compass  as  a  rule  need  not  be  referred  to, 
but  may  be  used  if  desired  as  a  first  approximation.  The  alidade  is 
laid  on  the  paper  with  its  edge  along  the  line  da,  and  the  wing  nut  being 
loosened,  the  table  is  rotated  until  da  is  directed  to  A.  The  wing 
nut  is  then  clamped,  and  the  orientation  should  be  complete,  but  it  is 
advisable  to  check,  by  noting  that  other  rays  such  as  dby  dc,  etc.  inter- 
sect their  corresponding  stations  B,  G.  .  .  . 

Rays  are  then  drawn  from  d  as  before,  to  intersect  rays  from  other 
stations  at  which  the  instrument  has  been  or  may  be  set  up. 

If  a  plane  table  is  being  employed  for  the  filling  in  of  the  details 
of  a  large  trigonometrical  or  traverse  survey,  the  work  probably 
extends  over  a  large  number  of  sheets,  on  each  of  which  a  number  of 
points  such  as  a  and  b  are  plotted  by  co-ordinates.  The  plane-table 
work  then  connects  and  is  controlled  by  these  points,  so  that  errors 
which  might  accumulate  over  long  distances  are  eliminated. 

In  such  a  case  the  instrument  may  be  set  up  and  levelled  over 
one  of  these  pribiary  points,  and  oriented  by  resection  on  to  a  second  ; 
or  if  more  convenient,  the  instrument  may  be  set  up  at  any  suitable 
commanding  position,  say  0,  and  located  from  the  primary  points 
by  means  of  the  three-point  problem  method  described  below. 

The  ordinary  process  of  location  by  resection  may  with  great 
advantage  be  supplemented  by  stadia  measurements  li  the  rule  is 
fitted  with  a  tacheometric  telescope.  A  very  much  larger  number 
of  points  may  be  obtained  from  each  instrument  station,  without 
confusion  of  the  drawing,  by  sighting  to  a  staff  held  in  various  positions 
by  the  staff  man,  who  may  often  be  mounted.  The  stations  thus 
located  are  plotted  by  scaling  the  observed  distances  along  the 
directions  on  the  paper  indicated  by  the  alidade  edge  {i.e.  by 
the  method  of  polar  co-ordinates) :  and  additional  checks  are 
provided  for  the  more  important  stations  to  which  intersecting 
rays  are  taken. 

The  Three -Point  Problem. — The  "three-point  problem"  consists 
in  the  location  on  the  plan  of  the  position  of  the  observer,  by  means  of 
observations  to  three  well-defined  points,  the  positions  of  which  are 
already  delineated  upon  the  drawing. 

Thus  let  A,  B,  C  be  three  station-points  on  the  ground,  represented 
by  three  points  a,  6,  c  on  the  plan,  and  let  o  be  the  position  of  the 
instrument  in  the  field  :  the  problem  is  then  to  locate  on  the  plan  the 
point  o,  which  shall  represent  0,  by  means  of  observations  from  0 
to  A,  B,  and  C. 

In  Chapter  XII.  are  given  a  number  of  solutions  to  the  general 
problem,  and  below  are  a  few  methods  as  applied  to  plane  table  survey- 
ing. 

(1)  Triangle  of  Error  Method. — This  solution  is  probably  that  which 
is  most  frequently  used. 

The  table  is  oriented  as  correctly  as  possible  with  the  trough  or 
other  compass  (or  if  this  is  not  available — by  general  observation) 
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and  the  wing  nut  clamped  to  fix  the  table.  The  straight  edge  is  then 
laid  on  the  paper  so  as  to  intersect  a,  the  line  of  sight  directed  to  A, 
and  a  faint  ray  drawn  near  the  position  at  which  o  is  judged  to  be 
situated.  Similarly  two  other  rays  are  drawn,  one  through  6  in  the 
direction  &B  and  one  through  c  in  the  direction  cG.  If  the  table  is 
correctly  oriented  these  rays  should  be  concurrent — ^the  point  of 
intersection  being  the  re- 
quired point  o. 

This  may  be  proved  by 
reference  to  any  of  the  Pigs. 
189-196,  in  which  ABCO  re- 
present the  stations  on  the 
ground ;  abco  the  corre- 
sponding points  upon  the 
plan  when  the  table  is  cor- 
rectly oriented ;  a'b'c'  the 
positions  when  not  correctly 
oriented;  o^  the  intersection 
of  Aa'  and  B6' ;  Og  ^^^  ^' 
tersection  of  Aa'  and  Cc' ; 
03  that  of  B6'  and  Cc' ;  and 
O1O2O3  the  triangle  of  error. 

Suppose  that  the  table  is 
correctly  oriented  at  a'6'c', 
and  that  a  triangle  of  error 
results. 

Then  as  the  plan  is  assumed  to  be  correctly  drawn  to  scale,  by 
similar  triangles 

AB     Bot  _    .BC_  Bo, 

^   6V" 


Fio.  189.— The  Three-Point  Problem.    (Case  1.) 


Therefore  as 


a'6'     6'0i 

AB^BC 

a'6'     6'c' 


"  b'o' 


or 


.    Boi  ^  B^ 
b'Oi    b'o^ 

B6'  +  b\    m  +  Vo^ 
6'oj  b'o^ 


which  is  impossible  unless  b'o^  =  b'o^  and  o^  and  O3  coincide. 

Similarly  O2  coincides  with  o^  and  03  when  the  table  is  oriented. 
The  converse  of  this  proposition  is,  however,  not  necessarily  true,  i.e. 
under  certain  conditions  the  three  points  may  coincide  when  the 
table  is  not  oriented,  i.e.  Aa',  B6',  Cc'  may  possibly  be  concurrent  for  any 
position  of  the  table  over  the  station-point  0. 

Thus  let  the  points  abc  (Fig.  190)  be  in  any  position  a'b'c\  and 
let  the  three  rays  Aa',  B6',  Cc'  be  then  concurrent  at  the  point 
o'  say. 

Then  as  A,  B,  and  C  are  at  a  considerable  distance  from  the  table 
the  angles  Ao'B  and  Bo'C  are  practically  equal  to  the  angles  AOB, 
BOC  respectively,  i.e.  equal  to  the  angles  ao6  and  boc^  where  cico  refer  to 
the  correctly  oriented  position  of  the  table. 
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But  as  the  rays  Ao',  Bo',  Co'  pass  through  clVd  respectively, 

/.  Zl  Ao'B  =  Z. a'dV  =  Z. ao6  and  Z. Bo'C  =  ^ 6'oV ^L.hoc. 

Again  a!V  =  ah  and  h'd  =  be. 

Therefore  in  order  to  satisfy  the  conditions  o'  and  o  must  both  lie 
on  the  circumference  of  the  circle  through  abc  on  the  paper. 

Thus  when  ABCO  are  concvclic  the  solution  is  indeterminate  as 
whether  the  table  be  correctly  oriented  or  not,  the  three  rays  will 
be  concurrent,  and  the  locus  of  the  point  of  intersection  a  circle  through 
a,  6,  and  c. 

When  the  table  has  been  set  up  and  levelled,  and  it  is  found  that 
rays  drawn  from  ABC  are  not  concurrent  but  form  a  triangle  of  error 
o^o^y  the  table  is  evidently  not  correctly  oriented :   i.e.  Imes  on  the 

paper  are  not  parallel  to 
the  corresponding  lines 
on  the  ground.  Conse- 
quently it  is  necessary  to 
rotate  the  table  slightly 
to  a  new  position,  the 
direction  of  rotation  being 
indicated  by  the  following 
rules :  or  a  trial  adjust- 
ment may  be  made. 

Newrays  are  then  drawn 
from  ABC,  with  the  pro- 
duction of  a  new  triangle  of 
error.  This  would  usually 
be  so  small  that  o  could 
be  located ;  or  it  may  be 
necessary  to  again  rotate 
the  table  slightly  and  make 
a  third  trial. 

The  following  cases  may 
be  considered ' 

(1)  When  0  faUs  within  the  triangle  ABC ; 

(2)  When  0  falls  without  the  triangle  ABC  and  upon  the  circum- 

ference of  the  circumscribing  circle  ; 

(3)  When  0  falls  without  the  triangle  ABC  and  within  the  circum- 

scribing circle  ; 

(4)  When  0  falls  without  the  triangle  ABC, 
and  (a)  when  ABC  are  in  one  Ime, 

(6)  when  B  is  on  the  same  side  of  AC  as  0, 
(c)  when  B  is  on  the  side  of  AC  remote  from  0. 
Case  1. — When  the  point  0  is  within  the  triangle  ABC  as  in  Kg.  189 
it  will  be  seen  that  by  rotating  the  table  in  one  direction,  i.e.  in  the  same 
direction  as  the  intersection  (Og)  of  the  rays  Aa',  Cc',  with  reference  to 
the  central  ray  6'B — each  ray  moves  onwards  and  tends  to  lessen  the 
triangle  of  error,  until  eventually  o^,  Oj,  and  03  coincide  at  a  point  0 


O.QtO.'O' 


Fig.  190.— The  Thiee-Point  Problem.    (Case  2.) 
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inside  the  original  triangle  of  error.  That  is,  when  0  falJs  within 
the  triangle  ABC,  the  correct  point  o  is  always  within  the  triangle 
of  error. 

Case  2. — As  already  explained  is  indeterminate  (Fig.  190). 

Cases  3,  4  a,  and  46 
(Figs.  191,  192,  and  193).— 
In  each  of  these  cases  it  will 
be  seen  that  if  the  table  is 
rotated  in  one  direction,  i.e. 
away  from  o^,  then  the 
movement  of  the  two  rays 
Aa'  and  Co'  is  such  as  to 
tend  to  diminish  the  triangle 
of  error,  while  the  move- 
ment of  the  third  ray  B6' 
tends  to  increase  it,  the 
resultant  effect  being  to 
diminish  the  triangle  O1O2O2, 
imtil  eventually  the  three 
points  coincide  in  o  when 
the  table  is  correctly  ori- 
ented. Movement  in  the  op- 
posite direction,  i.e.  towards    Fio.  191.  —The  Three-Point  Problem.    (Case  3.) 

O2,  enlarges  the  triangle  of 

error  and  throws  the  table  still  further  from  its  true  position. 

This  may  be  stated  as  a  rule  that  in  Cases  3, 4a,  and  46,  in  order  to 

correctly  orient  the  table,  it  should  be  turned  away  from  that  side  of 

the   central  ray  6'B 

^ ^    (or  O1O3)  upon  which 

O2  falls.  In  Case  4c 
the  resultant  effect  of 
the  movement  of  6'B 
is  greater  than  the 
combined  eifects  of 
the  movements  of  Aa' 
and  Cc',  consequently 
the  table  should  be 
turned  towards  the 
side  of  the  central  ray 
upon  which  o^  falls. 

The  four  cases,  3, 
4a,  4b,  4c,  may  be 
combined  under  one 
rule  which  states  that 
if  the  most  distant 

point  be  sighted,  the   table   should  be   turned   towards  the   side 

upon  which  the  intersection  of  the  other  two  rays  falls. 

E.g.  in  Fig.  191,  Case  3,  A  being  the  most  distant  point,  the  table 
is  turned  towards  03. 


Fia.  192.— The  Three-Point 
Problem.     (Case  4a.) 
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Fig.  192,  Case  4a,  A  being  the  most  distant  point,  the  table  is 
turned  towards  O3. 

193,  Case  46,  G  being  the  most  distant  point,  the  table  is 
turned  towards  o^. 

194,  Case  4o,  B  being  the  most  distant  point,  the  table  is 
turned  towards  Og- 

It  may  be  noticed  that  (when  0  lies  outside  the  triangle  ABC)  as 
o  lies  at  the  intersection  of  the  three  rays  Aa,  B6,  Cc  from  A,  B,  and  C, 
and  that  at  least  one  of  the  rays  Aa',  B6',  Cc'  moves  outwards  from  the 


Fig.  193.— The  Three-Point  Problem. 
(Case  46.) 


Fio.  194.— The  Three-Point  Problem. 
(Case  4c) 


position  of  the  triangle  o^o^^  as  the  table  is  rotated,  the  point  0  must 
lie  outside  the  triangle  of  error,  i.e.  when  0  is  inside  the  triangle  ABC, 
0  is  inside  the  triangle  o^Og^s)  ^^^  when  0  is  outside  the  triangle  ABC, 
0  is  out<side  the  triangle  o^o^o^, 

(2)  Tracing-Paper  Method. — The  table  is  set  up  and  oriented  as 
nearly  as  possible  with  the  eye,  or  by  means  of  a  compass,  and  a  piece 
of  tracing  paper  is  laid  over  the  plan. 

A  point  o'  is  chosen  on  the  tracing  paper  over  a  position  on  the 
plan  which  is  judged  to  be  approidmately  that  of  0,  and  rays  are 
drawn  from  o*  towards  AB  and  C.  The  tracing  paper  is  then  moved 
over  the  plan  imtil  the  rays  pass  through  the  three  points  a,  6,  and  c 
respectively,  when  the  point  o'  mav  be  pricked  through  on  to  the  plan, 
thus  determining  the  point  0. 
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Fio.  195.— Bessel's  Method. 


The  alidade  is  then  laid  along  the  line  oa,  and  the  instrument 

turned  if  necessary  until  oa  is  directed  towards  A,  when  the  table 

should  be  oriented. 

As  a  check  the  rays  Bb  and   A 

Cc  should  now  intersect  at  o. 

If    not,    a   small   triangle   of 

error  will  result,  and  this  may 

be    corrected    as    already   ex- 
plained, or  the  correct  position 

of  o  judged  in  relationship  to  it. 
(3)  Bessel's    Method    (Figs. 

195   and    196)   may   be   used 

either  when  the  meridian  is  not 

marked  upon  the  plan,  or  when 

a  compass  is  not  available  or  is 

useless  owing  to  local  magnetic 

attraction. 

Theoretically  the  point  6  is 

placed  over  the  station-point  0, 

the  straight-edge  laid  along  the  line  6a,  and  the  table  rotated  until  ha 

is  directed  towards  A ;  the  table  is  clamped  and  a  ray  hd  drawn  on  the 

paper  through  6  in  the  direc- 
tion C6  produced.  The  point 
a  is  next  placed  over  the 
point  0,  ab  directed  towards 
B,  and  the  ray  ad  drawn  in 
the  direction  Ca  produced, 
intersecting  the  ray  previously 
drawn  through  h  m  d,  dc  is 
joined,  and  the  table  rotated 
until  dc  and  C  are  in  the  same 
line. 

The  table  is  now  oriented 
and  o  can  be  found  as  in 
Method  1  by  drawing  rays  Aa, 
B6,  Cc  and  producing  these 
to  intersect.  It  will  be  seen 
later  that  abdo  are  concyclic. 
Actually  the  table  is  not  moved 
as  a  whole  in  order  that  b  and 
then  a  shall  be  in  turn  over 
the  station  0,  but  it  is  merely 
rotated  on  its  axis,  so  that  at 
first  ba  is  directed  to  A,  then 
Fig.  196.  ab  to  B,  and  finally  dc  to  C — 

the  error  thus  introduced  being 

inappreciable.    The  construction  may  be  proved  as  follows  : 

Let  the  angles  at  A  be  a^  and  02,  at  B,  jS^  and  j32,  and  at  G,  Yi  ^nd 

yg  as  in  Fig.  196. 
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Then  the  angle  dab  being  the  exterior  angle  of  the  triangle  aBC  = 
Vi  '*'  ^%y  ^^^  similarly  the  angle  dba  is  equal  to  the  angle  dak  =  02  +  72- 

At  A  let  AD  be  drawn  on  the  opposite  side  of  AB  to  G  (if  (2  is  on 
the  opposite  side  of  06  to  c  as  in  this  particular  case),  making  an  angle 
(Vi  ■*■  P2)  ^^^  AB  and  meeting  Ca  produced  in  D. 

Similarly  let  BD^  be  drawn  from  B,  making  an  angle  03  +  72  with 
BA  and  meeting  Ca  produced  in  D^. 

Then  because  the  sum  of  the  three  angles  of  a  triangle  » 180"^ 

and  oi  +  02  +  jSj  +  jSj  +  yi  +  72  =  1 80°, 

therefore  the  angle  ADC  =  jS^  and  the  angle  BD'C  =  Oj. 

But  the  angle  ABa  =  j8i  =  ADa,  therefore  ADBla  are  concyclic 
(III.  21  Converse). 

Similarly  as  each  of  the  angles  oAB  and  aD^B^a^^,  therefore 
AD^Ba  are  concyclic  and  D  and  D^  must  coincide. 

The  two  figures  ACBD  and  add  are  therefore  similar  because  adb 
is  the  plan  of  ACB  to  scale,  and  the  angles  DAB  and  DBA  were  made 
equal  to  the  angles  dab  and  dba  respectively. 


ip^  First  position 


(V  Second  position 
Pio.  197. 


e        or 
(c)  Third  position 


Therefore  the  angles  dca  and  deb  are  equal  to  72  and  7^  respectively. 

Therefore  when  €ubd  is  swung  round  d  until  dcG  are  in  line,  ca 
will  be  parallel  to  CA  and  cb  paraUel  to  CB,  i,e.  the  table  is  oriented. 

Actually  the  table  ia  rotated  on  its  axis — ^not  round  the  point  d — 
but  the  error  resulting  is  negligible. 

In  Fig.  196  the  point  0  is  within  the  triangle  ABC,  but  the  same 
construction  holds  for  the  other  cases  mentioned  on  p.  280  except 
when  ABCO  are  concyclic,  under  which  conditions  C  and  D  coincide 
and  the  point  0  becomes  indeterminate. 

(4)  Method  4  ^  is  an  application  of  Method  5,  p.  354,  to  plane  table 
surveying. 

Referring  to  Fig.  197  (a),  ae  is  drawn  at  right  angles  to  ab,  and  by 
fixing  the  fiducial  edge  of  the  rule  along  this  line  the  table  rotated 
until  ea  is  directed  to  A :  a  ray  be  is  then  drawn  through  b  in  the 
direction  Bb  to  intersect  a€  in  e. 

Similarly  fc,  drawn  at  right  angles  to  &c,  is  directed  to  C,  and  bf 
is  drawn  in  the  direction  B6  to  intersect  c/* in/. 

^  Engineering,  yoL  zovii.,  Jan.  16, 1914. 
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ef  is  joined  and  ho  drawn  with  a  set  square  at  right  angles  to  ef, 
0  then  represents  on  the  plan  the  position  0  of  the  table  on  the  ground, 
and  the  table  may  be  oriented  by  directing  a6  to  B.  As  a  check  the 
rays  Aa  and  Cc  should  now  intersect  at  o  on  the  line  ef. 

Failure  of  fix  results  as  in  Chapter  XII.,  when  abco  are  concyclic 
and  e  and  /  become  coincident. 

The  angle  subtended  by  AB  at  0  is  dj  ^7>  ^  that  as  e  is  very  close 
to  o  in  comparison  with  the  lengths  oA,  oB,  and  AB,  therefore 
the  angle  AeB  is  approximately  equal  to  the  angle  AoB, 


%,e. 
and 


Z.  066  =  ^2 

Z.  066  =  90-^2- 


Similarly  the  angle  cbf=90-di  (Fig.  197,  6),  where  the  angle 
BoC  =  fli. 

Consequently  the  proof  given  on  pp.  354-5  applies  to  Fig.  197,  c, 
and  0  is  the  point  required. 

Two-Point  Problem. — Let  A  and  B  (Fig.  198)  be  the  actual  stations 
on  the  ground,  already  plotted  at  a  and  b  upon  the  plan :  and  let  0  be 
the  position  at  which 

the  mstrument  is  to       2 C 

be  fixed,  while  o  is 
the  corresponding 
point  which  it  is  de- 
sired to  locate  on  the 
paper.  A  and  B  are 
assumed  inaccessible, 
or  unsuitable  for  in- 
strument stations, 
otherwise  the  table 
may  be  set  up  at 
either  of  these  points, 
and  the  usual  method 
of  procedure  adopted 
as  in  Fig.  188. 

Method  1.— The 
most  simple   though 

hardly  reliable  method,  even  when  the  station  is  entirely  free  from  local 
magnetic  influences,  depends  upon  the  orientation  of  the  table  by  the 
compass.  The  instrument  having  been  set  up  and  levelled,  the  trough 
compass  is  placed  with  its  edge  parallel  to  the  magnetic  meridian  as 
marked  on  the  paper,  and  the  table  rotated  untU  the  needle  floats  freely 
with  its  point  coincident  with  the  zero  of  its  scale.  Rays  are  then  drawn 
through  a  in  the  direction  Aa,  and  through  6  in  the  direction  B6,  when 
the  point  of  intersection  locates  approximately  the  required  position  of  o. 

Method  2. — The  instnunent  is  set  up  and  levelled  at  any  convenient 
point,  say  C,  Fig.  198,  which  will  provide  good  intersections  from  0,  A, 
and  B :  and  is  oriented  as  nearly  as  possible  by  means  of  the  compass, 
or  by  judging  a6  to  be  parallel  with  AB. 


Fig.  198.— Two-Point  Problem. 
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The  alidade  is  laid  on  the  paper  and  a  ray  drawn  through  a  towards 
A  ;  similarly  another  ray  is  drawn  through  &>  towards  B,  intersecting 
the  ray  Aa  in  c^  as  in  Method  1. 

Through  c^  is  drawn  a  ray  CjOi  in  the  direction  CjO. 
The  instrument  is  then  carried  to  the  station  0,  levelled  and  oriented 
parallel  to  its  late  position  at  C  by  placing  the  rule  along  the  ray  o^c^ 
and  rotating  the  table  until  this  is  direct^  towards  G.  The  table  is 
then  clamped  and  a  ray  drawn  through  b  towards  B  and  intersecting 
the  line  c^o^  in  some  point  o^.  Next  a  ray  is  drawn  from  o^  towards  A, 
when  if  the  orientation  of  the  table  at  C  was  correct,  the  point  a  on 
the  paper  should  be  bisected.  If  not,  the  intersection  of  o^A  with  ac^ 
fixes  another  point  Oj  to  represent  A. 

That  is  to  say,  a-pc^o^  represent  ABCO  when  working  from  the 
first  assumed  orientation  at  C. 

But  the  true  representation  of  AB  is  ab,  so  that  the  assumed  orienta- 
tion is  inaccurate  by  the 
magnitude  of  the  angle  Orpa 
provided  that  this  prelim- 
inary construction  has  been 
carefully  executed :  the  scale 
will  also  be  slightly  in  error. 
To  adjust,  the  rule  is  laid 
along  o^b,  and  if  there  is  no 
natural  object  already  in 
..  alignment,  a  ranging  rod  E 
./.'>i  is  placed  at  some  consider- 
able distance  from  the  in- 
strument in  the  line  0^6 
produced.  The  rule  is  then 
transferred  to  the  line  06,  and 
the  table  rotated  through  an 
angle  a-pa,  i.e.  until  the  line 
of  sight  again  intersects  the  same  object  E,  when  ab  should  be  parallel 
to  AB  and  the  table  correctly  oriented.  The  true  position  of  0  can 
then  be  determined  by  sighting  through  a  to  A  and  through  6  to  B, 
and  noting  the  intersection  of  the  rays. 

Method  3. — The  instrument  is  set  up  and  levelled  at  a  point  0  near 
B  (Fig.  199),  and  oriented  as  accurately  as  possible  by  means  of  the 
compass,  or  by  noting  that  ab  is  approximately  parallel  with  AB.  (If 
the  point  0  is  chosen  in  the  line  AB  or  in  the  prolongation  of  AB,  this 
orientation  can  be  done  very  accurately.)  A  ray  bo  is  then  drawn 
through  6  in  the  direction  of  B  and  the  point  o  plotted  by  measuring 
the  distance  BO  on  the  ground  and  plotting  bo  to  the  correct  scale 
upon  the  plan.  Any  small  error  in  the  orientation  has  no  appreciable 
effect  on  the  location  of  o,  when  the  distance  BO  is  small.  When  o 
has  been  located  in  this  way,  the  orientation  may  be  corrected, 
if  necessary,  by  rotating  the  table  imtil  the  line  oa  is  directed 
towards  A. 

Rays  are  then  drawn  from  o  to  fix  in  the  usual  way  any  distant 


^ 


Fig.  199.— Two-Point  Problem. 
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objects  which  it  is  required  to  survey,  and  a  line  oc  is  also  drawn  from 
o  towards  the  next  station-point  C. 

When  the  work  at  0  has  been  completed  the  instrument  is  removed 
to  C,  levelled  and  oriented  by  adjusting  the  alidade  edge  to  the  line 
CO  and  directing  back  to  0. 

A  ray  is  then  drawn  through  a  towards  A,  and  its  intersection  with 
CO  determines  the  point  c.  The  orientation  may  be  checked  by  means 
of  the  compass  and  the  point  c  by  resection  from  any  located  points 
which  may  now  have  become  visible.  Resection  on  to  B  will  probably 
be  of  little  value  as  it  is  so  close  to  0. 

From  c  rays  are  drawn  to  intersect  those  previously  set  out  from 
0,  and  various  other  points  are  thus  located. 

It  is  important  that  points  such  as  instrument  stations  found  by 
resection  should  be  checked  if  possible  by  one  or  more  rays  in  addition 
to  those  actually  necessary  for  their  location :  e.g.  if  a  station-point 
has  been  determined  by  a  three-point  problem  method,  its  position 
should,  if  possible,  be  verified  by  a  fourth  ray  from  another  triangula- 
tion,  traverse  or  plotted  position. 

Traversing. — ^Unless  the  country  to  be  surveyed  is  of  a  very  open 
character,  and  furnished  with  a  number  of  commanding  positions 
suitable  for  plane  table  stations,  and  from  which  a  good  view  of  the 
surrounding  country  can  be  obtained,  it  is  generally  advisable,  if  not 
absolutely  necessary,  to  supplement  the  methods  mentioned  above 
by  plane  table  traverses. 

Each  of  these  traverses  should,  if  possible,  be  "  closed,"  either 

(1)  By  forming  a  complete  circuit  from  a  point  already  accurately 
located  upon  the  plan,  or 

(2)  By  connecting  two  points,  the  relative  positions  of  which 
have  been  previously  determined  by  the  primary  and  controlling 
triangulation  or  traverse  survey  executed  with  more  precise  instru- 
ments, or 

(3)  By  connecting  two  points  determined  by  intersection  methods 
with  the  plane  table. 

Method  L — The  most  accurate  method  of  procedure  is  as 
follows : 

Let  A  and  B  (Fig.  200)  be  the  two  points  already  plotted  on  the 
paper  at  a  and  6,  and  let  it  be  required  to  connect  them  by  means  of  a 
plane  table  traverse,  either  because  the  route  is  not  commanded  by 
positions  suitable  for  instrument  stations  of  the  intersection  method, 
or  because  the  detail  is  such  that  otherwise  a  very  large  number  of 
intersecting  rays  would  be  required,  and  the  need  of  these  and  the 
possibility  of  confusion  are  obviated  by  a  traverse. 

The  instrument  is  first  set  up  and  levelled  at  A,  and  oriented  by 
fbdng  the  edge  of  the  alidade  along  the  line  ab  and  rotating  the  table 
until  ab  is  directed  to  B. 

The  orientation  is  verified  by  noting  that  other  rays  such  as  oN 
and  oM.  pass  through  the  previously  plotted  and  corresponding  points 
n  and  m  on  the  paper  (e.g.  in  Case  3  above  M  and  N  may  be  the  positions 
from  which  a  and  b  have  been  located  by  intersection). 
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A  ray  is  drawn  in  the  direction  aC  and  the  length  AC  ascertained 
either  by  stadia  readings  upon  a  staff  at  C,  or  by  means  of  a  chain  or 
tape,  or  other  method  such  as  pacing.  The  length  ac  is  then  marked 
out  on  the  paper  from  a  to  the  correct  scale  and  the  point  c  conse- 
quently located. 

The  detail  along  the  line  AC  is  sketched  upon  the  map ;  or  it  may 
be  plotted  directly  to  scale  on  the  paper  from  chain  and  tape  offsets 
taken  in  the  usual  manner  :  or  preferably  the  data  may  be  noted  in  a 
separate  field  book  kept  as  explained  in  Chapter  I. 

The  instrument  is  next  moved  to  station  C;  oriented  by  sighting 
back  along  m  to  A,  and  verifying  upon  any  other  points,  such  as  B,  M, 
and  N,  the  plotted  positions  of  which  are  known. 

A  ray  cd  is  drawn  in  the  direction  CD,  the  length  of  CD  ascertained, 
cd  plotted  to  scale  to  fix  the  point  d,  and  the  detail  along  the  line 
determined  as  before. 

Similarly  the  instnunent  is  set  up  in  turn  at  each  of  the  remaining 


A. 


E 


iM  '-AT 

Fio.  200.— TraTeFBiDg  with  the  Plane  Table. 

traverse  stations  DE  .  .  .  orienting  by  a  back  sight  to  the  last  vacated 
station  in  each  case. 

The  final  line  should  eventually  close  at  6,  but  if  not,  and  the 
closing  error  is  ft^ft,  a  correction  may  be  applied  by  the  graphical 
method  (3),  p.  127.  It  is  therefore  advisable  to  put  in  the  pencil 
work  for  the  line  acde  .  .  .  6^  very  lightly,  and  to  keep  detail  such  as 
offsets  in  a  separate  field  book  until  the  adjustment  of  the  error  of 
closure  has  been  completed. 

Method  2. — ^When  the  plane  table  sheets  are  to  be  considerably 
reduced  to  form  the  finished  maps,  so  that  the  errors  of  closure  may 
also  be  so  reduced  as  possibly  to  be  negligible  on  the  smaller  scale ; 
or  when  the  detail  to  be  surveyed  is  not  of  a  very  important  character : 
or  when  several  points  in  the  route  may  be  intersected  and  employed 
as  control  points ;  the  traverse  may  be  very  rapidly,  though  not  so 
accurately,  executed  by  a  method  similar  to  the  loose  needle  method 
of  dialling  (p.  115). 

To  survey  the  route  ACDE  .  .  .  B  (Fig.  200)  the  instrument  is  set 
up  and  oriented  at  A  (or  possibly  at  C)  and  a  ray  drawn  in  the  direction 
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aC.  The  length  AC  is  measured  by  means  of  stadia  readings  from 
A,  by  direct  chainage,  or  other  convenient  method  ;  the  corresponding 
length  ac  is  scaled  on  the  paper  and  the  point  c  fixed.  The  instrument 
is  next  moved  to  D — omitting  C, — oriented  by  means  of  the  com- 
pass, and  a  ray  drawn  through  c  in  the  direction  of  G.  Along  this 
line  is  scaled  off  a  length  cd  to  represent  to  scale  the  measured 
distance  CD.  From  the  point  d  so  located  the  next  ray  is  drawn 
towards  E,  and  the  point  e  located  by  scaling  the  length  DE  on 
the  plan. 

By  proceeding  in  this  way,  setting  up  at  alternate  stations  only, 
orienting  by  means  of  the  compass,  scaling  the  lengths  of  the  various 
lines,  and  noting  or  sketching  the  detail,  a  very  rapid  traverse  may 
be  made,  which  should,  if  correct,  close  at  B.  There  will,  however, 
most  probably  be  an  appreciable  error  of  closure  to  be  corrected — as 
in  Method  1. 

This  method  is,  of  course,  only  applicable  when  the  various  stations 
are  practically  free  from  any  local  magnetic  attraction. 

Contouring. — Contour  lines  may  be  determined  by  the  following 
methods. 

(1)  For  large-scale  maps,  the  contours  may  be  set  out  on  the  ground 
in  the  usual  manner  with  a  level  or  the  plane  table  telescope,  and  the 
lines  afterwards  surveyed  with  the  plane  table  by  one  of  the  methods 
described  above. 

(2)  If  the  alidade  is  provided  with  a  telescope,  this  ma^  be  fixed 
in  a  horizontal  position,  and  the  points  on  various  contour  Imes  deter- 
mined as  in  Method  3  (p.  176),  the  distances  from  the  instrument 
being  deduced  from  the  readings  of  the  outer  stadia  wires. 

(3)  The  contours  may  be  ranged  out  by  the  ordinary  alidade  hair 
sights,  by  the  use  of  a  stafi  provided  with  a  vane  fixed  at  a  definite 
height  above  the  ground  ;  the  staff  positions  at  which  the  vane  is  cut 
by  the  horizontal  wire  of  the  circular  aperture  being  marked  on  the 
ground  and  surveyed  later.  E.g.  if  the  altitude  of  the  alidade  sight 
is  80-60  ft.  above  datum,  the  vane  will  be  fixed  at  5-60  ft.  from  the 
bottom  of  the  staff  when  locating  the  75  contour. 

(4)  The  altitudes  of  a  number  of  governing  points  may  be  deter- 
mined as  the  survey  proceeds,  by  measuring  the  distances  downwards 
from  a  sliding  vane  to  the  foot  of  the  staff  held  at  the  various  points, 
after  the  position  of  the  vane  has  been  fixed  on  the  same  level  as 
the  horizontal  hair  of  the  small  circular  aperture  of  the  hair-line 
sight.  This  position  is  signalled  by  the  instrument  man  to  the  staff 
man.  The  contours  may  afterwards  be  interpolated  from  the  spot 
levels  thus  obtained. 

(5)  For  small-scale  maps,  the  distances  to,  and  the  altitudes  of,  a 
nimiber  of  controlling  points  may  be  obtained  either  by  the  tangential 
or  ordinary  tacheometric  methods  using  inclined  sights  as  explained 
in  Chapter  VIIL  From  these  spot  levels,  the  general  contours  may 
be  interpolated  and  sketched  in  oy  the  eye. 

(6)  The  angle  of  elevation  or  depression  (a)  to  a  vane  fixed  on  a 
staff  at  the  same  height  as  the  observer's  eye,  or  to  the  natural  surface 

u 
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of  the  ground,  may  be  ascertained  from  the  reading  of  the  vertical 
circle  of  the  telescope ;  or  from  a  specially  graduated  alidade  sight 
such  aa  that  shown  in  Fig.  201. 

The  horizontal  distance  {d)  is  obtained  by  scaling  from  the 
map,  or  by  means  of  a  telemetric  observation,  and  from  this  the 
altitude  of  the  distant  point  may  be  calculated ;  i.e.  the  difference 
in  level  of  the  point  6ight«d  above  or  below  the  sighting  aper- 
ture is  h  =  d  tan  a. 

The  Indian  nAttem  nlinoTnxtnr  by  J,  H,  Steward 
ded  with  two  vertical 
all  circular  aperture, 
t. 

.long  one  edge  of  the 
ile  the  opposite  edge 
li  case  being  opposite 

levelled  aa  accurately 
)ar  curying  the  two 
run  by  means  of  the 
ngent  screw  provided 
r  the  purpose. 

The  eye  is  then 
>phed  to  the  small 
rcalar  hole,  and  the 
ading  on  the  oppo- 
Ai  scale  which  coin- 
iea  with  the  sighted 
>ject  or  vane  is 
►ted. 

Then,  knowing  the 
irizontal  distance  ap- 
oximately,  the  height 

may  be  deduced. 
It  is  necessary 

to  test  the  in- 
I  strument  to 
P     verify    that    the 

line   joining  the 

Fio,  201. — The  Indian  Pattern  Clinometer.  eye-hole  and  the 

zero  of  the  scales 
is  horizontal  when  the  bubble  is  at  the  centre  of  its  ron. 

To  do  this  a  distant  point  must  be  set  out  with  a  level  or  theo- 
dolite, at  the  same  altitude  aa  the  eye-hole,  and  if  an  observa- 
tion shows  the  instrument  to  be  out  of  adjustment  it  must  be 
corrected.  That  is,  the  line  of  sight  is  brought  to  a  horizontal 
position  as  indicated  by  the  fixed  mark,  by  means  of  the  milled- 
headed  screw ;  and  the  bubble  then  brought  to  the  centre  of  its 
run  by  altering  the  capstan-headed  screws  at  the  extremities  of 
its  tube. 
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Examplt, — The  reduced  level  of  an  instmment  station  being  87*60  ft.  and 
the  height  of  the  alidade  above  the  ground  4*3  ft.,  find  the  reduced  level  of  a 
station  N,  when  an  observation  to  this  point  gives  a  reading  of  '033  on  the  tangent 
scale,  while  the  distance  to  N  is  scaled  from  the  plan  as  6420  yds. 

6420  yds. =16260  ft., 

so  that  the  difference  in  height  between  N  and  the  eye 

= rf  tan  a=  16260  x  -033  ft.  =  636  ft.  nearly. 

The  reduced  level  of  N  is  therefore 

87-6+ 4-3+ 636= 628  ft.  about. 

Had  a  vane  at  N  6  ft.  above  the  ground  been  sighted,  the  reduced  level  of 
the  ground  would  have  been  628-6=623  ft. 

Accnracy. — ^When  filling  in  the  topographical  detail  of  a  triangula- 
tion  survey  by  straightforward  plane  table  work,  if  care  is  taken  to 
obtain  good  intersections,  it  is  generally  claimed  that  the  accuracy  is 
such  that  no  point  should  be  displaced  aA  appreciable  amount  on  the 
plan  :  i.e.  that  the  accuracy  is  only  restricted  by  the  scale  of  the  plan 
which  is  being  prepared. 

Unless  great  care  is  taken,  however,  large  and  appreciable  errors 
may  occur  in  large-scale  plans,  in  plane  table  traverses,  or  in  the  deter- 
mination of  altitudes.    The  following  are  a  few  of  the  sources  of  error : 

(i.)  The  chief  error  in  small-scale  plans  is  due  to  the  shrinkage  and 
warping  of  the  drawing  paper,  this  being  affected  by  the  varying  amount 
of  moisture  present  in  the  atmosphere  at  different  times. 

(ii.)  The  error  due  to  any  dislevelment  of  the  table  has  been  con- 
sidered in  Chapter  IV.,  when  dealing  with  the  theodolite.  The  error 
is,  however,  likely  to  be  much  more  considerable  Yiiih.  a  plane  table, 
as  the  means  of  levelling  are  usually  not  so  delicate  as  are  those  of  a 
theodolite. 

(iii.)  The  error  due  to  inaccurate  centering  of  the  table  may  be 
very  appreciable  for  large-scale  plans,  when  it  is  very  necessary  that 
the  point  a,  representing  the  instrument  station  on  the  plan,  shall  be 
immediately  above  the  corresponding  point  A  on  the  ground. 

Thus  if  d  be  the  horizontal  displacement  of  a  from  the  vertical 
through  A  in  a  direction  at  right  angles  to  AB,  and  if  the  length  of  the 
line  AB  =  L,  while  that  of  its  representation  ah  on  the  plan  =  I,  then 

the  error  in  the  direction  of  a&  is  j-  radians,,  and  the  displacement  of  b 

from  its  true  position  relative  to  a  is  ^. 

The  maidmum  value  of  d  is  hardly  likely  to  exceed  1  ft.  at  most, 
so  that  the  displacement  is  negligible — i.e.  less  than,  say,  x^th  in. — 

unless  -y  is  less  than  1200,  or  unless  the  scale  is  less  than  about  100  ft. 

to  an  inch.  Thus  for  scales  of  100  ft.  or  more  to  the  inch,  it  is  not 
necessary  to  accurately  centre  the  table  at  each  instrument  station. 
(See  Example  2,  p.  292.) 

Similarly,  an  error  due  to  the  line  of  sight  of  the  telescope  or  of  the 
hair-line  sights  not  being  exactly  over,  but  parallel  to  the  ruling  edge 
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of  the  alidade  is  negligible  in  most  cases.  Thus  if  the  horizontal 
distance  between  the  line  of  coUimation  and  the  alidade  edge  is  1  in., 
the  displacement  of  b  will  be  mappreciable  unless  the  scale  is  8  to  10 
ft.  or  less  to  1  in. 

If  the  line  of  sight  is  not  quite  parallel  to  the  edge  of  the  rule,  the 
accuracy  will  be  unaffected. 

(iv.)  If  the  instrument  is  provided  with  a  telescope,  the  observa- 
tions are  liable  to  such  errors  as  are  mentioned  in  Chapter  IV. 

(v.)  Errors  of  bisection  will  cause  errors  in  the  directions  of  the  rays 
on  the  paper — and  these  will  in  turn  displace  the  intersected  point  from 
its  true  position  on  the  plan,  as  explained  in  Chapter  XYIII.  on 
Photographic  Surveying. 

(vi.)  If  the  tangent  scale  of  the  clinometer  can  be  read  to  three 
significant  figures,  the  deduced  altitude  will  be  correct  only  to  about 
that  number  of  significant  figures.  Altitudes  are  also  subject  to  errors 
caused  by  the  plotting  and  scaling  of  the  horizontal  distances  from 
the  plan. 

(vii.)  An  error  may  be  introduced  if  the  bubble  is  not  in  the  centre 
of  its  run  at  the  time  of  the  observation,  or  if  the  zero  line  of  the  clino- 
meter is  not  parallel  to  the  bubble  axis. 


EXAMPLES 

1.  Determine  the  altitude  of  the  instrument  station  O  if  the  following 
observations  were  made  from  O  to  points  A  and  B.  Correct  for  curvature  and 
refraction. 

Angle  of  elevation  to  A=:=     4''.31'.  Scaled  distance  OA    ==2570  ft 

B= -2^-20'.  „              „     OB    =4937  ft. 

The  reduced  level  of  A=  1670-3.  Height  of  signal  at  A=10-7  ft. 

B=  1151-2.  „              „           B=26-6ft. 

Height  of  alidade  above  ground =4*1  ft. 


2.  In  setting  up  the  plane  table  at  a  station  A,  the  corresponding  point  a 
on  the  plan  was  not  accurately  centred  above  A. 

If  the  displacement  of  a  was  1  ft.,  in  a  direction  at  right  angles  to  a  ray  AB, 
how  much  on  the  plan  would  be  the  consequent  displacement  of  b  from  its  true 
position  if 

(i.)  scale=6  in.  to  1  mile :  distance  AB=9000  ft.  ? 
(ii.)    „     =^Uth^  „  =   120  ft.? 

(iu.)    „     =10  ft.  to  1  in.  „  =     46  ft.  ? 

3.  The  reduced  level  of  a  plane  table  station  being  100*00  ft.,  and  the 
height  of  the  alidade  above  the  ground  4*2  ft.,  find  the  reduced  level  of  a  stafE 
station  A,  when  the  reading  upon  the  Indian  clinometer  scale  is  0*027.  The 
distance  to  A  scaled  from  the  plan  is  7680  ft.,  and  a  vane  10  ft.  above  the 
ground  at  A  was  sighted. 


Chapter  X 


CURVE  RANGING 


In  the  present  chapter  the  chief  methods  employed  in  the  setting  out 
of  railway  and  other  curves — too  large  to  be  described  with  a  radius 
rod  or  a  string  from  a  fixed  centre — ^wiU  be  explained. 

As  a  general  rule  a  curve  which  is  a  circular  arc  is  required  to 
connect  two  straight  lengths,  and  these  must  be  tangential  to  the 
curve,  in  order  that  there  shall  be  no  abrupt  break  at  the  junctions. 

Let  BA  and  AC  (Fig.  202)  be  the  two  straight  lines  intersecting  at 
A,  and  let  the  curve  touch 

them  at  the  two  tangent  ,^'' 

points  T  and  T^.  If  the 
chainage  is  being  carried 
through  the  curve  in  the 
direction  T  to  T^,  the  point 
T  is  sometimes  called  the 
"  Point  of  Curve "  and  Tj 
the  "Point  of  Tangent." 
The  radii  of  the  curve  at 
T  and  T^  will  be  at  right 
angles  to  BA  and  AC  re- 
spectively; and  if  these  two 
perpendiculars  be  drawn, 
their  intersection  at  0 
locates  the  centre  of  the 
circle  of  which  the  curve 
TTi  is  a  part. 

The  line  joining  T  and  T^  is  known  as  the  "  long  chord  "  of  the 
curve,  and  by  the  corollary  to  Euclid  III.  17,  the  angle  ATT^^  is  equal 
to  the  angle  AT^T :  also  the  tangent  distance  AT  is  equal  to  the 
tangent  distance  AT^.  If  a  line  be  drawn  joining  0  to  A,  it  will 
intersect  the  curve  at  E,  the  apex,  crowning  point,  or  summit  of  the 
curve. 

The  intercept  DE  on  the  line  OA  between  E  and  the  point  of 
intersection  D  of  OA  and  the  long  chord  TT^  is  known  as  the  "  versed 
sine  "  of  the  curve. 

^  Sometimes  the  angle  ATT^  is  known  as  the  total  deflection  angle  of  the  ourve. 
See  Rankine's  Method  of  Deflection  Angles,  p.  303. 
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The  angle  FAC  ( =  ^)  is  known  as  the  deflection  angle  of  the  curve, 
and  is  equal  to  the  sum  of  the  two  interior  and  opposite  angles  of  the 
triangle  ATTj,  i.e. 

Z.  FAC  =  2  ^  ATTi, 

or  ^ATTi  =  ^ATiT  =  ^. 

But  the  angle  ATT^,  between  the  tangent  AT  and  the  chord  TT^, 
is  equal  to  the  angle  subtended  by  TT|  in  the  opposite  segment  of  the 
circle  (Euclid  III.  32),  and  this  is  equal  to  half  the  angle  TOTi  subtended 
by  TTi  at  the  centre. 

The  angle  ATTj  is  thus  equal  to  i  Z  TOT^  so  that  Z.  TOTj  =  ^,  i.e. 
the  angle  at  the  centre — TOT^ — ^is  equal  to  the  deflection  angle — FAT^ 
— for  the  curve. 

The  angle  TAT^  is  known  as  the  intersection  angle,  and  is  equal  to 
180°  -  if>. 

Generally  the  positions  of  the  two  straight  lengths  to  be  connected 
are  fixed,  and  hence  the  deflection  angle,  ^,  of  the  curve  can  be  found 
directly  from  the  plan  or  measured  on  the  ground.    Then  as  the  angle 

AOT  =  ^and^^-tan|,weget 

AT  =  R.tanl         .        .  .    (1) 

where  R  is  the  radius  of  the  curve. 

From  this,  if  the  tangent  distances  AT  and  AT^  and  ^  are  known, 
R  can  be  calculated  ;  or  if  R  and  ^  are  known  the  positions  of  T  and  T^ 
can  be  determined. 

Again  hA  ""  ^^^  2  ^^  0A  =  R .  sec  |, 

and  as  OE  =  R,  r\k     t>     t? k     t>         4> 

'  .-.  OA  =  R  +  EA  =  R .  sec  ^, 


i.e.  EA 


=  R(sec^-l) (2) 


From  this,  if  the  value  of  ^  and  the  position  of  E  are  fixed,  R  can 
be  found  ;  or  if  R  and  <f>  are  given  the  position  of  E  can  be  located. 

In  English  practice,  circular  railway  curves  are  generally  defined 
by  the  radius,  e.g.  a  10-chain  curve,  a  20-chain  curve,  et-c.  While  in 
America  the  curve  is  defined  by  the  number  of  degrees  at  the  centre 
subtended  by  a  100  ft.  chord,  e.g.  a  5**  curve  is  one  in  which  a  chord  of 
100  ft.  subtends  an  angle  of  5°  at  the  centre. 

In  Fig.  203  let  TN  represent  a  chord  of  100  ft.  length  and 
Z  TON  =  &°,  i.e.  0  is  the  degree  of  the  curve. 

Draw  OM,  bisecting  TN  at  right  angles,  so  that  TM  =  50  ft.  and 

™  =  8in^,t.e.60  =  R.sin|.    ...     (3) 
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0  0 

IfObe  nmaU,  then  sin  ^  is  approximately  equal  to  ^  in  radians,  i.e. 

sin  ^  =  -  .  -  -     where  0  is  in  degrees. 
i2     2    180 


.-.  R  = 


50      50  X  2  X  180    5730 


sing 


9. 


7T 


0 


ft.  approximately.      (4) 


I00x<f> 


The  length  of  the  curve  will  approximately  be    -  rj—^y  where  <f>  is 

the  deflection  angle  of  the  curve. 

1.  Ordinates  from  the  Long  Chord. — Small  curves  for  street  kerbs, 
etc.,  may  be  set  out  by  means  of  offsets  from  the  long  chord,  and  a 


Fig.  203. 


Fig.  204.  —Offsets  from  Long  Chord. 


formula  for  the  ordinate  at  any  distance  x  from  the  centre  (Fig.  204) 
may  be  deduced  as  follows. 

Let  L  be  the  length  of  the  long  chord,  T  and  T^  its  extremities,  DE 
the  versed  sine,  and  0  the  centre  of  the  curve,  and  Ox  the  ordinate  at 
a  distance  x  from  D. 


By  EucUd  I.  47, 


I.e. 


t.e. 


OT2  =  OD2  +  DT2, 

R2=(R-DE)^+(^)', 


R-DE 


-j^'-®'- 


.'.  DE  or  o 


"=^-x/^©'- 


(5) 


from  which  Oo — ^the  versed  sine— can  be  calculated  when  R  and  L 
are  known,  or  if  Oo  and  L  are  stated.  R  can  be  calculated. 
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Draw  HQE  (Fig.  204)  parallel  to  EO,  at  a  distance  x  along  the 
chord  from  D,  and  draw  HH^  parallel  to  TT^,  cutting  OE  in  H^. 

Then  OH*  =  OHi«  +  HHi«, 

i.e.  R2=(OD  +  o,)*  +  a;*, 

or  OD  +  0;,=  s/Bf^^ 

and  o^  =  ^W^^  -  OD, 

or  o^-s/R2~-a:2-(R-Oo).         .  .    (6) 

Example. — Calculate  the  ordinates  at  25  ft.  distanoes  for  a  circular  curve, 
having  a  long  chord  of  200  ft.,  and  a  versed  sine  of  10  ft. 
By  substitution  in  equation  (5), 

10=R-  s/R*-U00)'.--R=496ft. 

R-o,=468ft. 
Oo=  10  ft. 

Os6=  s/495«-25*-485=9-37  ft. 
060=  V49^'"-^56*- 486= 7-47  ft. 
0;g=  V496-(76)«- 486=4-29  ft. 

If  the  radius  of  the  curve  is  very  large  in  comparison  with  the 
length  of  the  chord  TTj,  the  ordinate  at  x,  i.e.  HG,  is  very  nearly  equal 
to  the  radial  length  HGi,  so  that  approximately,  by  III.  35, 

TG.GTi  =  HG.2R, 
or  HG  =  ^'^^^ 

Applying  this  rule  to  the  above  example, 

2R  =  ^-^  =  1000  ft.  nearly, 

and  the  ordinates  are 


026  = 

75  X  125 
1000 

=  9-37  ft. 

060=^ 

50xl50_ 
1000 

=  7-50  ft. 

076  = 

25  X  175 
1000 

=  4-37  ft. 

agreeing  very  approximately  with  those  derived  by  the  more  accurate 
rule. 

2.  Offsets  from  the  Tangents.  —  In  this  method  the  offsets  are 
set  out  from  the  two  tangents  AT  and  AT^.  Let  the  offset  oa^ 
at  a  distance  Ta  from  the  tangent  point  be  set  out  radially  as  in 
Fig.  205. 

Then  by  EucUd  III.  36, 

aT«  =  001(001  +  2R) (7) 
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If  oo^  is  negligible  compared  with  2B,  as  would  usually  be  the  case 
for  a  flat  curve, 

aT«  =  2R.aa„ 


%.e. 


or 


aT2 
^=2R' 

2R' 


0^.= 


(8) 


where  Ox  is  the  ofeet  at  a  distance  x  from  T. 

For  flat  curves  the  centre  o  is  often  inaccessible  and  the  ordinates 
are  then  set  out,  without  any  great  error,  at  right  angles  to  the 
tangents  AT  and  AT^,  and  at  equal  distances  along  these  lines. 
This  entails  that  the  points  so.  fixed  on  the  curve  are  at  unequal 
distances  apart,  which  is  occasionally  an  inconvenience,   and  the 


Fig.  206.— Offsets  from  Tangent. 


Fig.  206.— Offsets  from  Tangent. 


curve,  though  closely  approximating  to  a  circle,  is,  strictly  speaking, 
parabolic. 

When  aoi  is  not  negligible  compared  with  R,  a  more  accurate 
expression  for  the  radial  ordinates  may  be  deduced  from  (7).  A 
more  convenient  form  (equation  9)  may  be  derived  from  (7)  or  directly 
as  follows : 

As  T  is  the  tangent  point  to  the  curve,  Z.  ATO  is  a  right  angle, 


%.e. 

or 

or 


.-.  a02  =  aT2  +  TOa  ...  (I.  47), 
(aoj  +  R)«  =  aT^  +  R2, 

aai=  ^R2+^f*-R, 

Ox  =  s/W^^  -  R.    . 


(9) 


An  accurate  expression  for  offsets  to  be  set  out  perpendicular  to  the 
tangent  TA  may  be  derived  as  follows  (Fig.  206). 

Join  Ooj,  and  draw  a^a^i  parallel  to  AT  and  perpendicular  to  OT. 
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h,e. 


Then  {Oa^)*  =  Oa^^^  +  a^a^^ 

and  Oa;  =  R- VR2^x2.         .        .        .    (10) 

The  value  of  x  required  to  locate  the  vertex  D  of  the  curve 


(11) 


Example, — Determine  the  offsets  to  be  set  out  at  (-chain  intervals  along  the 
tangents,  to  locate  a  20-chain  curve. 

From  equation  (8),  the  Ist  offset  0.5=    -    -^r^=-625  link. 


the  2nd  offset  0|= 


100* 


=  o.,x2«=  2-500  links. 


2x2000 

the  3rd  offset  o^.t^^o.^x  3'~5'625  links, 
the  10th  offset  o^^^o.^x  10'=:'62-5  Unks. 

9 

For  comparison  the  offsets  are  shown  in  tabular  form  below :  in  column  3 
are  the  results  obtained  by  substitution  in  (9),  and  in  column  5  those  obtained 
from  ( 10).  Column  4  shows  the  errors  resulting  from  the  approximation  assumed 
in  equation  (8),  when  the  ordinates  are  set  out  in  a  radial  direction ;  while  column 
6  gives  the  corresponding  errors  introduced  when  the  ordinates  are  set  out  at 
right  angles  to  the  tangents. 

Table 


when  X  is  about  3  chains. 

Assuming  this  ordinate  comes  to  about  the  centre  point  of  the 
curve  when  set  out  at  right  angles  to  the  tangent,  the  value  of  the 
deflection  angle  <f>  from  equation  (11)  would  be  approximately  17°. 

For  values  of  ^  larger  than  this,  with  a  20-chain  curve,  the  errors 


Distance 

X. 

Chains. 

Usual  method 
Equation  (8). 

Accurate  method. 

for  radial  offsets. 

Equation  (0). 

Differ- 
ence. 

Accurate  method  for 
perpendicular  off- 
sets   Equation  (10). 

Differ- 
ence. 

Links. 

•6 

•62 

•62 

•  • 

•62 

•  • 

10 

2-50 

250 

•  • 

2-50 

•   • 

1-5 

6-62 

5-62 

•   • 

5-62 

■  • 

20 

10-00 

9-98 

-02 

10-03 

•03 

2-6 

3 

22-50 

2237 

•13 

2263 

•13 

4 

40-00 

39-61 

•39 

40-41 

•41 

« 

5 

62-50 

rror  is  here  int 

61-55 

•95 

le  first  i 

6351 

101 

An  e 

reduced  into  tl 

iecimal  place  o 

i  a  link 
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would  therefore  begin  to  be  appreciable,  but  in  such  a  case,  as  the 
o£bets  otherwise  become  inconveniently  large  (and  are  not  negligible 
compared  with  R),  the  centre  portion  of  the  curve  might  be  located 
from  a  supplementary  tangent  through  D  as  in  Fig.  207. 

3.  In  Krohnke's  tangential  system,  unequal  abscissae  are  taken 
along  the  tangents  TA  and  T^A  in  such  proportions  that  the  points 
located  on  the  curve  by  perpendicular  ordinates  are  equidistant ;  and 
tables  are  published  to  facilitate  the  work.  Unless  the  chainage  at  the 
commencement  of  the  curve,  however,  chances  to  be  a  whole  number  of 
chains,  the  points  so  determined  are  not  more  convenient  than  points 
found  by  Method  2. 

4.  Jackson  ^  has  two  systems  for  setting  out  a  circular  curve  from 
the  tangents.  In  each  method  six  points  on  the  curve  are  fixed  from 
TA  by  means  of  ordinates  tabulated  for  different  radii.  A  second 
tangent  through  the  sixth  point  so  determined  is  then  set  out,  its 
direction  being  found  from  the  third  point  by  means  of  other  tabulated 
data.    A  further  six  points  are  then  located  from  this  tangent,  the 
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same  ordinates  and  abscissae  being  used  as  for  the  first  six.  A  third 
tangent  is  then  set  out  through  the  twelfth  point,  and  the  process 
repeated  until  the  end  of  the  curve  is  reached. 

In  one  method  equal  abscissae  are  taken,  giving  points  at  unequal 
distances  along  the  curve  as  in  Method  2 ;  in  the  other  method  unequal 
abscissae  are  taken,  and  equidistant  points  on  the  curve  determined. 

5.  Offsets  from  Chords. — This  method  is  that  which  is  most  usually 
employed  when  an  angular  instrument  is  not  available  and  when  it  is 
necessary  to  resort  to  the  '*  chain  and  tape."  The  modi^  operandi  is 
as  follows : 

It  is  generally  desirable,  in  railway  and  other  work,  that  the 
"  chainage  "  shall  be  carried  continuously  throughout  the  whole  line ;  so 
that  if  the  chainage  at  T  is  n  chains  +  m  links,  the  first  chord  length  will 
be  the  remaining  portion  of  the  chain  length,  i.e.  (100  -m)  Unks.  The 
end  of  the  wth  liiJc,  which  falls  at  T,  is  held  there  while  the  front  end 
of  the  chain  is  swung  round  from  a  (Fig.  208),  in  line  with  T  and  A, 
through  the  calculated  distance  aoi,  thus  fixing  the  point  a^,  (n  +1) 

^  Jackson,  Aids  to  Survey  Practice, 
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chains  from  the  commencement  of  the  work.  The  chain  is  next  pulled 
in  the  direction  of  To^  produced,  until  ajb-l  chain  (or  ^  chain  as  the 
case  may  require),  and,  the  rear  end  of  the  chain  being  held  at  o^,  it 
is  swung  round  this  point  as  centre,  moving  the  fore  end  from  6  to  &i, 
through  the  second  calculated  o&et  distance  66^.  ajbi  is  then  pro- 
longed to  c,  b^c  being  the  length  of  chord  required,  and  the  point  c^ 
found  by  swinging  th^  chain  round  bi  as  centre,  through  a  distance 
equal  to  the  third  calculated  ofbet  cc^.  This  method  probably  gives 
better  results  than  those  by  offsets  from  the  tangents  (Method  2),  but 
is  not  nearly  as  accurate  as  those  methods  in  which  a  theodolite  is 
used.  If  the  curve  does  not  join  the  tangent  AT^  at  the  correct  point 
Ti — ^and  probably  it  will  not  do  so  at  the  first  trial — the  points  a^,  bi,  Cj, 
etc.,  must  be  adjusted  by  repeating  the  work  until  a  correct  result  is 
obtained.  For  ordinary  railway  curves  of  20  or  more  chains  radius 
a  1  chain  length  of  chord  is  quite  suitable,  but  for  sharper  curves  a 
chord  length  of  |  chain  or  less  should  be  adopted. 

berivation  of  Formulae, — Let  the  angle  aTa^  (Fig.  208)  between  the 
tangent  aT  and  the  chord  To^  be  S  radians.    Then  the  angle  subtended 
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at  the  centre  0  by  Ta^  =  28  (III.  20  and  32).    But  as  the  chord  To^ 
is  nearly  equal  to  the  arc  To^, 

Tai  =  R.28 


and 


8  =  '^\ 
2R 


.     (12) 


Similarly,  the  chord  aa^  is  nearly  equal  to  the  arc  aa^, 

/,  aa^^Toi .  8, 

or  by  substitution  from  (12) 

Ta2 

"^  =  -2R' 

2 


or 


-  ^1 


2R'  • 


.     (13) 


where  o^  is  the  first  offset  and  q  is  the  length  of  the  first  chord. 
At  a^  draw  a  tangent  to  the  curve,  cutting  Ta  in  Oj  and  66^  in  62* 
Then  OjT  =  0201,  because  both  are  tangents  to  the  circle  from  ag, 

and  Z.  ajToi  =  Z- OjOiT.    Also  Z.  OgOiT  =  Z.  fta^fegj  which  is  vertically 

opposite  (I.  16). 
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The  triangles  aTo^and  bct^  b^  are  approximately  similar  as  both  are 
nearly  isosceles, 

"aj)     Ta'  ^^•^^"Ta:''i"^'2R~2R- 
Also  bj)i  being  the  ofEset  from  the  tangent  a^&j)  ^^7  ^^  written  as 

2R' 
The  second  offset  bb^  is  therefore  equal  to  66,  +  62^1,  i.e. 

'     2R     2R     ~2R~-     •        •        •    ^'^^ 

Similarly,  O3  =     ^r"^»  from  which  when  c^  and  Cg  are  equal,  as 
would  usually  be  the  case, 

03=^ (15) 

The  remaining  offsets  are  all  equal  to  this,  when  equal  chords  are  em- 
ployed, except  the  last  one  (which  should  finish  at  the  tangent  point  T^). 

This,  as  the  last  chord  length  is  probably  an  uneven  number  of 
links,  is  ,  . 

o,.  =  ?»(?!^^ (16) 

Example  (B.Sc.  Lond.). — ^Two  roads  meet  at  an  angle  of  127°-30'.  Calculate 
the  necessary  data  for  setting  out  a  curve  of  15  chains  radius  to  connect  the  two 
straight  portions  of  the  road  (a)  if  it  is  intended  to  set  out  the  curve  by  chain 
and  offsets  only,  (6)  if  a  theodolite  is  available.  Explain  carefully  how  you 
would  in  both  cases  set  out  the  curve  in  the  field. 

(a)  The  deflection  angle  0  (Fig.  202)  is  180°  - 127°.30'=  52^-30'. 

From  equation  (1)  the  tangent  distances  AT  and  AT|,  from  which  T  and  T| 
may  be  located,  are  each  equal  to  R  tan  26° -15^ 

=  15  X  -4931  =  7-397  chains. 

52*6 
The  length  of  the  curve  is  t  x  15  x    ^^  chains 

=  13*744  chains. 

Taking  13  chords  each  equal  to  100  links  and  one  chord  of  74*4  links,  it  is 

100' 
found  by  formula  (13)  that  the  first  offset  o^—^  _        =3J  links. 

As  the  chords  are  all  equal  with  the  exception  of  the  14th,  the  next  12  offsets 

100' 
— by  formulae  14  or  15 — are  each  equal  to  _ _  =6f  links. 

The  last  offset  by  formula  (16)  is 

"  2x1600  ^ 

Similarly,  if  50-link  chords  had  been  adopted, 

Oj=   -83  link. 
Oj-Ogy=  1-66  link. 


02g=   '61  link. 


(6)  See  solution  after  Method  7. 
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6.  Offsets  from  Chords. — In  those  cases  in  which  the  ground  out- 
side the  curve  is  not  favourable  for  chaining,  the  curve  may  be  set 
out  by  means  of  offsets  from  chords,  inside  the  circle. 

Let  the  chords  Ti^,  OiC^,  b^diy  etc.  (Fig.  209),  be  of  equal  length  L 
Then  as  the  versed  sine  of  any  chord  of  a  circle  is  given  by  equation  (5) 

asf;  =  R-/R*-  (^j  ,  the  lengths  OiO^  bjb^,  c^r^,  etc.,  can  be  calculated, 

when  the  radius  and  length  of  chord  are  decided  upon. 

If  Tm  be  set  out  along  the  straight  length  AT,  and  made  equal  to 
Ta^,  then  the  length  Tt^  is  half  the  full  distance  ajfl^,  hfi^,  etc. 

This  may  be  shown  if  the  curve  be  continued  beyond  the  tangent 
point  T  to  Wi,  so  that  m^ai  corresponds  with  the  ordinary  chords 
Tftj,  a^Ci,  etc.  Then  T^  is  equal  to  a^ii^,  h^^  •  •  •  *»  ^.Iso  m^a^'iB  parallel 
to  the  tangent  mak  at  T.  T^g  is  at  right  angles  to  ma,  and  m^m  is 
approximately  so,  hence  the  diagonal  ma^  of  the  rectangle  mac^mi  very 
nearly  bisects  Tfj  in  t^,  i.e,  T^g  ^^7  ^®  considered  as  half  the  versed 
sine  of  a  chord  of  length  l.    (5)ncisely,  the  method  of  procedure  is  to 


Fig.  209.-Off8eta  from  Chords. 

set  out  T^2  ^om  the  tangent  point,  approximately  at  right  angles  to 
TA,  chain  Tm  equal  to  ^  {e.g.  50  ft.  or  50  links),  and  produce  w/g  to 

a^,  making  ^2%  also  equal  to  ^.    At  a^  set  out  0^02  radially,  and  produce 

the  line  Toj  to  6^,  making  ajb^  =  ^,  and  Tft^  =  I ;  and  continue  this  method 

until  the  second  tangent  point  T^  is  reached. 

The  expression 

2 


»-«->'-©' 


for  the  offsets  may  generally  be  simplified  when  the  value  of  R  is  large 
compared  with  L,  as  would  usually  be  the  case  in  practice,^ 

for  ^-v^J^f. 

i.e.  (R-t;)2  =  R«-(|y 

^  In  American  practice,  when  a  100  ft.  chord  subtends  a  definite  angle,  t.g.  n^, 
and  the  radios  is  not  an  even  number  of  feet  or  chains,  it  may  be  more  convenient  to 
refer  to  tables  for  the  values  of  the  offsets,  e.g.  t;=R  versin  n  . 
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and  2R«  =  (^*, 

neglectii^  i^,  which  is  small  in  comparison  with  R  and  L', 


L\« 


or 


© 


t;=  . 


2R' 


The  value  of  i;  is  thus  equal  to  the  offset  from  the  tangent  calculated 

for  a  chord  of  length  ^  (Method  2) — ^a  result  which  is  evidently  true. 

E,g.  in  Fig.  209  the  chord  of  the  arc  m^Taj  is  parallel  to  the  tangent 
at  T,  so  that  the  versed  sine  Tt,  is  equal  to  the  perpendicular  distance 
between  them,  i.e.  equal  to  aa^  or  mmi,  and  by  formula  (8) 


© 


^"  2R  "  2R'  ^^®^®  ^«i=^- 

The  method  is  also  applicable  when  the  chords  are  not  all  of  equal 
length,  as  is  shown  in  the  following  example. 

Example, — ^The  chainages  at  the  beginning  and  end  of  a  20-chain  onrve  are 
113*55  and  118*76  chains  respectively.  It  is  required  to  determine  the  ofbets 
necessary  for  locating  pegs  at  } -chain  intervals. 


The  let  ofliset 


The  2nd  offset 


=  J. -^=-25  link. 
*    4000 

=^^>^^=.561ink. 
4000 


The  3rd  to  10th  offset  =  ,^='62  link. 

4000 


The  nth  offset 


=  ?0x^26^.32  1ink. 
4000 


7. 


'8    Method  of   Tangential    Angles^   (Fig.   210),    which 


involves  the  use  of  one 
theodolite  and  a  chain  or 
tape,  is  the  method  which  is 
most  frequently  adopted  for 
setting  out  railway  or  other 
important  curves.  It  is  a 
very  convenient  operation, 
and  the  calculations  in- 
volved are  simple — particu- 
larly in  American  practice, 
where  the  "  degree "  of  a 
curve  is  stated.  It  yields  good  practical  results  unless  the  chords  are 
so  long  compared  with  the  radius  that  the  variation  between  the 
length  of  an  arc  and  its  chord  becomes  considerable. 

^  The  term  "  Deflection  "  angle  is  often  used  instead  of  Tangential  angla 


Fio.  210. 
Rankine's  Method  of  Tangential  Angles. 
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The  procedure  is  as  follows : 

The  theodolite  is  set  up  at  the  tangent  point  T  (Fig.  210)  with  the 
vernier  adjusted  to  360^,  and  the  telescope  is  directed  to  A  and  clamped. 
If  the  chainage  at  T  is  n  chains  +  m  links,  the  length  of  the  first  chord 
will  usually  be  (100  -  m)  links  (or  feet  as  the  case  may  be).  The  first 
tangential  angle  ATo^  is  calculated  from  the  formula  derived  below, 
and  the  vernier  of  the  instrument  fixed  to  read  this  angle,  the  telescope 
being  then  directed  towards  o^.  The  end  of  the  mth  link  is  retained 
at  T,  and  the  remaining  (100  -  m)  links  swung  round  this  point  as  a 
centre,  while  the  person  looking  through  the  telescope  indicates  to  the 
leader  at  o^  the  direction  in  which  he  must  move  in  order  to  obtain 
exact  coincidence  with  the  cross-hairs. 

ai  having  been  located,  and  the  instrument  stiU  remaining  at  T, 
the  vernier  is  altered  to  read  the  second  tangential  angle  ATb^  and  re- 
clamped.  The  telescope  is  consequently  directed  along  the  line  Ti^, 
and  the  second  chord  ajb^  is  set  out  by  swinging  the  chain  round  a^ 
as  a  centre  until  the  image  of  b^  coincides  with  the  cross-hairs.  The 
remaining  chords  are  set  out  in  a  similar  manner,  e.g.  the  position  of 
Ci  is  fixed  by  swinging  the  chain  round  b^  as  a  centre,  and  getting  co- 
incidence with  the  cross-hairs  of  the  diaphragm  when  the  telescope  is 
directed  along  the  line  TC],  and  the  vernier  reads  the  third  tangential 
angle  ATc^. 

The  formula  for  the  angles  will  now  be  derived.  The  first  tangential 
angle  (8^)  is  the  angle  ATa^,  between  the  tangent  TA  and  the  chord 
Ta^,  and  is  equal  to  the  angle  in  the  opposite  segment.  But  this  angle 
is  half  the  angle  subtended  by  Ta^^  at  the  centre  of  the  circle,  so  that 
Z.TOai-2.8i. 

When  the  length  of  the  chord  is  small  compared  with  the  radius 

of  the  curve,  the  chord  To^  is  approximately  equal  to  the  arc  Ta^,  and 

28 
its  length  L  =  27tR  .  ir^,  where  27rR  is  the  circumference  of  the  com- 

ooU 


plete  circle, 

..X  =360^ 

27rR     IT  *R 


.•..S..?|?xJL-^.bd.g,.» 


IT  R 

i.e.  1718-9 . 4  minutes.      .    (17) 

Similarly,  the  tangential  angle  82  of  cirp^from  the  tangent  at  %,  t.6. 

Z.  ba^bi  is  1718-9 .  :^  minutes, 

XV 

and  this  angle,  between  the  tangent  bc^i  and  the  chord  a^bu  is  equal 
to  the  angle  in  the  opposite  segment,  i.e. 

^baJb^==^(i^Tb^, 
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therefore  Z.  ATb^,  the  total  tangential  angle  of  b^,  i.e,  Aj,  is  equal  to 

Similarly,  Z.  ATo^,  the  total  tangential  angle  of  c^,  i.e.  A3,  is  equal 

7 
to  81  +  82  +  83,  where  83  =  1718-9 .  ^  minutes. 

The  total  tangential  angle  An  for  the  last  chord  {i.e.  8^  +  Sg  +  83  + 
.  .  .  +  8n)  should  evidently  be  equal  to  Z.  ATT^. 

Example, — See  Example  illustrating  Method  5,  p.  301,  Part  (6).  Here 
0^52^.30',  B=  15  chains,  and  the  length  of  curve  =  13*744  chains. 

There  will  therefore  be  13  chords  each  of  1  chain  length  and  one  chord  of 
74-4  links. 

«i=«8=«3  .  •  .  =  «i3=  1718-9.  j^ 

=   114-6  minutes 
=  l°.64'-6, 

5i4=  1718-9  X-'Jt* 
10 

=  l^-26'-3. 
From  this  data  the  tangential  angles  may  be  tabulated : 

Ai  =«i  =   l**-54'-6 

A2  =«i+52  =  3°-49'-2 

A,  =5i+52+«,  =   5M3'-8 

^13=^1+    •  •  •   5i3=135i=24°-49'-8 
^14=^13+^4  =26°-16'-l. 

This  value  of  a  14  agrees  with  z.ATTi=|=26°-15'. 

In  the  case  of  a  curve  deflecting  towards  the  Ufi,  each  of  these  values 
would  be  subtracted  from  360^  to  give  the  required  reading  on  the  vernier  of  the 
instrument. 

8.  The  Two  Theodolite  Method. — To  set  out  a  curve  over  rough 
ground,  two  theodolites  may  with  advantage  be  employed  (Fig.  211), 
and  the  use  of  a  chain  or  a  tape  dispens^  with ;  but  the  method, 
although  simple  and  accurate,  is  not  so  often  adopted  as  Rankine's 
Method  7,  owmg  to  the  fact  that  it  is  seldom  economical  or  convenient 
to  employ  two  experienced  surveyors  with  two  instruments,  upon 
a  curve  which  can  be  satisfactorily  located  with  one. 

If  the  chainage  at  the  tangent  point  T  is  n  chains  +  m  links, 
the  first  point  a^  on  the  curve  will  be  (100 -m)  links  from  T,  and 
the  tangential  angle  ATa^,  i,e,  S^,  is  calculated  as  in  Method  7,  i.e. 

C»  irrio/\        100  — W 

Oi  =  1710-9  X  — g —  mmutes. 

This  angle  ATa^  is  equal  to  the  angle  in  the  opposite  sesment, 
i.e.  jL  TT^o^  :  and  similarly  the  second  total  tangential  angle  A2,  i.e, 
Z.  AT61,  is  equal  to  TT^. 

Hence  it  is  easily  seen  from  Fig.  211  that,  if  a  theodolite  is  set  up 
at  T  with  its  vernier  reading  360°,  and  sighted  to  A,  while  another 
instrument,  with  its  vernier  reading  360°  is  fixed  at  T^,  and  sighted 
to  T,  then  by  fixing  the  same  reading  A  on  each  instrument,  the  inter- 

X 
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section  of  the  two  lines  of  coUimation  gives  a  point  on  the  curve. 
By  using  the  tangential  angles  calculated  by  formula  (17),  the  correct 
points  a^&i'  ^^-y  ^^^  ^  fixed,  so  that  the  chainage  is  continued  from  the 
straight  without  interruption  round  the  curve.  Any  particular  point 
is  qmckly  found  if  each  of  the  instrument  men  at  T  and  T^  in  turn 


ViQ.  211.— Two  Theodolite  Method. 


waves  the  staff  man  into  coincidence  with  his  cross  wires.    A  very 
few  trials  will  usually  suffice  to  locate  the  point. 

In  the  case  of  a  curve  deflecting  towards  the  fe/?,  each  of  the  values 
Aj,  Aj,  A3,  etc.,  would  be  subtracted  from  360®,  to  give  the  required 
readings  on  the  verniers  of  both  instruments,  the  zeros  being  as  already 
stated. 

To  set  out  the  curve  mentioned  in  the  Example  on  p.  305,  the  table 
of  tangential  angles  is  exactly  similar  to  that  calculated  on  p.  305. 

9.  Tacheometric  Curve  Banging. — Chaining  may  be  dispensed  with 
by  the  use  of  a  tacheometer,  but  the  method  is,  of  course,  much  less 
exact  than  Method  8.  If  the  instrument  is  set  up  at  T  (Fig.  212),  each 
point  on  the  curve  is  fixed  by  the  tangential  angle  from  TA  as 
before,  and  by  its  distance  measured  tacheometrically /rom  T — instead 

of  directly,  from  the 
preceding  point,  as  in 
Rankine's  Method. 

If  A  is  the  tangen- 
tial angle  (calculated 
from  formula  (17)), 
the  angle  subtended  at 
the  centre  of  the  circle 
is  2 A,  and  the  length 
of  the  whole  chord 
from  T  is  2R  sin  A 
(cf.  formula  (3)).  The 
various  lengths  are 
therefore  211  sin  A^,  211  sin  Ag,  etc.,  2R  sin  An,  where  A„  =  8j^  +  82  + 
.  .  .  +  8n,  as  in  Method  7. 

These  may  be  deduced  for  any  particular  value  of  R  and  8^,  83, 
etc.,  by  means  either  of  ordinary  sine  or  log  sine  tables,  or  of  special 
tables.  If  the  ground  is  moderately  level,  the  required  intercepts  on 
the  staff  can  be  calculated  by  formula  (4),  p.  229,  otherwise  if  inclined 
sights  (p.  234)  are  needed  the  method  would  be  very  cumbersome. 


Fig.  212. — Tacheometric  Curve  Ranging. 
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Example. — ^Make  the  necessary  oalculations  for  setting  out  tacheometric- 
ally  the  ourve  of  which  the  data  is  given  on  p.  301,  the  engineer's  chain  being 
referred  to. 

The  results  may  be  expressed  in  tabular  form. 


Table. 


Tangential  Angle,  ^. 

Length  (D)  of  Chord 
•  from  T. 
D»2R  sin  A. 

Intercept  on  staff  with 

telescope  approximately 

horizontal. 

JTeCba 

Ai  =   r-54'-6 

100 

•99 

A,  =  3°-49'-2 

199-8 

1-99 

A,  =  5**-43'-8 

299-5 

2-98 

A  4  =  7°.38'-4 

398-8 

3-98 

A  5  =  9°-33' 

• 

497-7 

4-97 

Ai,=24°.49'-8 

1259-8 

•  • 

•  « 

Ah  =  26M6' 

1326-8 

•  • 

Column  (1)  is  calculated  as  already  explained  on  p.  305,  Method  7. 
Column  (2)  is  calculated  from  the  formula  D=2R sin  a. 

Column  (3)  is  calculated  from  the  formula  D=« .  -'.+/+  d  ((4),  p.  229),  where 

'(=-100and(/+(i)=l. 

It  will  be  seen  that  beyond  the  fifth  point  the  distances  become  too  large  to 
be  clearly  distinguished  from  T,  so  that  then  the  instrument  would  need  to  be 
moved  to  point  5  and  the  tangential  angles  set  out  from  these  as  explained 
later. 

Points  6,  7,  8,  9,  10  would  be  fixed  with  the  same  intercepts  on  the  staff  as 
points  1,  2,  3, 4,  6  (Col.  3) :  after  which  the  instrument  would  be  moved  to  10,  and 
the  same  intercepts  used  for  11,  12,  13,  and  14  as  for  1,  2,  3,  4,  while  the  final 
intercept  16  would  be  4*71 — to  finish  at  the  tangent  point  T^. 

A  few  miscellaneous  problems  in  connection  with  the  ranging  of 
circular  curves  will  now  be  considered. 

(a)  To  find  the  positions  of  the  two  tangent  points  T  and  Tj  for 
a  curve  of  radius  R,  when  the  directions  of  the  two  tangents  BA  and 
AC  have  been  decided  upon,  but  the  point  of  intersection  A  is  in- 
accessible. 

On  the  tangents  BA  and  AC  respectively,  fix  any  two  points  E 
and  F  (Fig.  213).  Set  up  the  theodolite  at  E  and  *F  in  turn,  and 
measure  the  angles  BEF  and  EFC.  By  subtracting  each  of  these 
values  from  180°,  the  angles  AEF  and  AFE  in  the  triangle  AEF  are 
found,  and  the  angle  EAF  is  then  deduced  as  180° -AEF -AFE. 
The  deflection  angle  <f>,  being  equal  to  180°  -EAF  =  AEF  +  AFE. 

The  length  EF  is  next  measured  and  the  distances  EA  and  AF 
calculated,  i.e, 

^_EF.sinAEF  ^^dEA  =  ®^  ^'"^  ^^^ 


sin  EAF 


sin  EAF 


The  radius  of  the  curve  R  and  the  deflection   angle  <f>  being 
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known,   the  tangent  distances  AT  and  AT^  are   calculated  from 
fonnula  (1),  i.e. 

AT  =  ATi  =  R.tant 

To  fix  the  point  T  on  the- ground,  a  length  equal  to  (AT  -  AE)  is 
chained  ofl  from  E,  and  sbnilarly  T^  is  found  by  chaining  a  distance 
( ATj  -  AF)  from  F,  after  which  the  curve  may  be  set  out  by  one  of 
the  methods  abeady  described. 

Example. — ^To  find  the  positiona  of  T  and  Tj  when  the  following  values  have 
been  determined  by  direct  meaaurement  and  B=20  chains:  BEF=165°-36', 
EFC= 168*^-44',  EF=3-40  chains. 

The  angle  AEF = 180° -166°-36'= 14^-24'. 
The  angle  AFE  =  180°-168*'-44'=11M6'. 

.-.  0=:26**-4O'. 

AT=ATi=20  X  tan  12°.60'= 4-566  chains. 

3-40  X  sin  IV-W    3-40  x  -1954 


AE= 


AF= 


sin  25°-40'  -4331 

3-40  X  sin  14°-24'^3-^  x  -2487 
Bin25°-40'  -4331 

The  distance  of  T  from  E=AT  -  AE=3-022  chains. 
The  distance  of  Tj  from  F=ATi-AF= 2-604  chains. 


=  1-634  chain. 


=1-962  chain. 


Fio.  213. 


(6)  If  it  is  not  possible,  on  account  of  buildings  or  other  objects 
intervening  in  the  line  of  sight,  to  set  out  all  the  points  on  a  curve  by 
means  of  tangential  angles  (Method  7)  from  one  position  of  the  instru- 
ment T,  the  instrument  may  be  moved  and  the  work  proceeded  with 
as  follows. 

Suppose  Cj  (Fig.  214)  is  the  last  point  which  can  be  seen  from  T, 
and  that  the  tangential  angle  is  A^.  While  the  instrument  is  still 
stationed  at  T,  and  directed  towards  c^,  set  out  another  point  c^  in  the 
same  line  Tc^  produced.  Now  move  the  instrument  to  c^,  fix  the  vernier 
at  360°,  and  direct  the  cross-hairs  on  to  c^. 

If  nCjC^  be  the  tangent  at  Cj,  nCi=nT,  and  the  angle  /iCiT  =  A^; 
consequently  the  vertically  opposite  angle  c^c^  must  be  equal  to  A^, 
so  that  if  the  vernier  of  the  theodolite  is  again  set  at  A^  the  telescope 
will  point  along  the  tangent  CiC^. 

The  angle  c^Cid^  between  this  tangent  and  the  next  chord  Cidi  is 
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equal  to  the  angle  Ci^dj^  in  the  opposite  segment  {i.e.  8^,  Method  7) : 
hence  by  adding  A<.  to  each,  c^di  is  seen  to  equal  A^. 

Similarly,  the  angle  e^c^e^i  =^  e^di  and  consequently  Z.  c^iCi  =  A«, 
and  CgCj/i  *=  A/,  etc. 

From  this  it  may  be  seen  that  the  instrument  can  be  moved  from 
the  tangent  point  to  any  other  point  on  the  curve,  and  the  staking 


Fio.  214. 


out  proceeded  with  from  that  point,  using  the  same  calculated  angles 
as  before. 

Instead  of  sighting  to  an  arbitrary  point  such  as  c^,  when  the 
theodolite  is  moved  to  c^,  the  telescope  may  be  sighted  back  to  T  with 
the  vernier  reading  360°,  and  then  turned  vertically  through  180** 
(i.e.  transited) ;  or  it  may  be  turned  through  180°  in  azimuth,  and 
the  opposite  vernier  taken  for  the  new  points  on  the  curve.  If  practi- 
cable, however,  a  point  such  as  c^  should  be  fixed — ^to  eliminate  possible 
errors  due  to  the  line  of  collimation  of  the  instrument  not  being  in 
adjustment. 

(c)  To  determine  a  compound  curve  which  will  be  tangential  to 
the  two  straight  lengths  BA  and  AC  (Fig.  215),  and  also  touch  at  a 
point  P,  a  third  line  MN  intersecting  these. 

The  curve  will  be  made  up  of  two  circular  arcs,  each  of  which  will 
be  tangential  to  MN  at  P  ;  i.e.  MP  is  the  tangent  distance  ( =«MT)  of 


Fig.  215. — Compound  Curve 


the  one,  and  NP  (=NTi)  that  of  the  other,  so  that  T  and  Tj  c^n  be 
easily  located. 

Measure  the  angles  BMP  and  PNC«=5i  and  flj*  say.    Then  the 

radius  R^  of  the  curve  between  T  and  P  is  equal  to  MP  .  tan  ^  ;  and 

g 

Rg  the  radius  of  the  curve  P  to  T^  is  equal  to  NP  tan  ^,  by  formula 
(1),  p.  294. 
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(d)  To  determine  a  simple  curve  which  will  be  tangential  to  three 
lines  BA,  MN,  and  AC. 

Let  the  angles  at  A,  M,  and  N  be  6,  0^,  and  0^  respectively  as  in 
Fig.  215,  and  let  the  curve  touch  MN  in  P,  where  P  is  at  present  not 
located. 

By  considering  the  main  tangents  AT  and  AT^  by  formula  (1), 

R=AT.tanJ,     ....    (18) 

while  by  considering  the  tangents  TM  and  MP, 

R  =  MT  tan  Ji  =  (AT  -  AM)  tan  Ji.     .        .    (19) 

2  ^ 

Similarly,  R  =  (ATj  -  AN)  tan  J».       .        .        .    (20) 

By  substituting  the  value  of  R  from  (18)  in  (19), 

AT  tan  J  =  (AT  -  AM)  tan  % 

AT  (tan  ^  -  tan  g)  =  AM  tan  -^, 

AM .  tan  Ji 

.-.AT 0-     -0'       •        •        •    (21) 

tan    ^  ~  tan 
2  2 

AM .  tan  ^ .  tan  - 
and  R  = ^ g-,        .        .        .    (22) 

tan  -^  —  tan  - 
2  2 

from  which  equations  if  the  length  AM  is  measured  T  can  be  located, 
and  the  curve  staked  out. 

EjQ[impU.—U  ^=160%  ^.  =  171^-44',  ^,«168*-16',  and  AM=3  chains.    Then 
by  (21) 

.rp^      3  X  tan  85°-62'_ 

tan  86°-52'  -  tan  80° 
3x13-8378     =5.083  chains, 


or 


13-8378 -6-6713 

and  MT=:^  2*083  chains, 

R=ATtan80° 
=6083x6-6713 
=28*83  chains. 


(e)  To  determine  a  curve  which  shall  pass  through  a  given  point  P 
and  be  tangential  to  two  straight  lines. 

Let  the  angle  of  intersection  be  0,  and  let  the  co-ordinates  of  P 
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from  A  be  z .  y  as  in  Fig.  216.     If  measurements  have  been  taken 
Xi  and  iji  from  AT,  x  and  y  can  be  calculated. 


Then 
But 


OT    .  e 

6A  =  '"'2- 


ON  =  VOP*  -  PN*  =  -y/R^^^' 
.-.  OA  =  ON  +  NA  =  ■s/R^'^n^  +  y, 
.  0T_         R         _  .  e 

OA     VR^-a;2  +  y  2' 

.*.  R  cosec  o  -  y  =  \/B?  -  x", 


from  wliich       R  = 


e  ^ 

y  cosec  -  + 
^  2 


V^ 


+  a:^  I  cosec* 


0 


cosec*  -  - 1 


-•) 


.    (23) 


.    (24) 


Fiu.  216. 


e 


From  this,  if  r,  y,  and  x  are  known,  R  can  be  calculated,  the  + 

sign  of  the  quadratic  being  taken  for  a  curve  on  the  side  of  P  remote 
from  A. 

If  a:  =  0,  i.e.  P  is  the  apex  of  the  curve, 


R  = 


y  ^cosec  -  +  l) 
cosec*  -  - 1 


0   1 

cosec  -     1 


or 


y  sm 


1  -sin 


e 


0' 


.    (25) 


Example, — ^The  tangents  to  a  railway  curve  meet  at  an  angle  of  147°.  Owing 
to  the  position  of  a  building  a  curve  is  to  be  chosen  which  will  pass  near  a  point  A, 
50  feet  from  the  point  of  intersection  of  the  tangents  on  the  bisector  of  the  angle 
147°.    Find  to  the  nearest  half  degree,  the  degree  of  a  suitable  curve,  and  then 
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oaloulate  the  tangent  diatanoes  and  show  how  near  this  ouire  paates  to  A  (B.Sc 

Lond.). 

„                                                R  .    147 

Here  ,1;^ =sin  — • 

R  +  60  2  ' 

.-.  R=(R+60)  -9688, 

.'.  R= — .(uig     =^^^  ft-  approximately. 

Therefore  by  equation  (4)  ^=1150=*'^  ^^  ^**  nearly. 

UeiB  made  5^  R  =  -.-^^ = 1 146-3  ft. 

sin  A  'd^j 

But  from  (26)  y= 1146-3  (coseo  73**-30'-  1) 

»1146-3x-0429 
»49-2  ft. 

Therefore  curve  passes  about  -8  ft.  from  A. 

Transition  Onrves. — The  natural  tendency  of  a  body  moving  at  a 
uniform  speed  is  for  it  to  continue  its  motion  in  a  straight  line  (Newton's 
First  Law),  and  if  it  is  desired  to  prevent  this,  some  external  force  must 
be  applied. 

In  the  case  of  a  train  moving  round  a  curve,  the  force  is  applied 
by  the  action  of  the  rails  on  the  flanges  of  the  wheel,  and,  action  and 
reaction  being  equal,  the  train  consequently  exerts  an  equal  and 
opposite  force  on  the  rails. 

This  reaction  is  known  as  centrifugal  force,  and  its  magnitude  is 

lbs.  where 

^^  W  is  the  mass  of  the  body  in  lbs. 

V  is  the  velocity  in  feet  per  sec. 
r  is  the  radius  of  curvature  in  feet. 
jf=32-2  ft.  per  sec.  per  sec. 

The  train  also  exert-s  a  downward  force  of  W  lbs.  wt.,  so  that  the 
resultant  thrust  on  the  rails  is  as  shown  in  Fig.  217,  and  as  any  tan- 

gential  force  tends  to  carry  the  train  off  the  lines 
-^  and  to  push  the  rails  outwards  off  the  sleepers, 

"• — ! — f  the  track  should  be  banked  until  it  is  at  right 

angles  to  the  resultant  thrust.    The  horizontal 

^  component,  however,  varies  as  v  varies,  so  that 

this  can  only  be  done  to  suit  one  particular 

'^..„.^^     speed — usually  the  greatest  probable — on  any 

given  curve. 

Fig.  217.  jf  a  =  tan~^  —  is  the  angle  at  which  the  re- 

Coatiifagal  Force.  9^ , 

sultant  thrust  is  inclined  to  the  vertical,  then 
the  plane  of  the  rails  should  be  inclined  at  a  to  the  horizontal, 
and  to  effect  this,  the  outer  rail  is  raised  above  the  level  of  the 
inner. 

The  difference  in  level  between  the  two  rails  is  known  as  the  cant 
or  super-elevation  and  must  be  appUed  gradually  at  a  rate  not  greater 
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than,  say,  1  in  300 :  and  though  theoretically  a  larger  amount 
may  sometimes  be  required,  b"  or  6"^  is  generally  the  maximum 
allowance. 

In  the  case  of  a  simple  circular  curve,  because  the  curvature  is 
the  same  at  all  points,  the  full  allowance  is  required  immediately  the 
curve  is  entered  upon,  so  that  unless  the  first  lengths  of  curve  are  to 
be  insufficiently  banked,  the  cant  must  be  gradually  applied  along 
the  straight  length.  This  is  unpleasant  and  evidently  unsatisfactory, 
and  to  avoid  it  some  form  of  Transition  Curve  or  Curve  of  Adjustment 
should  be  employed  to  connect  the  straight  portions  to  the  main 
circular  arcs. 

The  gauge,  though  slightly  increased  on  a  curve,  is  practically 
constant,  so  that  if  A  be  the  cant,  and  G  the  distance  between  the 
centres  of  the  rail  heads. 


p  sin  a 


but 


=  tan  a  (nearly)  as  a  is  generally  small, 

*^ 

tan  o  =  — » 
G    gr 


(26) 


Therefore  for  any  given  gauge  and  maximum  speed  v,  A  «=  _,  so  that 

if  A  is  to  be  applied  at  a  uniform  rate,  an  ideal 
form  for  a  transition  curve  would  be  one  in  which   '^  ^ 

the  curvature  f-j  is  zero  at  the  tangent  point 

on  the  straight,  and  increases  uniformly  in  the 
same  ratio  as  the  distance  along  the  curve  until 
it  joins  the  main  curve  (radius  =  R)  with  a  curva- 
ture equal  to  r^. 

Let  P  and  Q  (Kg.  218)  be  any  two  points  at 
a  distance  hi  apart  on  a  transition  curve  TPQ, 
T  being  the  tangent  point  on  the  straight. 
Let  the  tangents  at  P  and  Q  cut  TA  in  M  and 
N  respectively,  making  Z.  PMA  =  ^,  say,  and 
-dQNA  =  <^  +  8^. 

Then  the  average  curvature  of  the  strip  PQ 

is^^ 

If  the  curvature  is  to  be  proportional  to  the 
length  I  of  the  curve  from  T,  then  .?  ^  ^i^  where  c,  is  a  constant,  t.e. 


Fio.  218. 
Transition  Curve. 
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from  which  by  integration         ^  =  ^i  ^ , 

or  by  writing  K  iov^  -  Z  =  K .  \/^ (27) 

The  curve  having  the  equation  ^  1  =  K\/^  is  thus  suitable  for  a 
transition  curve,  the  value  of  K  being  obtained  from  the  value  of  ^, 
say  <f>i  at  the  end  of  the  transition  curve  (t.e.  its  junction  with  the 
circular  arc)  when  Z  =  L. 

That  this  curve  I  =  K\/^  is  very  closely  represented  by  the  cubic 
parabola  x =c .  ^,  where  x  is  the  ordinate  to  the  curve  at  a  distance  y 
along  the  tangent  TA  from  T,  may  be  shown  as  follows. 

From  Fig.  218  it  will  be  seen  that 

dy  =  dl.  cos  <l> 
Substituting  ( ^  j   for  ^  from  equation  (27), 

dy=cs(i-g^^i+  .  .  .), 

and  on  integrating  //  =  ^ "  7^^  +  .  .  . 

But  as  ^  (which  is  expressed  in  radians)  is  a  very  small  angle,  K 
is  very  large,  and  the  second  and  following  terms  are  negligible  for  all 
ordinary  cases,  consequently 

y  =  I  nearly (28) 

Similarly,  dx=dl8m<l> 

and  on  integration  ^  "  sg^ ""  42K«  ^  *  *  * 

or,  asZ  =  y,  ^^3K^'^'        ....     (30) 

or  x^c.y^,  .        .        .        .    (31) 

where  ^"sKa* 


«( 


^  **  Transition  Curves  for  Railways,*'  Proc  I.C.E,  (cxL),  James  Glover;    and 
Setting  out  a  Transition  Curve,"  Proc.  I.C.E*  (oxcvii.),  W.  Hewson. 
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To  find  the  radius  of  curvature  r  at  any  point,  the  equation,  which 
is  well  known  and  may  be  easily  deduced,  is 


{l^{p)'\- 


dy 


,2 


or 


Therefore  from  equation  (30) 


1     dhc         , 


and 


or,  as  y  =  Z  nearly, 


(32) 


1  =  ^,  (as  in  (29)). 

dy^    K2' 

T    dy^    K2' 

In  order  to  fit  in  the  transition  curve  between  the  straight  length 
BA  and  the  circular  curve,  the  tangent  of  the  circular  curve  must 
be  "  shifted  "  an  amount  T^Ti^  (Fig.  219),  where  OT^  is  the  radius  of 
the  circular  central  portion 
of  the  curve,  and  OTj  is  the 
radius  of  that  circular  curve 
from  the  same  centre  0, 
which  would  be  required  to 
join  the  two  tangents  BA 
and  AC  were  no  transition 
curve  inserted. 

Let  the  distance  T^Tu 
— known  as  the  shift — be 
S,  and  let  the  radii  OTn  =  R 
andOTi=R  +  S. 

An  expression  for  the 
shift  S  mav  then  be  found 
as  follows. 

Let  E  be  the  point  at 
which  the  easement  curve  joins  the  circular  curve,  and  let  EF  be  the 
common  tangent  to  both  curves  at  E  making  an  angle  ^i  with  BA  at  F. 

Then  as  OE  and  OT^  are  perpendicular  to  EF  and  BA  respectively, 
the  angle  EOTi=^i. 

TiTji  is  therefore  equal  to  eE  -^xi  where  e  and  e^  are  the  pro- 
jections of  E  on  BA  and  OT^  respectively,  i.e.  the  shift 

S  =  TiTii  =  cE  -  R  (1  -  cos  ^i) 


Fio.  219. — ^TranBition  Chirve. 


=  eE-R{l-(l-|L%...)} 


eE 


2 


-  —^  nearly. 

2  ^ 
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But  from  equation  (30) 

3K«     3K2' 

becaufie  L,  the  length  of  the  transition  curve  TE,  is  by  equation  (28) 
nearly  equal  to  the  abscissa  Te=v. 

Also  from  equation  (32)  R  =  ^ ,  because  the  radius  of  curvature  at 

E  is  equal  to  that  of  the  circular  curve  which  it  joins ;    and  from 

equation  (27)  <f>^  =  jT^' 

jjt     g^a    L* 

Therefore  by  substitution  S  =  -g-^  -  -=- .  ^^^ 

1  L» 
"  12  K2' 

or  ^"^24R' ^^^^ 

the  form  of  expression  employed  in  Fronde's  Curve  of  Adjustment. 

If  the  radius  B  of  the  main  curve  has  been  decided  upon,  and 
if  the  angle  of  intersection  between  the  two  straight  lengths  BA  and 
AC  is  known,  the  position  of  T  relatively  to  the  point  of  intersection 
A  may  be  found  by  equation  (1),  as  for  a  circular  curve  of  radius  (R  +  S). 

Also,  if  the  amount  of  super-elevation  {i.e.  h  feet)  to  be  applied 
to  the  circular  portion  of  the  curve  of  radius  R  has  been  computed, 
the  length  L  of  the  transition  curve  may  be  determined  by  one  of 
several  methods : 

(a)  It  may  be  of  such  a  length  that  the  cant  is  applied  at  a  uniform 
rate  of,  say,  1  in  300,  when  L  =  300  .  h  .  feet,  in  which  case  if  A  is  limited 
to  6  inches,  the  maximum  value  of  L  is  150  feet ; 

(6)  It  may  be  of  such  a  length  that  the  rate  at  which  the  super- 
elevation A  is  to  be  applied  shall  not  exceed,  say,  2  inches  per  second ;  ^ 

(c)  It  may  be  of  a  constant  length,  say  150  ft.,  a  figure  which  is 
fixed  empirically. 

Or  {d)  it  may  be  of  such  a  length  that  the  rate  of  change  of  radial 
acceleration  shall  not  exceed,  say,  1  ft.  per  sec.*,  when  L  =  v*-fR. 

But  before  the  setting  out  of  the  curve  can  be  conmaenced,  it  is 
necessary  to  locate  T,  the  point  of  tangency  of  the  transition  curve, 

and  it  may  be  shown  that  T^T  is  equal  to  ^. 

Thus  TTi  =  Te-Eei 

=  Te  -  R  .  sin  ^1 

^  Some  Amerioan  railways  specify  that  the  rate  shaU  not  exceed  1^  inches  per 
second. 


CURVE  RANGING  317 

=  Te  -  R^i  nearly 

2LK2 
=  i.L (34) 

The  curves  may  now  be  set  out  by  one  of  several  methods  : 

(a)  The  central  circular  curve  of  radius  R  may  be  set  out  from  T^ 

or  from  E  by  any  of  the  usual  methods  already  described  in  the 

present  chapter. 

(5)  The  transition  curve  may  be  set  out — 

(1)  By  means  of  offsets  from  TA. 

(2)  By  means  of  offsets  from  TT^  and  from  the  arc  T^iE. 

(3)  By  means  of  deflection  angles  from  T. 

(1)  Offsets  from  TA. 

Prom  equation  (30)         x«  -^g, 
and  from  equation  (32)      K«  =  2lr  =  2LR, 

=  J^-L8 (36) 

The  ordinate  eE  is  therefore  4S,  and  the  ordinate  T^/  is  therefore 
iS,  i.e.  the  transition  curve  bisects  and  is  bisected  by  TiT^. 

(2)  Offsets  from  TT^  and  from  the  arc  T^E. 

At  n  feet  from  T  the  offset  from  the  tangent  TA 

"L^'eRV'^'L'-*^/" 

At  L  -  n  feet  from  T  the  offset  from  the  tangent  TA 

^(L-n)»   U 

At  L  -  n  feet  from  T  the  offset  from  the  tangent  TA  to  the  circular 
curve  

The  intercept  between  the  transition  curve  and  the  circular  arc 
at  n  feet  from  E,  where  n  is  less  than  JL,  is  therefore 

/  L*      T>        Li  TL       \^^     (L  -  nf    U 
im  +  ^-V         V2-")}--L3--6R' 

24R^'*     '^V     \    2R   /  /         6RL   ' 

which  reduces  to  'L .  ;^_. 

U  6R 
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That  is,  the  offset  from  the  circular  curve  to  the  transition  curve 
at  a  distance  n  from  E  is  equal  to  the  offset  from  the  tangent  to  the 
transition  curve  at  a  distance  n  from  T,  hence  half  the  curve  may  be 
set  out  by  offsets  from  the  tangent  TT^,  and  the  remaining  half  by 
equal  offsets  from  the  circular  curve  T^E. 

It  also  follows  from  the  above  result  that  the  rate  at  which  the  curve 
approaches  any  osculating  circle  is  constant,  and  equal  to  the  rate  at 
which  it  approaches  the  tangent  TA. 

(3)  Deflection  angles  from  T. 

By  the  differentiation  of  equation  (30),  i.e.  of  ^^0x^2  •  ^^ 

dx  ^  y* 

also  from  Kg.  218      ^ = tan  ^  =Pf  -  -*,  =  „Ci  •  \., 
*  dy  ^    piS.    pM    3K«  pM 

"K*    3K2'pM' 
or  pM  =  ^ (36) 

Hence  if  the  deflection  angle  ATP  =  8, 

tan  S  =  -, 
?/ 

and  tan  ^  =  — , 

y 

i.e.  tan  8  =  J  tan  ^, 

or,  since  8  and  </>  are  very  small  angles, 

tan  8  =  tan  J^, 
and  8  =  J^. 

But  ^  =  _^.,  radians. 


hence  ^  =  J  .  ^  2  radians, 


K- 
1 


^^^ .  P  radians, 

.  P  minutes (37) 


TT 


UL 


If  the  circular  curve  is  defined  by  the  number  of  degrees  subtended 
at  the  centre  by  a  chord  of  100  ft.,  i.e.  if  the  circular  curve  is  a  D" 
curve,  then 

^      L     D    , 

^^"2-100^^^"^' 
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and 


s      LD  ,  LD     .     ^ 

81  =  ^^  degrees  =  ^  minutes, 


where  S^  is  the  total  deflection  angle  ATE, 

and  S  =:  minutes.  . 

Li    lu 


.    (38) 


Numerous  tables  are  published  t^o  facilitate  the  calculations  of  the 
deflection  angles  for  different  spiral  curves. 

In  order  to  set  out  the  circular  curve  from  E,  the  direction  of  the 
tangent  at  E  may  be  found  by  sighting  to  T,  and  turning  through  an 
angle  TEF,  i.e.  ^^  -  8^  i.e,  g^^,  i.e. 

LD     .     ^ 

-— -  mmutes, 

5 

or,  as  the  point  F  is  f  L  from  T,  the  line  FE  may  be  set  out  by  sighting 
to  F. 

Compound  Carves. — If  it  is  required  to  insert  a  transition  curve 


Fio.  220. — Compound  Curve  with  Transition  Curves. 


between  two  circular  curves  of  radii  R^  and  Rg  respectively,  the 
amount  of  shift  8^  and  Sg  required  for  each  is  calculated  by  equa- 
tion (33). 

The  points  T^P  and  T'^  (Fig.  220),  at  which  the  curves  of  radii 
(Ri  +  Sj)  and  (Rg  +  S2)  would  touch  the  three  tangents,  are  then  com- 
puted as  explained  on  p.  310,  and  in  Fig.  215. 

The  transition  cur^-es  at  T^  and  T^'  are  located  as  already  explained. 
At  P,  when  the  two  curves  have  been  shifted  the  proper  amounts  S^ 
and  S2,  the  distance  between  the  tangents  of  the  shifted  curves  is 

P1V2  =  ^1  -  ^2- 

Also,  if  the  cants  on  the  two  curves  are  hi  and  ^2  respectively,  and 
if /is  the  maximum  rate  at  which  the  change  of  cant  is  to  be  applied, 
then  the  length  L  of  transition  curve  required  at  P  is 

L=/(Ai-A,). 

Otherwise  the  length  L  may  be  fixed  empirically  or  by  considering  the 
rate  of  change  of  cant  per  second. 

To  proceed  to  locate  this  length  I^  of  transition  curve,  use  may  be 


320  SURVEYING 

made  of  the  fact  that  the  rate  at  which  the  transition  curve  approaches 
either  of  the  osculating  circular  curves  is  constant,  and  equal  to  the 
rate  at  which  it  approaches  the  tangent  at  its  origin.  Hence  the 
transition  curve  is  bisected  at  a  point  (pj)  midway  between  the  two 
curves  so  that,  knowing  PiP^y  i-^'  ^i  -  S2,  and  the  length  L,  the  ofbets 
may  be  set  out  from  the  circular  arcs  tip^  and  ^7)2- 

Thus  from  p^  set  out  ^L  in  each  direction  to  meet  the  circular  curves 
in  U  and  t^  respectively.  Then  the  ordinate  x  from  the  circular  curve 
to  the  transition  curve  at  any  distance  y  from  ti  or  from  ^^  is 


©■ 


If  the  two  curves  are  reverse,  asimilar  procedure  is  usually  adopts, 
the  distance  between  the  shifted  curves  being  S|  +  Sj,  and  the  length 
of  transition  curve  L  =/(Ai  +  Aj).  The  ordinate  x  from  the  circular 
curve  to  the  transition  curve  (which  bisects  piP2  in  ^3),  at  a  distance 
y  from  ^  or  from  /j*  is 

x-^(Si  +  S^ (40) 

The  two  portions  of  the  transition  curve  would  then  have  a  common 
tangent  at  p^,  the  middle  point  of  PiP2y  but  by  this  method,  when 
the  cant  is  changed  at  a  uniform  rate,  the  cant  on  the  transition  curve 
near  the  centre  point  p^  may  be  in  the  opposite  direction  to  the  curva- 
ture. 

An  alternative  method  would  be  to  set  out  two  separate  transition 
curves  from  the  point  of  tangency  of  the  two  circles  of  radii  R^  +  S^ 
and  Rj  +  Sj,  i.e.  from  P.  One  curve  of  length  L^^/Aj  from  P  to  ^j, 
would  be  located  by  means  of  offsets  from  the  circular  curve  t^p^,  and 
the  other  of  length  \j2—f\y  or  from  the  arc  p^. 

The  ofiset  x  at  a  distance  y  from  ^  =  /-j .  S^,  and  the  offset  x  at  a 

3 


distance  y  from  ^2  =  f^  •  ^2> 


80  that  the  distance  p^^  between  the  circular  curves  would  be  divided 
in  the  ratio  of  Sj_ :  Sg  at  P. 

In  this  case  the  cant  on  the  transition  curve  would  become 
zero  when  the  curvature  is  nil,  as  the  curve  passed  through  P, 
but  the  two  portions  of  the  transition  curve  would  not  be  quite 
tangential  to  the  same  line  at  their  junction  as  is  the  case  in  the 
usual  method. 

Example, — Calculate  the  data  required  to  locate  transition  curves  for  a  com- 
pound curve  composed  of  two  arcs  of  40  chains  and  16  chains  respectively. 
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Assuming  a  speed  of  40  miles  per  hour,  ».«•  68-7  ft.  per  sec.,  hi  for  the  40- 
ohain  ourre 

_  4'9x(58-7)«  ^ 
32-2x40x66 

s=*2  ft.  nearly, 

where  4-9  ft.  is  the  distance  from  centre  to  centre  of  the  rails. 

Similarly,  ^  for  the  16-ohain  curve  =  '6  feet  (maximum).  Applying  the  cant 
at  a  rate  of  1  in  300,  Li=60  ft.,  L,  =  160  ft.,  or  Li=l-00  chain  and  Lj=2-60 
chains  say. 

Tl»«'»  8i=Jl^links-1041inkfl. 


and 


o  ^    (^50)       lixiVa  — 1.74  linka 

^*   24ba600  ^'^^-^  ^*  *"^- 


The  ordinates  for  setting  out  L|  are 

(irop '  *  ^  ^'^  ^^^^' 

so  that  for  pegs  at  50-link  intervals  the  offsets  are  -52  and  4-16  links. 

Similarly,  for  locating  L,  the  ordinates  from  the  equation  ;r= j^^  ^  x  4  x  1-74 

(260)' 

are  -06,  -44,  1-50,  3-56,  and  6-96  links. 

At  the  junction  of  the  two  curves  L  =&  1*50  chains  and  the  offsets  are  calculated 

from  the  formula  (35), 


160» 
t.e.  at  50  links  from  ti  or  ^  a;='10  Unk. 


a:=^x-701ink, 


Fig.  221.-— Vertical  Curves. 


Vertical  Giinres. — In  American  practice  the  longitudinal  inclina- 
tion or  gradient  of  a  railway  Une  is  usually  expressed  as  a  percentage, 
BO  that  an  inclina-  ^ 

tion  of  X  in  100  is  ^ 

an  x%  grade. 

When  two  grades 
meet,  it  is  advisable 
to  insert  a  curve  in 
a  vertical  plane  to 
round  off  the  angle 
that  would  other- 
wise be  formed  (Fig.  221).  Such  a  curve  is  known  as  a  Vertical  Curve ; 
its  form  is  generally  parabolic,  and  its  length  is  determined  by  the  rate 
at  which  it  is  decided  to  change  the  gradient  of  the  line. 

The  American  Railway  Engineering  Association  recommend  that 
for  first-class  railway  work  the  change  of  grade  shall  be  about  -1% 
per  100  ft.  chain  at  summits,  and  -05%  per  chain  at  sags,  though  these 
rates  are  often  exceeded. 

Thus  if  an  x%  up  grade  meets  a  y%  down  grade,  the  total  change  of 
grade  is  (x  +  y)%,  and  the  length  of  vertical  curve  required  to  connect 
the  two  tangents  will  be 

?-i^  =  10  (x  +  y)  chains  (Engineer's). 
•1 
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The  nearest  even  number  L  of  complete  chains  would  be  adopted.    The 
vertical  curve  would  then  commence  at  ^  chains  from  the  apex,  and 

finish  at  ^  chains  beyond  the  apex. 

The  elevations  of  the  beginning  and  end  of  the  curve,  and  of  other 
stations  along  the  tangents,  may  then  be  computed  if  the  elevation 
of  the  apex  A  is  known  ;  and  by  assuming  the  curve  to  be  parabolic 
the  distances  that  this  is  below  the  tangent  at  each  point  can  be 
calculated,  and  hence  the  elevations  of  the  points  on  the  curve  can  be 
found  as  in  the  following  example. 

Example. — ^If  the  up  grade  is  *8%  and  the  down  grade  '9%  the  ohange  of 
grade  is  1'7%  and  the  lez^rth  of  the  vertical  curve  is  17  chains.  This  would  be 
taken  as  18  chains  to  give  9  chains  on  each  aide  of  the  vertex.  If  the  elevation 
at  the  apex  A  (chainage»  130-00  say)  is  80*40  ft.,  the  elevation  of  the  beginning 
of  the  curve  at  a  chainage  of  121  00  is  80-40-  (9  x  '8)«73-20  ft ;  and  at  the  end 
of  the  curve— chainage  139*00— the  elevation  is  80*40-  (9  x  *9)»72-30  ft. 

The  elevation  of  the  point  a  (Fig.  221)  is  therefore  73*20+ 72*30  ^.y2»76  ft. 
Also,  as  the  parabola  will  bisect  Ao,  the  elevation  of  the  parabola  at  A 
80*40+72:76^7^.57  ft 


2 

The  elevation  at  a  chainage  of  122-00  on  the  curve  may  be  found  as  follows  : 
Elevation  of  station  122*00  on  tangent =80*40-  (8  x  -8) =74*00  ft. 
Distance  of  curve  below  tangent  at  this  point  ~  (    ]  x  (80*40  -  76*57) 

=^x3-83=0-47ft 

The  elevation  of  the  point  122  on  the  curve  is  therefore  74*00-0*47=73*53  ft. 
Similarly  the  elevation  of  other  points  on  the  curve  may  be  calculated. 

Other  eicamples  are  given  on  p.  324  to  be  solved  by  the  student. 

If  the  inclinations  are  expressed  as  fractions  instead  of  percentages, 
the  same  principles  are  applicable,  though  the  calculations  may  be 
more  laborious. 


EXAMPLES 

(1)  Calculate  the  ordinates  at  25-ft.  distances  for  a  circular  curve  having 
a  long  chord  of  350  ft.  and  a  versed  sine  of  15  ft. 

(2)  (U.  of  L.)  On  a  railway  survey  the  azimuths  of  two  intersecting  courses 
are  275^-30'  and  289^-00'  respectively.  It  is  decided  to  connect  these  courses 
by  a  4°  curve  and  the  chainage  of  the  intersection  is  132  chains +24-5  (the  100-ft. 
chain  being  used). 

Fill  in  the  following  table  for  the  curve  : 
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Azimuths. 

Deflection. 

• 

Bad. 

Tang. 
Dist. 

s 

Chainage. 

l8t 

Tang. 

Long 
Chord. 

2nd 
Tang. 

B. 

L. 

Curve 
heglna. 

Apex. 

Curve 
ends. 

(3)  Work  out  the  neoessary  quantities  for  setting  out  the  curve  in  Question  2 
by 

(1)  The  method  of  offsets  from  chords  (usual  method). 

(2)  „  „  „  (method  6). 

(4)  (U.  of  L.)  The  chainage  at  the  point  of  intersection  of  the  tangents  to  a 
railway  curve  is  3876  links,  and  the  angle  between  them  is  124*^. 

Find  the  chainage  at  the  beginning  and  end  of  the  curve  if  it  is  40  chains 
radius,  and  calculate  out  the  angles  which  are  required  in  order  to  set  out  this 
curve  (a)  with  a  theodolite,  (b)  with  a  chain  and  tape  only. 

(5)  In  Fig.  216  BA  and  AC  are  intersected  by  a  straight  length  MN  and  the 
angles  ^1=130*^  and  ^,^160^  Calculate  the  lenffths  AT  and  AT^  if  the  curve 
TP  is  15  chains  and  PT^  20  chains  radius.  Find  aSao  the  position  of  P,  M,  and  N, 
and  the  length  MN. 

(6)  In  Fig.  215  if  ^ =130^  AM  =1 7-00  chains,  AN  =: 600 chains, and  MP » 4-50 
chains,  find  the  radius  of  a  curve  to  pass  through  P  and  to  be  tangential  to  AB  and 
AC.  If  the  chainage  of  A =120*56  chains  what  would  be  the  chainage  at  T,  P, 
and  Tp 

(7)  (U.  of  Lu)  A  light  raUway  is  to  be  carried  round  the  shoulder  of  a  hill, 

and  its  centre  line  is  to  be  tangent  to  each  of  the  three  lines  AB,  BC,  and  CD  as 

follows : 

Line.  Bearing.  Length. 

AB  North  SO""  £. 

BC  East  600  ft. 

CD  South 

Calculate  the  radius  of  the  curve  and  the  lengths  required  for  setting  out  the 
tangent  points. 

(8)  (U.  of  Lu)  The  whole  drde  bearings  of  two  straight  portions  AB,  BC  of 
a  railway  line  are  60  degrees  and  90  degrees  respectively.  The  chainage  of  the 
point  B  is  85-18  chains,  the  lOO-ft.  chain  being  used. 

The  two  lines  are  to  be  connected  by  two  transition  curves,  and  a  circular 
curve  of  12  chains  radius. 

The  length  of  each  transition  curve  is  to  be  150  ft.  Calculate  the  chainage 
for  the  beginning  and  end  of  the  three  curves.  Also  prepare  a  field  book  from 
which  the  transition  curves  and  the  circular  curve  could  be  set  out  with  a  chain 
and  theodolite. 

(9)  Two  straight  lengths  BA  and  AC  are  intersected  by  a  third  line  which 
makes  the  angle  BMN=130°  and  the  angle  MNC»150''. 

A  compound  curve,  composed  of  two  curves  the  radii  of  which  are  20  and  25 
chains  respectively,  is  to  be  employed  to  join  BA  and  AC  as  in  Fig.  220.  Make 
the  necessary  calculations  for  the  location  of  these  curves  if  transition  curves 
are  to  be  inserted  between  them  and  at  the  junctions  with  the  tangents  BA 
and  AC. 
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The  chainage  at  A  =  144  chains +54  links»  and  the  mazunum  Telocity  to  be 
allowed  for  is  45  miles  per  hour. 

(10)  Find  the  reduced  level  of  the  various  station  pegs  on  a  vertical  curve 
connecting  two  uniform  gradients  of 

(a)  +0-7%  and -0-9%  respectively. 

(6)  +0-7%  and +0-9% 

(c)  -0-7%  and -0-9% 

Take  the  reduced  level  of  the  intersection  point  as  160*60  ft.  in  each  case, 
and  the  maximum  rate  of  change  of  grade  as  0'2%  at  summits  and  0-1%  at  sags. 
The  +  sign  denotes  an  ascending  and  the  -  sign  a  descending  grade. 


»» 
»» 


Chapter  XI 

EARTHWORK  CALCULATIONS 

Before  proceeding  to  find  an  expression  for  the  volume  of  a  cutting  or 
embankment  it  may  be  advantageous  to  consider  the  mensuration  of 
one  or  two  geometrical  figures. 

(1)  To  find  the  volume  of  a  regular  or  irregular  cone  or  pyramid 
(Fig.  222).  Let  Oq  be  the  base  area,  and  d^  the 
perpendicular  distance  of  the  vertex  0  from 
the  base ;  and  let  a  be  the  area  of  any  section 
parallel  to  the  base  at  a  perpendicular  distance 
d  from  the  vertex. 

Tien  -  =  ^  as  the  linear  dimensions  of 

the  areas  are  proportional  to  d  and  d^  re- 
spectively. 

The  volume  of  an  elementary  strip  of  a 
thickness  8(2  at  a  distance  d  from  0  is  therefore 


a .  8<i  =  Oq  .  -j-^ .  8(2, 


do' 


Fio.  222. 


BO  that  the  volume  of  the  solid  is  the  integral  of  this  expression  between 
the  limits  d^O  and  d^d^,  i.e. 


Og  d^ _o^o 
3   A.*      3' 


or  if  a«  is  the  central  section 


4.\* 


a._V2/ 


<h»      <^ 


2 


or  00=4. a„ 


...V  =  «A^2^,(«^  +  4„^)|. 


•    (1) 


(2)  In  the  case  of  a  truncated  pyramid  or  cone  (Fig.  222)  the  limits 
of  integration  in  the  above  expression  are  d^  and  d^^  i.e.  the  perpen- 
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dicular  distances  from  the  vertex  of  the  completed  cone  on  to  the  top 
and  base  areas,  a,  and  Oq  respectively,  so  that 


-— •  Id* 


dd 


3-^aW-«^') 


_    "o 


3.d, 


2 


(do  -  dt){do*  +  <IA  +  <^*) 


_do-d, 


i'^^t^t^ 


(2) 


But 


'0  '*0 


^0^ 


=  «2i 


so  that  equation  (2)  may  be  written 

The  central  area        acia^i:  (-^-^~-j  :  ^q*, 


(3) 


t.e. 


I.e. 


<*o 


(4) 


Substituting  in  (2) 


V  =  ^'^(Oo  +  4a.  +  a,).  (5) 

This  equation  is  obviously 
true  in  the  special  case  when 

«o  ~  ^c  =  <h9  ♦•^-  ^^  applicable  to 
such  solids  as  cylinders  and 
parallelopipeds  which  may  be 
considered  as  frusta  of  cones 
and  pyramids  of  an  infinitely 
great  altitude. 

(3)  The  volume  of  a  wedge  or  prism  (Fig.  223)  having  its  two  end 
faces  parallel  may  be  derived  in  a  similar  manner. 

The  linear  dimensions  parallel  to  the  intersection  line  or  vertex  be 


Fio.  223. 


EARTHWORK  CALCULATIONS  327 

remain  constant  for  all  sections,  while  dimensions  at  right  angles  to 
this  are  proportional  to  d. 

Therefore  using  the  same  notation  as  before  —  =  j- (not  -,-«). 

The  volume  of  a  thin  strip  parallel  to  6c,  and  of  thickness  8(2,  is 
therefore 


and  the  total  volume 


a.8d  =  %i.8d, 


v^*:?  id.dd 


-t} 


01  for  a  truncated  prism 


2do  2' 


v=^M<io«-e^«), 


(6) 


(7) 


or  as  a,  =  ^.-.V  =  ^^(a,  +  aa).    •        •        • 

dp+^ 

'  ^^  25;; — *^  '  ^^' 

or  4.ac  =  2(ao  +  a2), 

so  that  if  V  is  expressed  in  terms  of  Oq,  a<.,  and  Oj,  from  (7) 

=  ^.0 -_^  (3o^  +3aj)^  (multiplyingnumerator 

and  denominator  by  3) 

=  ^^M«o  +  2(ao  +  o,)  +  o,) 

=  (^^)(ao  +  4a,  +  a2).         .        .     (8) 

A  parallelepiped  may  also  be  considered  as  a  special  case,  i.e,  as 
the  frustum  of  a  prism  of  an  infinitely  great  altitude  when  Oo,  a„  and 
02  are  all  equal. 

The  Prismoidal  Formula. — From  equations  (1),  (5),  and  (8)  it  is 
evident  that  the  volume  of  a  whole  or  truncated  cone,  pyramid,  or  prism 
may  be  expressed  by  the  same  rule,  viz.  that  the  volume  is  equal  to 
the  sum  of  the  areas  of  the  two  parallel  end  sections  +  four  times  the 
area  of  the  central  section,  multiplied  by  Jth  of  the  perpendicular 
distance  between  the  end  sections. 
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A  prismoid  is  a  solid  figure  having  two  parallel  plane  end  aieas, 
Aq  and  A2  Bay,  which  are  not  necessanly  siinilar,  but  may  be  of  any 
shape  whatever  provided  that  the  surfaces  joining  their  perimeters 
are  capable  of  being  generated  by  straight  lines  continuous  from  the 
one  perimeter  to  the  other. 

Let  the  perpendicular  distance  between  the  two  parallel  end  faces 
be  2D,  and  let  the  central  section  have  an  area  A^. 

Then  the  figure  is  evidently  composed  of  a  number  of  regular  or 
irregular  cones,  pyramids,  and  prisms,  of  a  uniform  height  2D,  so  that 
the  above-stated  general  formula  is  applicable,  t.«.,  as 

Aq  -=  Etto 
Ai  =  Ettc 
A2  =  2a2 
and  2D  =  2(do-dj), 

=  |(Ao  +  4Ai  +  A,).  ...    (9) 

If  the  dimensions  of  the  end  areas  are  measured,  those  of  the 
central  section  may  frequently  be  ascertained  by  calculation  and  the 
formula  (9)  applied,  or  if  desired  all  the  required  dimensions  may  be 
obtained  by  direct  measurement. 

Example, — find  the  volume  of  a  tank  whioh  is  excavated  in  level  ground  to  a 
depth  of  8'  -  6'.  The  top,  which  is  rectangular  in  shape,  has  an  area  of  50  ft.  x  20  ft., 
wlule  the  bottom  is  33  ft.  x  3  ft. 

Applying  formula  (9)  we  have 

D=4-26  ft. 

Ao=60x20=1000  sq.  ft. 

As  ==33x3=99  sq.  ft. 

Aj  (taking  a  mean  of  the  linear  dimen8ions)=41'6x  11-5, 

and  4Ai==41-5xll-5x4=lQ09sq.  ft 

.-.  V=-f-(1000+1909  +  99)=4261J  cub.  ft. 

An  incorrect  result  would  be  obtained  were  the  volume  assumed  to  be  either 
the  mean  of  the  top  and  bottom  areas  x  8*5  ft.  or  as  the  area  of  the  central  section 
X  8-6  ft. 

For  the  purposes  of  comparison  the  values  obtained  by  these  methods  are 
given 

(a)  Vi  =  ^^"^^^  X  8-6 = 4670}  cub.  ft. 

(b)  Vi=(41-6  X 11-6)  X  8-6=40561  cub.  ft. 

The  discrepancy  between  the  results  would  have  been  much  less  had  the 
areas  been  more  nearly  equal. 

In  order  to  compute  the  volume  of  a  cutting  or  embankment,  cross- 
sections  are  taken  at  sufficiently  close  intervals  to  split  up  the  total 
length  into  what  is  virtually  a  series  of  prismoids. 
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If  the  ground  is  of  fairly  uniform  slope,  the  sections  may  be 
equidistant,  when  the  calculations  are  simplified. 

Thus  if  Aq,  Ai,  A2,  A3  ...  An  are  the  areas  of  the  different  cross- 
sections  at  a  distance  D  apart,  then  as  long  as  D  is  sufficiently  small 
to  ensure  that  the  solids  between  A^  and  A^,  A^  and  A4,  A4  and  A«, 
etc.,  are  approximately  prismoidal,  i.e.  as  long  as  the  shape  of  the 
surfaces  can  be  approximately  traced  by  straight  lines  extending 
over  these  distances,  the  volume  enclosed  is 

-g(Ao  +  4Ai  +  A2)+ g(A2  +  4A3  +  A4)+  .  .  . 

The  volume,  where  there  are  an  odd  number  of  areas  {i.e.  n  is  even), 
is  then  given  by  a  formula  of  the  same  form  as  Simpson's  rule  for 
areas  in  Chapter  I.,  i.e. 

V=^(Ao  +  4Ai  +  2A,  +  4A3+  .  .  .  2An-2  +  4An-i  + An).       (10) 

When  there  is  an  even  number  of  cross-sections,  one  of  the  end 
divisions  must  be  treated  separately  by  any  convenient  method,  while 
the  Prismoidal  Formula  (10)  is  applied  to  the  remainder. 

If  the  value  of  D  cannot  be  kept  constant  throughout,  the  volume 
must  be  calculated  in  separate  lengths  over  which  one  value  of  D  is 
constant,  and  the  results  added.  (Cf .  the  application  of  Simpson's 
rule  to  the  calculation  of  areas,  p.  31.) 

The  cross- sections  may  be  taken  along  horizontal  instead  of 
vertical  planes,  if  desired,  and  this  method  is  often  very  convenient, 
e.g.  for  the  determination  of  the  capacity  of  reservoirs,  or  the 
amount  of  filling  in  hollows  or  of  excavation  in  hills.  If  the 
contour  lines  are  delineated,  the  enclbsed  areas  give  the  values  of 
A^  Aj,  A2,  etc.,  while  the  vertical  interval  corresponds  to  D  in  the 
above  formula. 

Example. — Caloulate  the  oubio  contents  of  the  length  of  embankment  of 
which  the  oross-Beotional  areas  at  50-ft.  intervals  are  as  follows : 

Distance.        0  60        100  160         200         260  300  ft. 

Area.  426        640        726        1690        1790        2600        1130  sq.  ft. 

V=^{(426+ 1130)+4(640+ 1690+2e00)+2(726+ 1790)} 
«> 

=  ^{1665+19,320+6032}  cub.  ft.  =  16,992  cub.  yds. 

The  Trapezoidal  Formula. — ^A  more  simple  rule  than  the  pris- 
moidal rule  for  volumes  is 

V=2-(Ao  +  2Ai  +  2A2+  .  .  .  2A„-i  +  An).      .        .    (11) 

This  is  mathematically  correct,  whether  n  is  even  or  odd,  if  the 
volume  between  successive  sections  can  be  considered  as  built  up  of 
a  number  of  prisms  and  parallelopipeds  or  cylinders,  each  of  a  height 
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D  {i.e.  with  the  omission  of  pyramids  or  cones),  as  bj  equation  (7) 
the  volumes  of  such  figures  are  given  by  the  formula 

Vi  =  ^(Ao  +  Ai). 
The  total  volume  V  is  then 

V=  2(Ao  +  Ai)+2(Ai  +  Aa)+  .  .  .   ^(An-i  +  A^), 

from  which  equation  (11)  is  easily  deduced. 

Example  I, — ^The  volume  of  the  tank  in  the  example  on  p.  328  was  found  by 
the  Trapezoidal  rule  to  be  4670f  oub.  ft.,  whereas  the  correct  value  obtained  by 
the  Prismoidal  formula  was  4261  (  cub.  ft. 

In  this  example,  however,  it  is  evident  that  the  rule  is  not  strictly  applicable 
as  the  solid  is  composed  of  a  central  parallelopiped,  4  prisms  at  the  edges  and 
4  pyramids  at  the  angles. 

The  more  closely  together  the  cross-sections  are  taken,  the  more  accurate  is 
the  result,  e.g.  if  the  value  of  D  is  taken  as  4-25,  and  the  central  area  is  considered, 
the  discrepancy  occurs  only  in  the  8  much  smaller  pyramids  at  the  angles,  instead 
of  in  the  4  large  ones,  and  the  derived  result  is 

V=^{1000+(2x477-26)  +  99}  =4363-7  cub.  ft.  nearly. 
o 

Example  2. — Calculate  the  volume  of  the  embankment  in  the  example  on 
p.  329  by  the  application  of  the  Trapezoidal  Rule. 

V=^{(426+1130)+2(640  +  726+1690+ 1790+2600)}  cub.  ft. 

*     « 15,044  cub.  yds., 
a  result  which  is  nearly  0%  less  than  that  derived  by  the  Prismoidal  Rule. 

Average  Area. — ^A  still  more  approximate  method  which  corre- 
sponds to  Rule  5  for  areas,  p.  30,  is 

y  ^  nD(A^  +  Ai  +  A2+  .  .  .  4- An)  Qg) 

ti  + 1 

Example. — Apply  this  rule  to  determine  the  contents  of  the  embankment  in 
the  example  on  p.  329,  and  that  above. 

«    300(425+640+726  +  1590+1790+2600+1130)      ,       , 

7x27  '^    ' 

=  14,129  cub.  yds. 

This  result  is  about  11}%  less  than  that  given  by  the  Prismoidal  Rule,  and 
about  6%  less  than  that  given  by  the  Trapezoidal  Rule. 

Cross -Sectional  Areas. — The  areas  of  the  various  cross -sections 
taken  for  the  calculation  of  quantities  may  be  determined  by  any  of  the 
rules  given  in  Chapter  I.,  which  may  be  suitable  for  the  particular  case, 
e.g.  when  the  capacity  of  a  reservoir  is  to  be  estimated,  the  areas 
enclosed  by  the  different  contour  lines  may  be  determined  conveniently 
by  means  of  a  planimeter,  or  by  means  of  a  computing  scale,  or  by 
give  and  take  lines. 

In  certain  cases,  however,  it  may  be  advantageous  to  employ  a 
special  formula,  or  to  resort  to  specially  compiled  earthwork  tables 


EARTHWORK  CALCULATIONS  331 

or  diagrams — ^for  instance,  in  the  computation  of  the  volumes  of 
cuttings  or  embankments  for  road  or  railway  work. 

After  the  route  of  the  proposed  work  has  been  finally  decided  upon, 
a  longitudinal  section  is  taken  along  the  centre  line,  and,  at  suitable 
intervals,  cross -sections  at  right  angles  to  this  are  determined  as 
explained  in  Chapter  YI. 

The  ''  formation  "  level  is  then  laid  down  upon  the  longitudinal 
section.  The  exact  position  of  this  is  a  matter  for  the  judgment  of  the 
engineer,  who  must  consider  such  points  as 

(1)  The  ruling  gradient  which  it  is  inadvisable  to  exceed. 

(2)  The  relative  and  actual  quantities  of  cutting  and  embankment, 
so  that  it  may  be  unnecessary  either  to  haul  excavated  material  a 
great  distance  to  an  available  tip,  or  to  bring  from  any  remote  points 
filling-in  material  for  an  embaahnent. 

(3)  The  levels  of  existing  roads  and  waterways  which  may  need  to 
be  crossed  or  joined,  and  which  cannot  be  unduly  interfered  with. 

(4)  The  number  and  extent  of  bridges,  viaducts,  aqueducts, 
tunnels,  etc.,  which  the  choice  may  entail. 

From  the  longitudinal  section  the  height  of  the  formation  line 
above  datum  at  the  various  cross-sections  is  ascertained  either  by 
calculation  or  by  scaled  measurements,  and  when  this  is  known  the 
profile  of  the  cutting  or  embankment  may  be  set  out  on  each  section. 
Thus  in  Figs.  224,  225,  and  226  let 

b  =  the  width  of  a  cutting  at  formation  level  TS. 
h  =  the  depth  of  cutting  on  the  centre  line  QN. 
8^  and  «2  —  the  horizontal  distances  ER  and  DP  from  the  centre  to  the 
intersection  of  the  side  _  _  ,.,        « 

slopes  with  the  original      ^ 

ground  level  at  R  and        V 
P  respectively.    These         \ 
values  are  known  as  \ 

side-widths,    side  -  dis-  \ 

tances,orhalf-breadths.  . 

n  horizontal  to  1  vertical 

==the  inclination  of  the  Fig.  224. 

side  slopes. 
m  horizontal  to  1  vertical = the  transverse  or  "  sidelong  "  in- 
clination of  the  ground. 
Ai  =  the  vertical  height  FR  of  the  point  R  above  the  formation 

level 
^  =  the  vertical  height  GPof  the  point  P  above  the  formation  level. 
Case  1.     When  m  =  0,  i.e,  when  the  ground  is  level  transversely 
(Fig.  224). 

The  area  A=  (fc  +  (^^  +  ^g))  o 

=  2(6  +  nA)^ 

=  {b  +  nh)h (13) 
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Case  2.     When  the  slope  of  the  ground  does  not  cut  the  formation 
level  (Fig.  226). 

Let  0  be  the  point  on  the  centre  line  at  which  the  side  slopes  would 
intersect,  t.e. 

NS : ON : : n : 1 


or 


o''-^- 


The  area      PQRST  =  the  A  QRO  +  A  QPO-  A  TSO 

-»{(»4)"*(»-a)--S} 


(") 


I  < « 


Fig.  226. 

This  formula  is  equally  true  whether  QR  and  QP  are  of  the  same 
slope  or  otherwise,  provided  that  the  values  of  s^  and  8^  are  known. 
If  the  heights  of  P  and  R  above  TS  are  known  the  formula  may  be 
expressed  in  terms  of  these  distances,  i.e.  the  area 

PQRST  =  the  sum  of  the  four  triangles  PTN  +  RSN  +  PQN  +  RQN 

==i(2(*i  +  *2)  +  A(«i  +  «2)} (15) 

Case  3  (Pig.  226).     When  the  slope  of  the  ground  cuts  the  forma- 
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tion  levely  so  that  one  portion  of  the  area  is  cutting  and  the  other 
portion  embankment. 

The  distance  XN  from  the  point  of  intersection  to  the  centre  of  the 
formation  level  is  mh. 


As  in  Case  2 


O.N-0^-|^. 


and  the  triangle 

XRS  =  the  A  QROj  +  the  A  QXCj  -  the  A  XSOi 


Similarly,  the  triangle 

PTX  =  the  A  QPO,  +  the  A  QXN-the  A  0,TN 

Or,  if  the  heights  Aj  and  h^  are  known, 
the  area  XRS  =  XSxi»i  =  j(| +otA)Ai, 

while  the  area  XPT-TXx  JA,  =  i(|_«,AW 


(17) 


(18) 
(19) 


The  formulae  (13)  to  (19)  deduced  above  apply  equally  to  embank- 
ments and  to  cuttings,  as  may  be  seen  by  inverting  Figs.  224, 226,  and 
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226,  and  numerous  tables  have  been  devised  from  these  and  other 
similar  equations. 

Sometimes  the  quantities  are  tabulated  in  two  tables.  One 
table  furnishes  the  volume  V<.  of  that  portion  immediately  above 
or  below  the  formation  level,  while  the  other  table  furnishes 
the  quantity  V,  in  the  two  portions  above  or  below  the  slope 
batters. 

The  central  portion  MWST  at  successive  sections  has  areas  a  = 
bh  and  a'  =  bh\  where  h  and  h'  are  the  respective  central  heights  of  the 
ground  above  or  below  the  centre  of  the  formation  level. 

The  volume  between  successive  cross-sections  may  be  considered 
as  approximately  the  frustum  of  a  prism,  so  that  the  cubic  contents 
are  obtainable  from  equation  (7),  i.e. 

A  correction  is  made  when  the  sidelong  slope  is  considerable  or  when 
the  ratio  of  A  to  A'  differs  very  much  from  unity. 

Similarly,  each  of  the  side  portions  may  be  considered  as  the  frustmn 
of  a  pyramid,  and  the  volume  is  obtained  by  equation  (3),  i.e. 

V,  =  j{{(h  +  V«i«7  +  <h')  +  («2  +  V^^  +  0}> 

where  a^  and  a^  are  the  cross-sectional  areas  of  the  triangles  WSR  and 
PMT  at  one  section,  and  %'  and  Oj'  those  corresponding  at  the  follow- 
ing section. 

Quantities  on  Curves. — ^In  the  formulae  derived  above  it  has  been 
assumed  that  the  longitudinal  centre  line  of  the  cutting  or  embankment 
is  straight,  and  now  the  case  when  the  centre  line  is  curved  on  plan 
will  be  considered. 

If  the  shape  of  a  solid  is  such  that  it  may  be  considered  as  the  space 
swept  through  by  a  constant  area  rotating  about  a  fixed  axis,  then  by 
the  well-known  rule  of  Guldinus  the  volume  is  equal  to  the  area 
multiplied  by  the  length  of  the  path  traced  by  the  centre  of  gravity 
of  the  area. 

Thus  if  an  area  A  is  rotated  through  an  angle  0,  about  an  axis  at  0, 
the  path  of  any  small  element  of  area  8A  has  a  length  oir  .0,  where  r 
is  the  distance  of  the  element  from  0,  and  the  volume  swept  through 
is  8A .  r .  ^. 

The  volume  swept  through  by  the  whole  area  ^Jir .  0  .  dA,  but 
Jir  .dAishj  definition  equal  to  A  x  R,  where  R  is  the  distance  of  the 
e.g.  of  the  area  from  0. 

Hence  the  total  volume  is  A .  R .  0,  and  as  R0  is  the  distance  traced 
by  the  e.g.  the  total  volume  is  equal  to  the  area  of  the  cross-section 
multiplied  by  the  length  of  the  path  of  the  e.g. 

For  example,  a  right  cone  may  be  considered  as  formed  by  the 
complete  revolution  of  a  right-angled  triangle  about  one  of  its  shorter 
sides. 
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E.g.  in  Fig.  227  AB  =  A,  the  height  of  the  cone. 

BC  =  f ,  the  radius  of  the  base. 

The  area  of  the  triangle  ABC  =  J .  f .  A,  and  the  e.g.  G  sweeps 
through  a  circle  of  radius  6F,  where  6F  is  perpendicular  to  AB  -  the 
axis  of  revolution. 

G  lies  on  the  median  CE,  at  one-third  of  the  distance  from  E, 

.-.  GF  =  i.BC  =  ir, 
and  the  path  of  G  =  27r .  ^. 

The  volume  of  the  cone  by  Guldinus'  rule 
is  thus 

irAx§7rr  =  -g-, 

or  ^   base  area  x  perpendicular  height,   a 

result  which  agrees  with  the   equation  on  Fio.  227. 

p.  325. 

Applying  this  rule  to  a  cutting  or  embankment,  it  will  be  seen  that 
if  the  shape  and  area  A  of  the  cross-section  is  constant,  the  volume 
will  be  the  product  of  the  area  and  the  length  between  the  sections 
measured  along  the  curve  through  the  c.gs. 

For  variable  sections  the  previously  derived  formulae  may  be  con- 
sidered as  satisfactory  when  the  length  along  the  path  traced  by  the 
c.gs.  is  substituted  for  the  length  along  the  longitudinal  centre  line  of 
the  formation  level. 

It  is,  however,  more  convenient  to  apply  the  correction  to  the  arecu 
instead  of  to  the  distance  D  between  the  sections,  because  the  eccen- 
tricity of  the  e.g.  varies  for  successive  sections,  unless  these  are  of 
uniform  shape  and  size,  and  consequently  the  actual  length  of  the  mean 
path  would  be  awkward  to  determine. 

Let  c  be  the  eccentricity  of  the  e.g.  of  a  particular  cross- 
section  of  area  A.  Then  the  volume  swept  over  in  a  short  length 
subtending  0  radians  at  the  centre  of  the  curve  is  approximately 
A(R±c)0. 

While  if  the  eccentricity  is  neglected  the  usual  rules  would  give 
V  =  A  .  R  .  d.  The  resulting  error  in  a  length  R  .  0  on  the  centre  line 
=  ±Ac6,  or 

Ac 
±^^  per  unit  length. 

Ac 
If,  therefore,  to  each  area  is  added  or  subtracted  an  amount  -^ 

according  to  whether  the  e.g.  falls  on  the  side  of  the  longitudinal 
axis  remote  from  the  centre  of  the  curve  or  otherwise,  and  the  usual 
rules  then  applied  to  the  corrected  areas,  a  sufficiently  near  approxi- 
mation to  the  true  volume  is  obtained.  In  fact  it  is  generally  considered 
sufficiently  accurate  to  neglect  these  corrections  altogether,  except  in 
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exceptional  circumstances,  such  as  a  deep  cutting  or  embankment  on 
a  sharp  curve  round  a  hillside  (Fig.  226). 

The  values  of  c  for  the  various  conditions  may  be  derived  as  follows  : 

Case  1.  When  the  surface  of  the  ground  is  level  and  the  area  is  sjrm- 
metrical  about  the  centre  line,  then  c  =  0,  and  no  correction  is  necessary. 

Case  2  (Fig.  226).    Let  PP^  be  drawn  parallel  to  TS. 

Then  the  area  may  be  considered  as  composed  of  the  two  figures 
RPPi  and  PPjST. 

The  area  RPPj  =  iPPi  x  (A^  -  A,) 

■=  *«  (*!  ~  *a)  fli^ce  PPi  =  2«, 

=  «,(?i±f«) (20) 

m 

The  distance  of  the  c.e.  of  the  triangle  BPP^  from  P  is  }rds  of  the 
horizontal  projection  of  the  median  PJ 

and  the  distance  from  the  centre  line  QN 

"'■^-'i-'i (21) 

The  distance  of  the  e.g.  of  the  whole  section,  to  the  right  of  QN,  t.e. 

(area  RPPj  x  ^)  +  area  PPjST  x  0, 

"  total  area  * 

or  from  (20),  (21),  and  (14), 


c  =  ??^*i 


ii^/i((...H)(»^|J-£}. 


m 


(22) 


or  from  (15)  c=    ,^     ^I'tih-h) ^,         .        ^    (33) 


3{|(Ai  +  A,)  +  A(»i  +  «i)} 


Case  3  (Fig.  226).    When  the  ground  surface  intersects  the  forma- 
tion level. 

(a)  For  the  right-hand  section  BXS,  the  eg.  lies  on  the  median 

BJ  of  the  triangle  BXS. 

NJ  =  (XJ-XN) 

=J(XN  +  NS)-XN 

NS-XN     ,fb       ,\ 
2 H2~*^> 
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and  the  horizontal  distance 

c=NJ  +  |(»i-NJ) 

(6)  For  the  left-hand  figure  TPX,  the  e.g.  lies  on  the  median  PJ^ 

and  NJi  =  i^H  +  ^)> 

and  the  horizontal  distance 

=  i(*2  +  |  +  ^) (25) 


«2      «    ,  /6 


Sidewidths. — Expressions  for  the  sidewidths  s^  and  «2»  &i^^  ^or  the 
heights  hi  and  Aj*  ^^7  ^^  deduced  as  follows  : 

Case  1  (Fi^.  224).  When  m=o,  i.e.  the  surface  of  the  ground  has 
no  "  sidelong     slope. 

Here  evidently  81=^8^  =  - +nh (26) 

Case  2  (Fig.  225). 

Si » the  longer  sidewidth — ^up  the  bank  in  the  case  of  a  cutting  and 
down  the  bank  in  the  case  of  an  embankment 

But  SF  =  nil 

-n(A  +  EQ) 

.-.  SF('l--5')-«*t"' 

\      m/ 


2m 


and  SF  =  -^^.A+     ^'^ 


m-n'       2{r»-n)' 
b    6     /.      6 


....,  =  SF  +  J  =  ^(a+,^-)-»»'L.    .        .    (27) 
2    2     \       2m/ m-n 

Similarly,  GT  =  nh^ 

-»{»-s(l*«^)). 
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^  GT(,.£)-M-i.|, 

.    PT^     ^^     (-L        ^  \ 

and  ,,  =  |  +  (a_M  ."»"..      .        .        .    (28) 

2     \      2m/m  +  n 

Case  3  (Fig.  226).  The  expression  for  s^  is  similar  to  equation  (27), 
but  towards  the  side  on  which  the  formation  level  is  intersected  hj  the 
surface  of  the  ground  : 

=  n(QD-A) 

-"(s(^«^)-»^ 

and  (n(l-^\^^.\-nk, 

The  values  of  h^  and  h^  are 

\h  +  —j  and  [h  — ^ J  respectively  in  Case  2, 

and  \h  +  —  j  and  f  A  -  -? j  respectively  in  Case  3, 

the  last  expression  for  A,  being  negative,  t.e.  in  the  opposite  direction 
to  h  and  h^. 

Setting  out  Sidewidths. — In  addition  to  their  application  in  the 
calculations  for  quantities,  the  values  of  8^  and  8^  so  obtained  are 
employed  in  setting  out  the  limits  of  the  slopes  on  the  ground,  and 
fixing  the  positions  of  the  boundary  or  fence  pegs,  say  6  ft.  more 
remote  from  the  centre  line,  though  sometimes  for  this  purpose  it  is 
considered  sufficiently  accurate  to  scale  the  distances  8^  and  8^  from 
the  cross-sections. 

An  alternative  method  of  locating  with  a  level  the  tops  of  cuttings 
or  the  bottoms  of  embankments,  particularly  on  steep  or  uneven 
ground,  is  as  follows  : 

The  levelling  stafE  is  held  at  Q  on  the  centre  line  of  the  work  and  a 
reading  is  taken.  The  stafE  is  then  held  at  a  point  K  say,  which  is 
judged  to  be  approximately  the  correct  position  of  the  top  of  the  slope. 

As  a  guide  to  this  approximation,  the  values  of  8^  and  8^  may  be 
scaled  from  the  cross-section,  or  t-aken  from  the  calculated  values,  or 

the  sidewidth  value  for  level  ground  \i.e,  q  +  w* )  inay  be  computed, 
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and  as  a  first  trial  an  allowance  made  with  the  eye  to  compensate  for 
the  *'  sidelong  "  slope,  i.e.  the  staff  is  held  at  a  selected  point  rather 
more  distant  from  the  central  position  on  the  upper  side  of  a  cutting 
or  the  lower  side  of  an  embankment,  or  rather  less  distant  on  the 
reverse  sides. 

If  the  altitude  of  this  point  K  is  found  to  be  say  h'  ft.  above 
formation  level,  then  E  ^nll  be  the  correct  position  and  lie  at  the 
junction  of  the  batter  of  the  proposed  work  with  the  surface  of  the 
ground,  if  the  measured  distance  from  Q  is  equal  to  the  calculated 

distance  «  +  wA'  =  a'  say. 

If  not,  a  further  trial  is  made,  and  the  stafE  held  at  a  little  greater 
or  a  smaller  distance  than  a'  ft.  from  the  centre  line,  accor£ng  as 
the  calculated  distance  s'  or  the  measured  distance  to  E  is  the  greater. 
A  new  reading  is  then  taken^  giving  the  height  above  formation  level 
as  say  h". 

The  calculated  distance  ^■¥nh'''^s''  say  will   now  generally  be 

found  to  agree  sufficiently  closely  with  the  measured  distance,  but  if 
not  the  process  may  be  continued,  and  any  required  degree  of  accuracy 
obtained. 

Example. — ^An  embankment  is  made  on  gromid  which  has  a  traosverse  alope 
of  1  in  10.  The  width  of  the  bank  at  formation  level  is  30  ft.  and  the  side  slopes 
of  the  embankment  are  2  horizontal  to  1  vertical. 

The  heights  of  the  bank  at  the  centre  of  the  formation  level  are  10,  14,  and 
16  ft.,  at  three  consecutive  sections  spaced  60  ft.  apart. 

Find  (1)  The  ddewidths. 

(2)  The  croBS-seotional  areas. 

(3)  The  volume  of  this  length  of  embankment  when  the  centre  line  is 

straight. 

(4)  The  volume  of  this  length  when  the  centre  line  is  a  circle  of  500  ft. 

radius. 

(1)  By  equation  (27),  t.e.  «i=s+  (*"*"2  )  -^»  *1^®  sidewidths  on  the  down- 
hill side  of  the  embankment  are 

Section  (i.)  16+  (lO+ JJ)  iJ^^^^'^^', 
„  (iL)  16+ (l4+J§)  ^-^-63.76', 
„    (iii.)    15+(l6+g)i^=68.76', 

while  on  the  uphill  Bide  the  sidewidths  by  equation  (28),  i.e.  «t=s+  (*"*2~/"~T~' 

are 

Section  (i.)    15+(10- 1-5)^=2917  ft., 

„     (u.)     15+(14-l-6)?2=36-83ft., 
^    (iiL)    16+ (16- 1-6) ^=3917  a 
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(2)  The  oroas-eeotional  areas  by  equation  (14),  »\e.  A = J  j  («i  +  «,)(  A  +  — ^  -  5^ 


are 


by  average  areas 


Section  (L)  i|(43-76+2917)  (lO+^)-^*\  =625-6  sq.  ft, 
„  (ii.)  i/(63-76+ 36-83)  (l4+^)-.^|  «850-6  sq.  ft, 
„    (iii.)    i|(58-76+3917)(l6+^)-^|  =  1038  sq.ft. 

(3)  The  volume  of  the  embankment  by  the  prismoidal  role  is 

V = ^  {526-5 + 4  (860-6)  + 1038} 
o 

» 82768  oub.  ft. 

»3066  cub.  yds., 

while  by  the  trapezoidal  role 

= ^  {626-6 + 2  (860-6)  + 1038} 

=81612-6  oub.  ft 
=3023  cob.  yds.  nearly, 

V = 2  X  60 /5?^:^±^^^^^±^???  I 

» 80467  oub.  ft 
=  2980  oub.  yds. 

(4)  The  eccentricity  from  equation  (22)  is  c=^^^^i±^/area, 

^.      t       t  ^r\       (43-76  X  29- 17)(43-76+29-17) 

therefore  for  section  (l)  c=^ ._-  ^4^..  .—^ 'p 

^  30x525-5 

from  which  by  logarithms,  or  a  slide  rule,  e=6-90  ft. 

8eoti<m(ii.)    e=(S3-75x35^83)(63-75+35-83) 

30  x  850-5 
=  6-76  ft, 

^.      /•.. .          (58-75 x39-17)(58-76+3917) 
for  section  (m.)    c 30x1038 

=7-24  ft 
The  correction  to  be  applied,  using  the  prismoidal  formula,  is 
50  r K„K  K  ^  5-90  .  ^  860-5  X  6-76  .  1038  x  7-24 »  ^„,    ^ 

y  f 2^'^^  5w +*•  — 500— +— w— r'^^- ^- 

=  1120  cub.  ft =41*6  cub.  yds.  about. 

To  the  trapezoidal  rule  the  correction  is 

60  fKOK  r  X.  6-W  .  2  X  860-5  x  6-76^  1038  x  7-241  ^„,    ^ 
2-l^^'^^500  + 600 +  — 500— r'*^-^ 

=  1105-7  cub.  ft.  =41  cub.  yds.  nearly. 


The  above  correction  is  added  if  the  centre  of  the  curve  lies  on  the  uphill 
side  of  the  embankment,  and  subtracted  if  the  centre  lies  on  the  downhill  side. 

Example  2. — ^At  a  certain  section  the  height  of  the  centre  of  the  embankment 
in  Example  1  is  2  ft 

Find  the  cross-sectional  areas  of  excavation  and  filling  in  at  this  point,  and 
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the  corrections  to  be  applied  per  unit  length  when  the  radius  of  the  centre  line, 
of  the  formation  level  is  500  ft. 

The  sidewidth  for  the  embankment  portion  is  by  equation  (27) 

=  16 +  (2 +  1-6)  ^=23-75  ft., 

8 

while  for  the  cutting  portion  by  equation  (29) 

*    2     \2m      )m-n 
=  15  +  (l-5-2)^ 

=  13-76  ft. 

The  area  of  embankment  by  equation  (16) 

=  i{(7-5+2)(23-75-f20)- 7-5  (15  +  20)} 
=76-6  cub.  ft.  nearly. 

The  area  of  cutting  by  equation  (17) 

=  J{(7-5-2)(13-75-20)-7-5(15-20)} 
=3-1  cub.  ft.  about. 

The  eccentricity  of  the  eg.  for  the  embankment  by  equation  (24) 

=}  (23-76  + 16- 20) =6-26  ft., 

and  the  correction  per  foot  run 

^Ac,^76-6x6-25^.gg^g^^t^^ 
500  600 

to  be  added  if  the  curve  is  concave  towards  the  uphill  side  of  the  slope,  and  sub- 
tracted if  convex. 

The  eccentricity  of  the  eg.  for  the  excavation  from  equation  (26)  is 

i  (13-76+ 16 +  20)  =  16-25  ft., 
and  the  correction  per  foot  run 

^Ac,_3  1xl6-26^.1^^l,^ 
600  600  ^  ^  "•      » 

to  be  added  if  the  curve  is  convex  towards  the  uphill  side  of  the  slope,  and  sub- 
tracted if  concave. 


EXAMPLES 

1.  (U.  of  L.)    A  railway  cutting  lies  approximately  east  and  west. 

Beginning  at  the  west  end  at  chainage  32  +  00  the  levels  taken  along  the  centre 
line  are  given  in  the  accompanying  page  from  the  level  book.  The  cutting  is 
30  ft.  wide  at  formation  level  and  the  side  slopes  are  1^  to  1.  The  sidelong 
slope  of  the  ground  is  downwards  from  the  north  side  of  the  railway,  and  the 
slope  is  shown  at  each  station  in  the  level  book.  Reduce  the  line  of  levels  and 
plot  the  longitudinal  section  to  the  following  scales : 

Horizontal,  60  ft.  to  1  in. 
Vertical,  10  ft.  to  1  in. 

The  formation  level  is  33-00  ft  above  datum  at  station  32  and  the  grade 
falls  1  in  40,  the  centre  line  of  the  whole  section  being  in  cutting.  Plot  the 
twelve  cross-sections  given  to  the  same  scales  as  the  horizontal  section. 

Plot  the  plan  of  the  area  required  for  the  cutting,  making  an  allowance  of  4  ft* 
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on  either  side,  from  the  top  of  the  slope  to  the  fence.  Calculate  the  area  between 
the  fences,  using  Simpson's  rule. 

Mark  down  the  area  of  each  cross-section  in  square  feet  and  determine  the 
volume  of  the  cutting  in  cubic  yards. 

N,B.— The  100  ft.  chain  is  used. 


Chaliutge. 

B.S. 

Int. 

9-37 

13*21 

32 

9-5 

33 

7-2 

34 

7-5 

34+50 

20 

35 

8-82 

0-3 

36 

5-5 

37 

0*34 

15-7 

38 

0-21 

10-7 

39 

1-8 

40 

8-2 

41 

140 

42 

14-7 

F.8. 


H.I. 


0-32 


0*36 

15-83 
15-53 


Reduc«d 
LeveL 


27-30 


Remarks. 


O.B.M.  stone 
S.E.  comer 
church 
T.P. 


T.P. 

T.P. 
T.P. 


Sidelong 

slope, 

1  in. 


160 

200 

level 

level 

level 

200 
75 

35 

10 

4 
4 
3 


2.  (U.  of  L.)  In  a  certain  railway  cutting  the  width  at  formation  level  is 
20  ft.,  the  sides  of  the  cutting  slope  at  1|  to  1,  and  the  surface  of  the  ground  has  a 
uniform  side  slope  of  1  in  10.  f^d  the  volume  (in  cubic  feet)  of  the  excavation 
between  two  points  200  ft.  apart  on  the  centre  line,  the  depth  of  cutting  at  the 
first  point  being  25  ft.,  and  at  the  second  point  30  ft.,  while  at  a  point  half-way 
between  the  depth  is  26  ft. 

3.  If  the  points  in  Question  2  lie  on  a  curve  of  1000  ft.  radius,  what  would  be 
the  correction  to  be  applied  ? 

4.  (U.  of  L.)    The  base  of  a  railway  cutting  is  32  ft.  in  width,  the  depth  of 

formation  level  is  34  ft.  below 
the  centre  line  of  the  railway, 
the  side  slopes  are  If  to  1, 
and  the  surface  of  the  ground 
falls  1  in  8.  Calculate  the 
half -breadths  for  the  cutting. 
At  a  distance  of  1  chain 
along  the  centreline  the  depth 
of  formation  level  is  28  ft., 
and  at  a  distance  of  2  chains 
it  is  20  ft.  Find  the  volume 
of  earthwork  to  be  removed. 


5.  (I.C.E.)    In  the  sketch 
printed  on  tlds  page,  you  are 

^V>y  9   -y.^y.y.^.y.y.^.  ^yft-    shown  a  contour  map  with 

a  road  30  ft.  wide  marked  on 
Fio.  228.  it.    The  road  is  to  be  made 

with  a  gradient  falling  3  in 
100  from  the  point  A,  whose  level  is  to  be  made  40.  If  the  sides  of  the  banks 
and  cuttings  are  to  slope  1^  to  1,  mark  the  top  and  toe  of  the  slope  on  each  side 
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of  the  road,  and  write  down  the  height  of  cut  or  bank  at  centre  of  the  road 
every  100  ft.  from  A. 

6.  (U.  of  B.)    At  every  hundred  yards  along  a  piece  of  ground  levels  were 
taken ;  they  are  as  follows : 


^M«w1a 

Bednced  Levels. 

UtlS. 

JTOOvs 

0 

21000 

100 

220-22 

200 

231-49 

300 

237-96 

400 

240-53 

500 

243-10 

600 

245-47 

700 

249-93 

800 

25000 

A  cutting  is  to  be  made  for  a  line  of  uniform  gradient  passing  through  the 
first  and  last  points,  namely,  through  the  210-00  ft.  mark  and  the  250-00  ft. 
mark.    What  is  the  gradient  ? 

Taking  differences  between  the  height  of  formation  and  the  original  height  of 
surface  to  the  nearest  ^  ft.,  calculate  the  volume  of  the  cutting  on  the  assumption 
that  there  is  a  natural  side  slope  of  10  to  1. 

Given  breadth  of  formation  »=  36  ft. 

« aslope  of  cutting  on  each  side^l^  to  1. 


Chapter  XII 

HYDROGRAPHIC  SURVEYING 

Hydrografhio  Surveying,  as  the  name  implies,  is  that  branch  of 
surveying  which  in  one  way  or  another  is  concerned  with  the  measure- 
ment of  a  body  of  water.  It  includes  such  operations  as  the  deter- 
mination of  contour  lines  under  water,  the  cross  -  sections  and 
discharges  of  streams,  the  location  of  high  and  low  watermarks,  and 
the  boundaries  of  lakes,  the  *'  set "  of  tides  and  the  directions  of 
currents,  etc. 

Contour  lines  under  water,  or  '*  Lines  of  Equal  Depth,"  may  be 
referred  for  engineering  purposes  to  a  datum  at  the  mean  low-water 
level  of  ordinary  spring  tides,  or  to  a  datum  at  mean  sea-level,  or  to 
any  other  arbitrary  datum.  In  this  country  it  is  often  convenient  to 
refer  to  the  Ordnance  datum  (O.D.).^ 

For  nautical  purposes  the  mean  2ou^ water  level  is  generally  referred 
to,  but  it  should  be  borne  in  mind  that  this  level  may  vary  considerably 
along  different  parts  of  a  coast ;  and  although  it  is  immaterial  for 
nautical  charts,  the  datum  may  not  be  suitable  for  engineering  works 
unless  these  are  of  limited  extent. 

To  determine  these  contour  lines,  measurements  known  as  soundings 
are  taken  downwards  from  the  surface  of  the  water  to  the  bed  of  the 
sea,  river,  or  lake  as  the  case  may  be,  and  from  the  spot-levels  or  cross- 
sections  so  obtained  the  contours  are  interpolated,  as  explained  in 
Chapter  VI. 

For  very  shallow  water  and  for  the  interval  between  high  and  low- 
water  marks,  it  is  generally  preferable  to  take  the  levels  directly  with 
a  dumpy  or  other  level,  and  an  ordinary  levelling  staff — ^the  staff  man 
being  provided  with  "  waders  "  if  necessary. 

For  deeper  water  this  method  is  not  applicable,  and  the  vertical 
downward  distances  from  the  surface  are  measured  by  means  of  a 
graduated  rod  (up  to  say  15  ft.),  a  brass  or  iron  sounding  chain  sub- 
divided into  feet  by  tellers,  or  a  sounding  Une  of  hemp  having  small 
indicating  tapes  inserted  at  every  foot  of  its  length,  and  with  either 
fathoms  *  or  10-ft.  lengths  specially  distinguished. 

Whichever  of  these  measuring  appliances  is  used,  it  is  heavily 
weighted  with  a  leaden  weight ;  and  sometimes  a  device  for  bringing 
to  the  surface  a  specimen  of  the  bed  is  attached.     This  device  may 

^  See  p.  163.  *  1  fathom=6  ft. 
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be  a  cup-shaped  scoop,  or  merely  a  piece  of  tallow  inserted  into  a 
hollow  in  the  bottom  of  the  weight. 

For  nautical  charts  the  depths  are  generally  required  in  fathoms, 
while  for  engineering  works  the  foot  unit,  decimally  divided,  is 
employed. 

In  a  fast-flowing  stream  or  current  the  boat  from  which  the  sound- 
ings are  being  taken  is  pulled  in  the  direction  of  the  current,  and  then 
while  a  readii^  is  being  observed,  allowed  to  float  freely  with  the  stream. 
The  boat  is  thus  carried  down  stream  at  approximately  the  same 
velocity  as  the  sounding  line,  so  that  any  great  deflection  of  this  from 
the  vertical  is  obviated,  and  a  more  correct  reading  is  obtained  than 
would  otherwise  be  the  case. 

Tide  Oauges. — ^As  explained  above,  soundings  are  the  vertical 
distances  downwards  from  the  surface  of  the  water  to  its  bed,  and  as 
the  altitude  of  the  surface  of  the  sea  or  of  a  tidal  river  is  not  constant, 
owing  to  the  rise  and  fall  of  the  tides,  it  follows  that  the  depth  of  a 
sounding  at  any  particular  point  depends  upon  the  state  of  the  tide 
at  the  time.  Similarly  the  surface  levels  of  lakes,  rivers,  and  other 
bodies  of  water  vary  as  the  climatic  conditions  change. 

Consequently,  to  determine  the  absolute  altitude,  or  the  depth  of  a 
point  on  the  bottom  with  reference  to  some  fixed  datum,  the  altitude 
of  the  surface  at  the  time  of  observation  of  the  sounding  must  be  known. 
This  information  is  obtained  from  a  tide  gauge,  which  in  its  simplest 
form  consists  of  a  vertical  staff,  graduated  in  feet  and  decimals  of  a 
foot  (or  in  some  other  convenient  notation),  and  placed  in  such  a 
position  thaJt^e  surface  level  of  the  water  may  be  read  from  the  scale 
at  any  time; 

The  position  of  the  zero  of  the  scale  relatively  to  the  mean  low- water 
level  of  ordinary  spring  tides  is  found  by  observation,  or  its  altitude 
relatively  to  any  other  arbitrary  datum  may  be  found  by  accurate 
levelling  from  a  bench  mark. 

Generally  a  rather  more  elaborate  form  of  tide  gauge  is  used,  as 
it  would  be  very  difficult  to  obtain  an  accurate  reading  on  a  simple 
exposed  scale  on  account  of  waves,  etc. 

In  one  form  the  water  is  admitted  through  a  series  of  small  open- 
ings near  the  foot,  and  well  below  low- water  level — ^into  a  small 
cylindrical  or  rectangular  tube,  in  which  is  a  copper  or  other  float. 
The  oscillations  due  to  the  waves  are  by  this  means  deadened,  and  a 
comparatively  steady  motion  is  communicated  to  the  float  as  the 
mean  sea-level  rises  or  falls.  Attached  to  the  float  is  a  vertical  scale^ 
the  movements  of  which  relatively  to  a  fixed  datum  may  be  periodic- 
ally noted.  If  desired,  the  vertical  motion  of  the  float  may  be  com- 
municated by  means  of  a  wheel  and  axle  arrangement  or  other 
mechanical  contrivance  to  a  pencil,  which  is  thereby  caused  to  move 
through  a  distance  proportional  to  the  rise  of  the  tide. 

The  pencil  bears  against  a  ruled  diagram  paper  pasted  on  or  other- 
wise attached  to  the  circumference  of  a  drum,  which  revolves  by  clock- 
work once  in  twenty-four  hours,  so  that  when  the  paper  is  removed 
a  graph  is  obtained,  of  which  the  vertical  ordinates  are  proportional  to 
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the  height  of  the  tide  at  definite  times  denoted  by  the  horizontal 
ordinates  to  a  scale  of  say  l''  per  hour.  The  vertical  scale  depends 
upon  the  actual  range  of  the  tides. 

By  this  means  a  record  is  obtained  automatically,  and  it  is  un- 
necessary to  have  an  observer  stationed  continuously  at  the  gauge. 

As  each  high  tide  occurs  about  12  hours  26  minutes  *ater  than  its 
predecessor,  it  is  not  necessary  to  replace  the  diagram  every  day,  for 
the  records  of  a  week  or  more  may  be  obtained  upon  one  paper.  The 
results  consist  very  roughly  of  a  series  of  harmonic  curves,  each  day's 
curve  being  approximately  50  minutes  on  the  horizontal  scale  in 
advance  of  the  previous  day's  record,  and  the  curves  are  consequently 
easily  distinguishable. 

If  the  gauge  is  not  automatic,  readings  must  be  taken  on  the  scale 
at  frequent  intervals,  and  the  exact  time  of  observation  noted :  the 
intervals  being  5,  10,  or  15  minutes  or  even  more  in  some  cases. 

From  these  results,  by  interpolation,  the  surface  level  at  any 
particular  time  may  be  determined,  so  that  if,  when  a  sounding  is  being 
taken,  the  time  of  observation  is  also  noted,  all  the  depths  may  be 
easily  reduced  to  a  common  datum. 

Location  of  Sonndings. — The  next  difficulty  is  to  locate  the  exact 
points  at  which  particular  soundings  are  taken,  so  that  the  data  may  be 
plotted  upon  a  plan  or  chart. 

(1)  Perhaps  the  simplest  method  is  one  which  is  applicable  only  to 
a  moderately  narrow  sheet  of  water  such  as  a  river  across  which  a 
tape  or  a  rope  may  be  stretched. 

If  a  general  contoured  survey  of  the  river-bed  over  a  considerable 
distance  is  required,  a  chain  line  (or  a  series  of  such  lines  forming  a 
traverse  or  a  portion  of  a  theodolite  or  other  survey)  is  set  out  along 
one  bank,  and  at  definite  intervals  along  this  line,  and  in  suitable 
directions,  sections  are  taken  across  the  stream. 

The  distances  along  the  cross-sections  at  which  soundings  are  taken 
may  be  measured  either  by  means  of  a  tape  stretched  from  bank  to  bank 
and  self-supporting ;  or  a  tape  suspend^  by  loops  from  a  taut  wire  or 
other  rope  ;  or  by  means  of  a  rope  stretched  from  bank  to  bank,  and 
marked  at  intervals  of  5  ft.  (say)  with  linen  or  other  tags. 

The  sounding  party  may  take  the  soundings  from  a  boat,  which 
if  necessary,  as  in  the  case  of  a  swift-running  stream,  may  be  attached 
to  a  second  rope,  fixed  near  or  at  about  a  boat's  length  up-stream  from 
the  first  or  graduated  rope.  This  enables  the  boat  to  be  pulled 
quickly  into  position,  and  held  there  without  danger. 

The  method  is  also  particularly  suitable  when  a  single  accurate 
cross-section  of  a  river  is  required,  and  for  determining  the  discharge 
by  means  of  a  current  meter,  pilot  tubes,  etc. 

In  still  water,  or  in  the  case  of  a  very  slowly  flowing  stream,  the 
second  rope  may  be  dispensed  with,  and  the  boat  sculled  into  position 
each  time. 

(2)  When  a  line  of  soundings  is  required  to  be  taken  completely, 
or  only  partly,  across  a  river  or  other  body  of  water,  too  wide  to  be 
conveniently  spanned  by  a  tape  or  rope  as  in  method  (1),  the  direction 
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Fio.  229. 
Location  of  Soundings. 


of  the  line  may  be  set  out  on  the  banks  by  means  of  two  posts  or 
ranging  rods  A,  B,  Fig.  229  ;  or  if  the  nature  of  the  banks  precludes 
this,  by  means  of  two  buoys,  or  of  one  post 
and  one  buoy. 

The  oarsmen  are  thus  enabled  to  pull 
the  boat  into  such  a  position  that  when  A 
appears  to  be  immediately  behind  B,  a 
sounding  may  be  taken,  or  a  current  meter 
reading  may  be  obtained  if  required,  on  the 
correct  line  AB. 

The  position  along  the  line  AB  may  be 
determined : 

(a)  By  a  direct  tape  measurement  from  B. 

(6)  By  stadia  readings  taken  from  an  in- 
strument at  B  on  to  a  staff  or  rod  held  in 
the  boat. 

(c)  By  an  angular  measurement  taken,  when  a  signal  from  the  boat  is 
given,  with  a  theodolite  or  other  angular  instrument  stationed  at  some 
arbitrary  position  G,  previously  located  with  reference  to  the  line  AB. 

Thus  I!  a;  be  the  perpendicular  distance  of  G  from  some  point  B 
on  AB,  and  if  0  be  the  observed  angle  subtended  at  G  by  the  distance 
from  B  to  the  boat,  then  this  distance  y  to  the  position  of  the  sounding 
=  X  tan  0, 

From  this  formula  the  values  of  y  for  the  various  points  can  be  quickly 
tabulated  and  plotted ;  or  if  some  other  point  such  as  A  is  referred  to 
as  a  zero  for  the  different  angles,  it  may  be  more  convenient  to  plot  the 
positions  by  means  of  a  protractor,  and  dispense  with  the  calcidations. 

(d)  By  an  angular  measurement,  <f>y  taken  from  the  boat  with  a 
sextant  at  the  time  of  soimding,  to  some  point  G  already  located  on 
the  map.  Here  y=^x  cot  <f>.  For  a  short  section  G  might  be  con- 
veniently marked  with  a  ranging  rod. 

For  a  long  line  of  soundings,  for  instance  off  the  sea-coast,  G  may 
be  any  well-defined  object  in  the  neighbourhood,  such  as  a  flagstaff, 

church  spire,  or  even  a  buoy, 
and  in  this  case  the  positions 


a,  6,  c,  etc.,  might  be  plotted 
with  a  protractor. 

The  direction  of  the  line 
AB  is  determined  by  any  of 
the  usual  methods  from  the 
main  chain  line  along  the 
banks. 

(3)  A  much  more  expedi- 
tiousmethodof  locating  sound- 
ings for  a  chart  is  by  means 
of  simultaneous  angular  measurements  taken  from  two  instrument 
stations  on  shore  ;  a  method,  however,  which  requires  two  instrument 
men  in  addition  to  the  sounding  party  in  the  boat. 

Thus  if  A  and  B  are  the  two  stations  (Fig.  230)  the  positions  of 
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which  on  the  map  are  known,  a  theodolite  is  set  up  at  each ;  or  if  these 
instruments  are  not  available,  sextants  or  other  angular  instruments 
may  be  used — plane  tables  would  be  practicable  in  some  cases^  if  only 
a  moderate  number  of  points  are  to  be  located. 

Each  operator  selects  some  definite  referring  object  already  plotted 
on  the  map  (possibly  the  station  at  which  the  other  instrument  is 
fixed),  and  with  the  vernier  of  the  horizontal  scale  clamped  at  zero, 
directs  the  cross-hairs  of  his  telescope  to  this. 

The  lower  axis  is  then  clamped,  and  not  again  altered  during  the 
observations  from  this  station  unless  occasionally  it  is  found  upon 
checking  that  the  zero  requires  a  little  adjustment. 

The  telescope  is  then  directed  to  some  definite  mark  on  the  boat, 
the  progress  of  which  is  followed  until  a  signal  is  given  by  the  sounding 
party,  e.g.  by  means  of  a  flag,  when  the  angle  subtended  at  each 
station  is  read  and  booked.  The  telescope  is  then  redirected  to  the 
boat,  and  the  next  signal  awaited,  it  being  unnecessary  to  again  adjust 
the  zero  to  the  referring  object,  unless  there  is  ample  time  and  a  check 
is  desired. 

The  position  of  each  sounding  may  be  observed  independently 
in  this  way,  but  to  do  so  would  entail  considerable  labour,  increase 
the  risk  of  misunderstandings,  and  retard  the  progress  of  the  work. 
Consequently  it  is  a  common  practice  to  observe  only  the  first  and  last 
positions  on  a  line  of  soundings,  the  intermediate  positions  being  ap- 
proximately located  by  sounding  at  regular  time  intervals  while  rowing 
at  a  steady  rate  along  the  line.  The  time  intervals  need  not  be 
measured  with  a  stop-watch,  so  long  as  the  soundings  are  taken  at  a 
steady  rate,  as  the  total  number  of  soundings  taken  over  the  distance 
being  known,  and  the  terminations  of  the  line  fixed  by  the  angular 
observations,  the  intermediate  positions  may  be  found  by  interpola- 
tion. Almost  invariably  the  points  would  be  plotted  by  means  of  a 
protractor,  but  if  desired  the  co-ordinates  of  each  position  could  be 
calculated  and  plotted  with  a  linear  scale. 

Thus  let  d  be  the  distance  AB,  and  a  and  /3  the  observed  angles  at 
A  and  B — each  measured  from  the  otherstation  as  a  referring  object,  and 
let  the  co-ordinates  of  the  position  of  the  boat  (a)  be  x  and  y  from  A. 

Then  y  =  sc  tan  a={d-x)  tan  /9, 

.*.  X  (tan  a  +  tan  P)  =  d  tan  /3, 

d  tan  B 
tan  a  +  tan  j3' 

1                                             d  tan  a  tan  B 
and  y  = ^. 

tan  a  +  tan  p 

The  two-theodolite  method  is  also  very  useful  in  determining  the 
direction  of  currents  or  the  "  set "  of  tides.  Floats  are  liberated  from 
a  boat,  or  by  other  means,  and  points  upon  the  paths  followed  by 
each  are  located  by  sets  of  two  simultaneous  angular  measurements 
from  the  known  station-points. 

By  noting  the  times  of  the  observations,  the  rate  of  flow  may  be 
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easily  calculated,  after  the  directionB  of  the  cuirents  have  been  plotted 
and  the  lengths  of  their  paths  scaled  from  the  chart. 

(4)  When  the  ground  near  the  shore  is  of  a  moderately  high  altitude, 
the  positions  of  soundings  or  of  floats  may  be  located  by  means  of 
observations  from  one  theodolite,  the  polar  co-ordinates  of  the 
points  being  thereby  furnished. 

The  observations  would  include : 

(a)  A  horizontal  angle  or  bearing  a  from  some  referring  object  shown 
upon  the  map,  and 

(6)  A  vertical  angle  of  depression. 

Then,  knowing  the  reduced  level  of  the  instrument  axis,  and  from 
the  tide  gauge  records,  that  of  the  surface  of  the  water  at  the  time  of 
observation,  the  horizontal  distance  may  be  calculated,  e,g.  if  the 
height  of  the  instrument  axis  above  the  water  surface  be  h  feet,  and 
the  angle  of  depression  be  0,  the  horizontal  distance  r  from  the  instru- 
ment station  to  the  sounding  or  float  station  is 

f  =  A  cot  0, 

and  if  this  is  measured  along  a  line  upon  the  plan  having  a  bearing  of 
a  from  the  referring  object,  the  required  point  is  located. 

If  preferred,  the  rectangular  co-ordinates  with  reference  to  the 
instrument  station  as  origin  may  be  computed,  i,e. 

x  =  r  cos  a  =  A  cot  6  cos  a, 
jy  =  f  sin  a  =  A  cot  0  sin  a. 

(6)  When  no  survey  is  being  carried  out  on  shore,  but  all  the 
operations  are  being  completed  from  boats,  the  positions  of  the  soimd- 
ings  may  be  located  by  means  of  two  simultaneous  angular  observa- 
tions to  three  well-defined  points  already  marked  upon  the  map. 

If  no  prominent  natural  objects  are  available,  poles  may  be  erected, 
and  their  positions  determined  and  plotted  by  ordinary  surveying 
methods  from  recognisable  points  on  the  plan. 

The  position  of  each  individual  sounding  may  be  located,  or  as  in 
the  previous  methods,  merely  the  two  end  positions  of  each  line  of 
soundings.  Unlike  method  (3),  the  two  angles  can  generally  be  taken 
by  one  observer,  though  he  may  sometimes  employ  two  instruments 
to  enable  him  to  measure  the  angles  as  nearly  simultaneously  as 
possible,  and  to  read  their  values  at  his  leisure  afterwards. 

The  location  of  points  by  this  method  gives  rise  to  the  well-known 
"  Three-Point  Problem,"  which  is  also  of  importance  in  plane  table 
surveying,  and  in  that  connection  has  been  dealt  with  in  Chapter  XI. 

Three-Point  Problem. — Let  a,  b,  c  be  the  three  points  upon  the 
plan  representing  the  three  selected  objects  A,  B,  and  G  upon  the 
shore  to  which  observations  are  made ;  and  let  o  be  that  point  on  the 
plan  which  corresponds  to  the  position  0  of  the  observer  in  the  boat ; 
i.e.  the  point  which  it  is  required  to  locate  on  the  plan  from  the  observed 
values  of  the  angles  AOB  ==  flj  *^d  ^OC  =  6i. 

The  following  are  a  few  of  the  methods  by  which  this  problem  may 
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be  solved,  though  it  should  be  noticed  that  when  A,  6,  G,  and  0  are 
concyclic  the  solution  is  indeterminate,  a  condition  to  which  the 
expression  "  Failure  of  Fix  "  is  applied. 

Method  1  (Mechanical). — ^The  most  usual  solution  is  obtained  by 
the  use  of  a  station-pointer  (Fig.  231).  This  instrument  consists  of 
three  arms,  the  fiducial  edges  of  which  radiate  to  a  common  centre : 
the  middle  arm  is  fixed,  while  the  two  outer  are  capable  of  rotation 
about  the  centre  of  the  instrument,  and  these  two  are  fitted  with 
verniers  reading  to  1  minute,  and  with  clamp  and  tangent  screw 
arrangements  for  accurate  adjustment. 

To  use  the  instrument,  the  arms  are  so  set  by  means  of  the  verniers 
as  to  include  the  observed  angles  0^  and  O^,  and  the  instrument  is  moved 
over  the  paper  until  by  trial  each  edge  passes  simultaneously  through 
one  of  the  three  points  a,  6,  c  on  the  chart.  The  centre  o  is  then 
marked  with  a  hard  pencil  or  pricker,  or  rays  drawn  along  the  edges 
of  the  arms  are  produced  to  intersect,  and  the  point  o  thus  obtained. 

A  similar  method  consists  in  using  a  sheet  of  tracing  paper  upon 
which  three  concurrent  straight  lines  are  drawn,  to  include  the  angles 


Fio.  231.— Station-Pointer. 

01  and  02*  ^^  ^  moved  over  the  chart  as  in  the  case  of  a  station- 
pointer,  and  the  position  of  the  intersection  point  is  pricked  through 
on  to  the  plan  to  give  the  point  o. 

When  A,  B,  C,  and  0  are  concyclic,  any  number  of  points  o  will 
satisfy  the  conditions,  so  that  the  solution  is  indeterminate,  as  already 
stated  in  Chapter  XI. 

Method  2  (Mathematical)  (Fig.  232).— Let  the  angle  CB0==/3i, 
ABO  -  /9„  BCO  =  y,  and  BAO  =  a. 

Then  if  /S^  +  /Sj^/S  say,  this  value  can  be  obtained  by  measurement 
from  the  chart,  and  as  the  sum  of  all  the  angles  in  two  triangles  is 
equal  to  360% 

y  +  a  =  360-/9-fli-fl,  =  ^say,  .        .        .     (1) 

y  =  360-/9-&i-&a-«tor^-a.  .  .     (2) 

But  from  the  triangle  OBC 

OB     sin  y 


%.e. 


or 


BC    sinfli' 

OB^BC,^"^.^:^  . 

sm  6 1 


(3) 
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and  similarly,  from  the  triangle  OAB 


OB=AB. 


therefore  from  (3)  and  (4) 


sm  a 
sin  6^ 


(4) 


■op    sin  ^  ~  ^  _  A  "R    ^^  ^ 


sin  d^ 


sin  ^a' 


/ .       V      .     ,  ,    .  AB  sin  d-t 

.".  sm  (9  -  a)  =  sm  9  cos  a  --  cos  9  sm  a  =  ^^  .  sm  a  .  -. — 3*, 

sm  I/O 


i.e. 


or 


cos 


BC 

sin  a  /  AB   sin  ^1  .  \ 

^^sS^lBC'sbTa'-^^i' 

.  ./AB   sin^i  A 

cot  a  =  cosec  ^(^gg.^-j^  +  cos  ^j, 


(5) 


(6) 


from  which  a  can  be  deduced  as  <^  is  known  from  (1),  AB,  BC  can  be 
measured  from  06,  he  on  the  chart,  and  6^  and  tfj  are  the  angles  observed. 
From  the  triangle  OBC 

and  from  the  triangle  OBA 

j82  =  180-a-e2 
and    y  =  <^  -  a  from  (2). 

From  these  equations 
j3p  jSj,  and  y  can  be  found. 

Again,  from  the  tri- 
angles OBC  and  OAB 

OC^BCsin^, 
sm  6^ 

QB^BCsiny 

sm  u^ 

Oj^-ABsin^2 


sin  0. 


2 


Fio.  232.— Thiee-Point  Problem. 


The  lengths  oa^  ob,  and  oc  can  then  be  set  off  with  compasses  from 
the  points  a,  6,  c  upon  the  chart,  and  0  consequently  fixed  ;  or  alterna- 
tively, if  the  co-ordinates  of  A,  B,  and  C,  and  the  bearings  of  AB  and 
BC,  are  known,  the  bearing  of  CO  and  the  co-ordinates  of  0  can  be 
easily  calculated  when  y  and  the  length  CO  are  known,  and  0  plotted 
from  these. 

Method  3  (Oeometrieal). — ^From  the  points  b  and  c  (Fig.  233) 
on  the  chart,  and  on  the  opposite  side  of  the  line  be  to  the  supposed 
position  of  0,  draw  lines  cc^  and  6&1,  making  the  angles  Cid)  and  bibc 
each  equal  to  6^  {i.e.  the  observed  angle  COB).  Draw  co^  and  60^  at 
right  angles  to  qc  and  6^6  respectively,  and  let  these  intersect  in  o^. 

With  Oi  as  centre,  and  0^6  or  o^c  as  radius,  describe  a  circle  bco. 

Similarly,  on  the  opposite  side  of  06  to  0  set  off  angles  62  and  deter- 
mine a  point  O2 ;  then  with  this  as  centre  describe  a  circle  abo,  cutting 
the  previous  circle  bco  in  o,  which  is  the  point  required. 
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The  centres  o^  and  02  may  also  be  found  by  other  methods,  as,  for 
example,  that  shown  for  0^  in  Fig.  233.  Here  ajob  was  made  equal  to 
^2  and  tto^  drawn  at  right  angles  to  a|a  to  meet  0^2^  ^^^  vertical  bi- 


Fio.  233.— A  Good  Fix. 

sector  of  06  in  o,  ;  or,  again,  the  angles  cboi  and  bcoi  may  be  constructed, 

each  equal  to  90""  -  d^,  and  the  angles  biio^  and  abo^  each  equal  to  90*^ 

-  $2,  and  the  points  o^  and  o^  fixed  in  this  way. 
Proof, — Join  oa,  6b,  oc. 

Then  by  Euclid  III.  32,  as  c^c  is  at  right  angles  to  OiO — ^a  radius  of 

the  circle  bco — the  angle  Cicb  be- 
tween the  tangent  c^c  and  the 
chord  cb  is  equal  to  the  angle  cob 
in  the  opposite  segment,  i.e.  cob  = 
01.  Siinilarly,  the  angle  boa  -  O^y 
so  that  o  is  the  jpoint  required. 

If  the  two  curcles  intersect  at 
an  angle,  such  as  that  in  Fig.  233, 
the  point  o  may  be  fairly  accur- 
ately determined  and  the  solution 
is  known  as  a  "  good  fix."  If, 
however,  the  two  circles  coincide 
(Fig.  234),  i.e.  if  the  four  points 
a,  6,  c,  0  are  concyclic,  then  the 
point  o  cannot  be  properly  located 
and  ''  failure  of  fix ''  ensues,  as 
any  position  on  the  circle  satisfies 
the  conditions. 
In  intermediate  cases,  where  the  two  circles  nearly  coincide,  the 

point  at  which  they  intersect  cannot  be  clearly  distinguished,  and  a 

"  bad  fix  "  is  obtained  (Fig.  235). 

As  the  sum  of  the  two  opposite  angles  of  a  quadrilateral  inscribed 


Fig.  234.— FaUure  of  Fix. 
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in  a  circle  is  equal  to  two  right  angles  (III.  22),  the  four  points  a,  6,  c,  o 

are  concyclic  if  the  sum  of  the  angles  j8,  6^  and  0^  is  equal  to  180°,  so 

that  if  the  value  of  )3  is  known 

it  can  be  predicted,  when  the 

readings  6^  and  $2  are  taken, 

whether   the    "fix"  will    be 

good  or  bad   or  whether    it 

will  fail  altogether,  and  other 

points  can  then  if  necessary  be 

observed  too. 

Or  again,  when  the  four 
points  are  concyclic,  the  angles 
BCA  and  BOA,  being  in  the 
same  segment,  are  equal,  so 
that  if  0,  is  found  to  be 
nearly  equal  to  the  angle 
BCA,  a  satisfactory  fix  mil 
not  be  obtained,  and  other 
observation  points  should  be 
chosen. 

In  the  mathematical  method  (2)  shown  above,  if 


Fig.  236.— a  Bad  Fix. 


and 
then 


y  +  a  =  180  =  ^, 
sin  (<^  -  a)  =  sin  (180  -  a)  =  sin  a. 


and  equation  (5)       sin  (<^  -  a)  =  ^^^^^  sin  a  ^ 


becomes 


BC 


/AB  sin^i 


sm  a  I  T>|^  •  -: — s 
VBC   sm  6 


a 


sin  d 
-l)  =  o. 


from  which  it  is  seen  that  either  sin  a  =  o,  i.e.  a  =  0**  or  180**, 


or 


AB   sin  tf  1  ^ , 
BC'Sr^"  ' 


a  condition  which  is  independent  of  the  magnitudes  of  a  and  y. 

Method  4  (Geometrical)  (Fig.  236). — Join  ca.  Draw  cd  and  ad 
towards  6,  making  angles  dj  ^^^  ^i  respectively  with  ca,  and  let  these 
intersect  in  d. 

Join  (26,  and  produce  indefinitely  to  cut  the  circumscribing  circle 
of  the  triangle  dca  in  the  point  o.  Join  oa,  ob,  oc.  Then  the  angle 
aod  =  the  angle  acd  (III.  21),  because  they  are  in  the  same  segment  of 
the  circle  adco ;  i.e.  the  angle  aob  -  d^. 

Similarly  the  angle  cob  =  tfj,  therefore  o  is  the  point  required. 

In  theactual  construction,  instead  of  a  circle  being  described  through 
the  three  points  a,  d,  c,  the  point  o  may  be  found  by  assuming  any 
point  Oi  on  db  produced  and  drawing  OiCi  and  Oj^Oi  making  angles  Oi 

2a 
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and  ^2  respectively,  with  0^6  towards  c  and  a,  and  then  drawing  parallek 
through  c  and  a  to  intersect  on  'db  in  o. 

In  the  case  of  ''  failure  of  fix  "  (2  and  b  would  coincide,  and  conse- 


Fia230. 

quently  the  direction  of  the  line  dbo  would  be  unfixed,  and  the  locus  of  o 
would  be  the  circumscribing  circle  of  the  triangle  cba  as  in  Fig.  234. 

Method  6  (Oeometrical)  ^  (Fig.  237). — ^Draw  be,  making  an  angle 
(90  -  ^2)  ^^h  ^  towards  0,  and  at  a  draw  ae  with  a  set  square  per- 
pendicular   to    6a, 
and  intersecting  be 
in  e. 

Similarly  draw 
bfy  making  an  angle 
90  -  ^1  with  c6,  and 
cf  at  right  angles 
to  cby  intersecting 
6/ in/. 

Join  e.f  and 
from  6  draw  bo 
perpendicular  to  ef, 
when  the  intersec- 
tion 0  is  the  re- 
quired point. 

Proof. — ^Because 
Z.&ae  and  ^boe  are  each  90°  the  four  points  baeo  are  concyclic 
(Euclid  III.  22  converse). 

Similarly  because  Z.  bcf  and  Z.  bof  are  each  90**,  the  four  points  bcfo 
are  concyclic. 

^  Engineering,  toL  zotiL,  January  16,  1914. 


Fig.  237. 
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But  as  Z.  abe  =  90®  -  d^  by  construction, 


/.  Z.66a  =  ft 


2' 


i.e.  the  angle  in  the  segment  aeo6  »  02^ 

Similarly  ^hfc^O^  because  Z. c6f  =  90° -  tfj,  so  that  as  Z. &oc  is  in 

the  same  segment  hofc^ 

/.  Z.6oc  =  ^i, 
i.e.  0  is  the  point  required. 

"  Failure  of  fix  "  ensues  when  e  and/ coincide,  as  the  line  e^  produced 
may  have  any  direction ;  a  bad  fix  results  when  the  distance  ef  becomes 
so  small  as  to  render  difficult  the  estimation  of  its  direction,  and 
consequently  that  of  the  perpendicular  bo. 

If  ^2  is  greater  than  90®,  then  90°  -  tfj  ^^  ^  negative  and  e  will 
fall  on  the  opposite  side  of  a6  to  that  shown  in  Fig.  237.  Similarly 
/  may  fall  on  the  opposite  side  of  bcit  Bi'm  greater  than  90°. 

If  desired  a  perpendicular  a^e^  may  be  erected  at  any  point  a^mab 
to  intersect  66  in  e^,  and  a  corresponding  perpendicular  Cif^  to  intersect 
hf  from  a  point  c^  in  6c,  provided  that 

6ai    6ci     1 
^  =  ^  =  -  say. 

6a     6c     n 

Then  on  drawing  6o^  at  right  angles  to  e^f-^y  o  may  be  found  by  producing 
6oi  to  0  so  that  , 

=-i  is  also  equal  to  - ; 


6o 


I.e. 


6o  =  n  •  6oi ; 


e,g,  if  the  mid  points  of  ah  and  6c  are  chosen,  e^  and/^  will  be  the  centres 
of  the  circles  a6ae  and  c6oc,  and 
as  n  =  2  6o  =  26oi.    The  truth 
of  this  may  be  easily  seen  and 
proved  from  Fig.  237. 

Method  6  (Qeometrical)  (Fig. 
238).— Let  180°  -  {d^  +  6^)  =  <^. 

On  the  same  side  of  a6  as  c 
and  at  the  point  6  set  off  an 
angle  ahf=  <f>,  and  at  a  set  off 
af  at  an  angle  baf=di  inter- 
secting 6/  in  /. 

Similarly  set  oScbe  =  <f>  and 
6ce  —  $29  thus  fixing  the  point  e. 
Join  ea  and  produce  to  meet 
fc  in  0. 

Then  o  is  the  point  required. 

Proof,— The  sum  of  the  angles  abf  and  aof=  <f>  +  {di  +  0^  =  180°  - 

.*.  the  four  points  ahfo  are  concycUc. 


Fia.  238. 
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But  as  the  three  angles  of  the  triangle  dhj- 180°, 

and  the  angle  a6/=  180''  -  ^i  -  flj* 

and  the  angle  haf^  6i  by  construction, 

.*.  the  angle  bfa  -  B^ ; 

and  as  the  angle  aob  is  in  the  same  segment  and  on  the  same  chord  ab. 

,\  aob^bfa^B^. 

Similarly  dbeo  are  concyclic  and  the  angle  hoe  »  d^y 

.'.  bee '^  01  and  boc  —  $i. 

Consequently,  as  aob  »  62  and  ftoc  »  0^,  0  is  the  point  required. 
When  the  points  abco  are  concyclic,  Z.  abc  =  ^,  and  consequently 

e  coincides  with  a,  and/ with  c.    The  directions  of  ea  and/c  are  therefore 

indeterminate  and  ''  Failure  of  Fix  "  ensues. 

Method  7  (by  Calculation)  (Fig.  239). — When  the  co-ordinates  of 

A,  B,  and  C  and  the  bearings  of  AB  and  BC  are  known  as  in  the  case 

of  a  traverse  or  tri- 
angulation  survey. 
Let  Ax  and  A^^,  B« 
and  By,  Cj.  and  Cy 
be  the  co-ordinates 
of  A,  B,  and  C  re- 
spectively, pi  the 
bearing  of  BC,  a^ 
the  bearing  of  AB, 
and  Yi  the  bearing 
of  AC. 

Then  from  the 
triangle  ADC,  the 
length  AC  being 
known,  and  also 
the  angles  0^  and 
02  (by  construction 
as  in  Method  4), 
DC  is  equal  to 

AC  sin  01 
sin(180-e,-fl,)' 

and  can  therefore 
be  calculated. 
The  bearing  of 

CA  is  180  +  Yv  *^^  *^*^t  ^^  CJD  is  180  +  yi  +  ^2,  and  the  co-ordinates 

of  D  referred  to  axes  through  C  are 

D/  =  CD  sin  (180  +  71  +  ^2)  and  Dy'  =  CD  cos  (180  +  71  +  ^2), 
and  the  independent  co-ordinates  are 

D,  =  C,  +  D/, 

Dy=Cy  +  D/. 


(t. 


FiQ.  239. 
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Then  knowing  the  co-ordinates  of  B  and  D  the  bearing  S^  of  DB 
can  be  calculated ;  i.e. 

The  method  of  course  fails  when  B  and  D  coincide,  as  8  =  tan~^  ^, 

which  is  indeterminate. 

The  bearing  of  CD  « 1 80  +  y^  +  0^, 

.'.  the  bearing  of  DC  =  yi  +  flg, 
and  the  angle  CDO  =  S^  -  y^  -  6^, 

sm  Ui 

The  bearing  of  DO  =  S^  and  that  of  OD  =  180  +  8i,  the  bearing  of 
OC  =  ya  =  180  +  Sj  +  Oi,  therefore  the  co-ordinates  of  0  referred  to  an 
aids  through  C  are 

OC  sin  yj  and  OC  cos  yg, 

and  the  independent  co-ordinates 

Oaj  =  Ca;  +  OC  sin  y2, 
Oy  =  Cj^  +  OC  cos  yg. 

Discharge  of  Streams. — Occasionally  it  falls  within  the  duties  of  a 
surveyor  to  determine  the  discharge  of  a  stream. 

1.  Current  Meter. — ^For  a  large  river  or  stream,  probably  the  most 
accurate  result  is  obtained  by  means  of  a  current  meter  (Fig.  240), 
as  with  this  instrument  the  velocity  at  any  desired  points  in  the  cross- 
section  may  be  ascertained. 

The  meter  is  suspended  from  a  boat,  or  from  some  other  convenient 
position  such  as  a  bridge,  by  means  of  a  chain  or  cord  which  is  heavily 
weighted  at  the  lower  end  to  prevent  any  appreciable  deflection  in  a 
down  stream  direction  by  the  current,  since  such  deflection  renders 
uncertain  the  position  of  the  point  at  which  the  velocity  is  measured. 
Sometimes  instead  of  a  chain  or  cord,  an  iron  rod  is  used,  and  this  is 
probably  better  for  swift  currents,  since  the  rod  can  rest  upon  the  bed 
of  the  river,  and  may  be  more  easily  held  in  position  after  it  has  been 
adjusted  vertically  by  the  aid,  if  necessary,  of  a  wire  or  cord  attached 
to  its  lower  extremity. 

The  meter  rests  upon  a  collar  clamped  to  the  rod  at  any  required 
height  above  the  bottom,  in  such  a  manner  that  it  is  perfectly  free  to 
rotate  in  a  horizontal  plane,  and  thus,  by  the  action  of  the  rudder 
shown  in  the  figure,  it  adjusts  itself  to  meet  the  current. 

If  the  suspension  is  by  means  of  a  chain  or  cord  there  is  a  certain 
freedom  of  motion  in  a  vertical  as  well  as  in  a  horizontal  plane  ;  but 
the  former  motion  is  prevented  if  the  suspension  is  by  means  of  a 
rod. 

The  meter  consists  either  of  a  propeller-shaped  screw  mounted  upon 
a  horizontal  spindle  or  of  a  small  wheel  mounted  upon  a  vertical 
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epiudle  and  fitted  with  a  number  of  cup-ahaped  or  conical  vanes  as 
in  Fig.  240,  which  shows  the  instrument  as  made  by  Gurley.  In  the 
latter  case  the  action  of  the  current  causea  the  wheel  to  rotate  in  the 
opposite  direction  to  that  in  which  the  concavity  of  the  caps  faces, 
and  by  means  of  an  electrical  arranj^ment  the  number  of  revolutions 
can  be  recorded  on  a  dial  placed  in  the  boat  of  on  shore.  In  one  form 
of  the  instrument,  after  every  60  revolutions  an  electrical  contact  is 
made  which  causes  a  bell  to  ring  and  to  continue  ringins  for  20  revolu- 
tions; i.e.  the  bell  rings  during  20  revolutions  and  is  silent  for  30 
revolutions. 

If  the  time  between  one  moment  of  contact  and  some  ffdlowing 
one  be  noted  with  a  stopwatch,  the  number  of  revolutions  per  second 
(n)  may  be  deduced ;  or  the  number  of  seconds  (0  to  complete  60 
revolutions  {i.e.  the  time  mterval 
from  one  contact  to  the  next) 
may  be  calculated  from  read- 
ings taken  over  a  more  or  less 
extended  interval  of  time. 

In  another  form  of  meter 
the  revolutions  of  the  bucket 
wheel  are  indicated  by  the 
sound  of  a  hammer  striking 
against  a  diaphragm — one  blow 
for  every  5  or  for  every  10 
revolutions.  The  verticd  rod, 
to  which  is  attached  a  rubber 
tube  and  a  telephonic  ear-piece, 
forms  the  conductor  by  which 
the  sound  of  the  stroke  is 
transmitted  to  the  observer's 
ear,  and  enables  him  to  count 
Fio.  240.— duTCDt  Meter.  the  nimiber  of  revolutions  which 

occur  in  a  given  interval  of  time. 
From  the  equation  of  the  meter  the  velocity  of  the  stream  at  the 
point  of  observation  may  then  be  deduced. 

To  calibrate  the  meter  it  is  suspended  from  a  projection  jutting  out 
in  front  of  the  bow  of  a  boat,  and  immersed  at  least  2  ft.  to  elimmate 
any  surface  effects. 

The  boat  is  then  towed  or  sculled  over  a  known  distance  in  still 
water  at  as  constant  a  speed  as  possible,  the  number  of  revolutions 
recorded  by  the  meter  and  the  time  taken  being  also  noted.  The  boat, 
being  in  rear  of  the  meter,  does  not  disturb  the  water  until  the  meter 
has  passed  through  it,  and  consequently  does  not  affect  the  reading. 

From  these  data  are  calculated  the  relative  velocities  of  the  meter 
and  the  water,  and  also  the  number  of  revolutions  per  second,  or  the 
time  taken  to  complete  say  50  revolutions,  and  from  a  series  of  such 
experiments  a  law  may  be  discovered  connecting  these  quantities. 

The  equation,  table,  or  curve  so  ascertained  will  be  applicable  to 
observations  made  in  a  flowing  stream  from  a  stationary  boat  or  from 
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a  bridge,  as  it  is  the  velocity  relative  to  the  meter  which  is  measured 
in  each  case. 

Example, — ^The  foUowiiu;  example  shows  some  of  the  results  obtained  by 
towing  a  meter  through  still  water  in  the  manner  described  above. 

Table. 


Ha  of 

Dist. 

ravB.  of 

Time  in 

t«  time  for 

fiBievB. 

p«vel.  in 

log  V. 

logf. 

meter 
wtaeel. 

sees. 

60  ravB. 

per  sec. 

ft.  per  sec. 

162 

200 

67 

14-26 

3-61 

2-84 

•463 

1164 

240 

300 

67 

1117 

4-48 

3-69 

•666 

1-048 

273 

360 

70 

10 

6 

3*9 

•691 

1 

246 

300 

60 

10 

6 

408 

•611 

1 

281 

360 

62 

8-86 

6-76 

4-63 

•666 

•947 

240 

300 

46 

7-67 

6-63 

6-22 

•718 

•886 

240 

300 

41 

6-83 

7-32 

6-86 

•767 

•834 

Curve  (1)  (Fig.  241)  shows  the  relationship  between  t;  and  n ;  as  this 
is  a  straight  line  the  equation  is  of  the  form 

t;  =  cn  +  6, (1) 

where  c  and  6  are  constants. 

Substituting   values   taken   from   the   diagram   such    as    v-S, 
n  =  3^77,  and  v  =  6,  n  =  7-54,  we  get 

3  =  3-77c  +  6,         ....    (2) 

6  =  7-54c  +  6 (3) 

Multiplying  (1)  by  (2),  and  subtracting  from  (2), 

6  =  0, 
and  therefore  from  (2) 

c  =  — -  =  -796: 
3-77  ' 

t.e.  the  equation  is  v  -  -796  n (4) 

Curve  (2)  shows  the  relationship  between  v  and  t,  and  Curve  (3) 
that  between  log  v  and  log  t. 

Assuming  the  equation  to  curve  (2)  is  of  the  form  v  =  i^,  where 

h  and  p  are  constants,  then  curve  (3),  which  is  a  straight  line,  has  the 
equation 

log  t;  =  log  Jfc-;}  log  ^  .        .        .    (5) 

But  when  log  t  =  o,  log  v  =  log  k. 


and  also 


logfe-logt;^^g 
^  logt 


where  6  is  the  slope  of  the  line  (3)  when  the  scales  are  equal. 

The  two  logarithmic  scales  being  equal,  and  0  being  45^,  p^ 
tan  46^=  1,  and  curve  (2)  is  a  rectangular  h3^erbola.  As  the  origin 
of  the  co-ordinates  is  not  shown  on  the  diagram,  k  may  be  found  by 
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the  substitution  of  say  log  t7=  4  and  log  f » 1-2  in  equation  (5),  these 
values  being  obtained  from  curve  (3) ;  i.e. 

•4  =  log  Jfc-1-2, 
log*  =  1-6, 
jfe- 39-81. 

The  equations  of  the  meter  over  the  range  of  velocities  covered  by 
the  experiments  are  therefore 

t;=-796n, (6) 

39-81  .^x 

>•        •        •        "        •\'/ 


or 


3 

6 

.7 


V^ 


t 


4 

8 

•8 


7t  -  Revs,  per  Sec. 

10  IZ 

t  -  Time  "For  50  Reva. 

•9  1-0 

logt 


7 

14 
1-1 


8 
16 
1-2 


Fio.  2il. — ^Determination  of  Current  Meter  Constants. 


After  the  calibration  or  rating  of  the  meter  has  been  ascertained 
the  method  of  procedure  is  as  follows. 

The  cross-section  of  the  river  is  accurately  determined  by  means  of 
soundings  taken  from  a  boat  or  bridge  as  already  described  (e.g.  Method 
1,  p.  346),  and  the  section  then  considered  as  composed  of  a  number  of 
vertical  strips  each  say  10  ft.  wide.  At  convenient  vertical  intervals  of 
say  2  ft.  on  the  centre  lines  of  these  strips,  the  velocity  is  measured 
by  noting  the  number  of  revolutions  of  the  current  meter  in  a  definite 
time,  the  meter  being  suspended  from  the  upstream  side  of  the  boat. 

The  product  of  the  area  of  any  particular  vertical  strip  and  the 
average  or  mean  velocity  on  its  centre  line  gives  the  discharge  through 
that  section,  and  the  summation  of  these  partial  discharges  over  the 
whole  width  of  the  river  gives  the  total  discharge  of  the  stream. 

Much  of  this  work  may  be  done  graphically,  and  at  the  same  time 
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a  considerable  amount  of  information  may  be  obtained  regarding  the 
distribution  of  velocity  in  the  section. 

To  deduce  the  value  of  the  mean  velocity  on  any  specified  vertical 
section  line,  a  curve  may  be  plotted  showing  the  velocities  at  different 
depths,  as  in  Fig.  242,  when 

_  area  enclosed  by  curve 
™*'°     mean  depth  of  section' 

If  the  area  is  determined  by  means  of  a  planimeter  to  be  say  o^ 
sq.  in.,  when  the  velocity  scale  is  v  ft.  per  sec.  to  1  in.  and  the 
vertical  linear  scale  is  g  ft.  to  1  in.,  then 

_  Oi  X  V  X  J  QjV 

^mean j Or  -j-f 

dixq  di 

where  di  is  the  depth  of  the  cross-section  on  the  plan  in  inches  or  diq  = 
the  actual  depth  of  the  river  at  that  point  in  feet.  This  mean  velocity, 
multiplied  by  the  area  of  the  vertical  strip  to  which  it  refers,  gives  the 
discharge  through  that  strip. 

If  a  vertical  line  (cd)  be  drawn  parallel  to  the  datum  line  ab  of  the 
velocity  curve,  and  at  a  distance  representing  Vmean  from  it,  the  inter- 
section of  this  line  with  the  curve  of  velocities  shows  the  depth  or  depths 
below  the  surface  at  which  the  actual  velocity  is  equal  to  the  mean. 

The  mean  velocity  on  a  vertical  section  may,  as  an  alternative,  be 
obtained,  though  not  to  the  same  degree  of  accuracy,  by  lowering  the 
meter  at  a  constant  rate  from  the  surface  to  the  bottom  of  the  river 
and  noting  the  number  of  revolutions  recorded  with  the  corresponding 
time  interval. 

Or  if  it  is  known  from  a  large  number  of  similar  experiments  that 
a  velocity  equal  to  the  mean  velocity  occurs  at  a  certain  proportion 
of  the  depth  measured  from  the  surface,  a  meter  reading  taken  at  this 
point  may  furnish  a  very  close  approximation  to  the  true  value.  The 
mean  position  is  usually  at  about  -6  of  the  depth,  but  the  value  varies 
considerably  for  different  conditions,  such  as  the  nature  of  the  bed,  the 
ratio  of  depth  to  width,  the  proximity  or  otherwise  of  the  banks,  etc. 

On  the  Severn,  to  which  the  Figures  242,  243  refer,  Vme&n  was 

foimd  to  occur  at  about  -67  of  the  depth.    The  locus  of  the  point  for 

various  parts  of  the  cross-section  is  shown  by  the  dotted  line  on  Fig. 

242,  and  the  area  enclosed  by  this  divided  by  the  area  of  the  cross- 

10-44  sq.  in.  on  plan      /.^ 

section  =  TK  gg — ^^. —^ —  =  o / . 

looo  sq.  m.  on  plan 

Example, — In  Fig.  243,  before  reproduction,  the  vertical  scale  was  5  ft.  to 
1  in.,  and  the  velocity  scale  6  ft.  per  sec.  to  1  in.  The  area  a,  =  1-32  sq.  in., 
and  the  depth  a&sl-96  in.  (representing  5 x  1*96 =9-8  ft.). 

.".  t;u,aan=3-36  ft.  per  sec. 

oc  is  equal  to  Vuienn  plotted  to  5  ft.  per  sec.  to  1  in.,  and  cd  represents  7  ft.  or 
cd=ll\%  of  the  depth  ab. 

Similarly  d^  is  at  13-4%  of  the  depth. 

The  discharge  through  the  10  ft.  wide  strip  of  the  river  at  this  section 
=3-36  X  9-8  X  10=330  cub.  ft.  per  sec. 
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When  the  mean  velocity  for  each  of  a  number  of  vertical  sections 
has  been  determined  hj  one  of  the  above  methods,  the  data  may  be 


used  to  plot  a  mean  velocity  curve  as  in  Fig.  242,  with  a  line  repre- 
senting the  width  of  the  river  as  a  base.    That  is,  the  ordinate  of  the 
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curve  at  any  point  represents  the  mean  velocity  upon  the  vertical 
section  of  the  river  at  that  point. 

From  this  curve  the  discharge  may  be  obtained  by  the  following 
graphical  construction. 

Let  Ijhk  be  any  vertical  line  intersecting  the  surface  at  h,  the  mean 


velocity  curve  at  j,  and  the  bed  of  the  river  at  k  ;  and  let  hm — any 
arbitrary  and  convenient  length  x  {e.g.  2  in.) — be  measured  along  the 
surface  line  from  h  in  either  direction. 

With  h  as  centre  and  Jik  as  radius,  ho  is  cut  off  equal  to  hk;  mj 
is  joined  and  ol  drawn  parallel  to  mj  to  cut  hk'ml.  lia  then  a  point 
upon  the  "  discharge  curve,"  which  may  be  drawn  completely  by 
treating  a  number  of  vertical  lines  in  this  manner. 
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It  may  be  proved  that  the  area  of  this  curve,  to  a  certain  scale, 
represents  the  total  discharge  Q  of  the  river. 
Because  the  triangles  hmj,  hoi  are  similar, 

M^ho 
hj    hm 

i.e.  U-M^^ (8) 

hm 

But  if  the  scales  of  the  drawing  are 

horizontal  scale  ^p  ft.  to  1  in., 
vertical  scale     «  g  ft.  to  1  in., 
velocity  scale     «t;  ft.  per  sec.  to  1  in., 
and  the  distance  Am  »  x  in., 

then  hj  -  - 


mean 


where  Vmean  is  the  mean  velocity  on  the  vertical  hi, 
and  ho^^^K 

Therefore  from  (8)        j,  ies  = -"'^-'-'       •        •        •    ^ 

i.e.  AZ  to  a  scale  of  vqx  cub.  ft.  per  sec.  to  1  in.  represents  the  rate 
at  which  the  discharge  takes  place  per  unit  width  of  river  at  Kk. 

Thus  if  the  width  of  a  river  is  L,  the  discharge  through  a  small 
strip,  at  any  point,  of  width  SL  is  Vmemn  x  depth  x  8L. 

But  if  8y  is  the  corresponding  strip  upon  the  section,  SL=^8yx  p, 

.'.  8Q  =  Vniean  X  depth  X  8y  X  ^j, 
or  from  (9)  SQ  =  {hi  x  Sy)  x  pvqx. 

By  summing  over  the  whole  width  of  stream  we  find  therefore  that 
the  total  discharge  Qis  equal  to  the  area  of  the  discharge  curve  multiplied 
by  pvqx,  as  hlxBy  is  the  area  of  a  strip  of  the  discharge  curve  of 
width  Sy  ;  or  in  other  words,  the  area  of  the  discharge  curve  represents 
the  total  discharge  of  the  river  to  a  scale  of  jwqx  cub.  ft.  per  sec.  to 
1  sq.  in. 

Example. — In  Fig.  242  before  reproduction  the  scales  were  as  foUows  : 

Horizontal  scale,  20  ft.  to  1  in. 
Vertical  scale,  5  ft.  to  1  in. 
Velocity  scale,  6  ft.  per  sec.  to  1  in. 
hm==l  in. 

The  area  of  the  discharge  curve  as  found  with  a  planimeter  was  12-71  sq.  in. 
Therefore  the  discharge  of  the  river  was  12-71  x  20  x  6  x  5  x  1  =  6355  cub.  ft. 
per  sec. 

If  desired,  the  distribution  of  velocity  upon  the  cross-section  may  be 
shown  by  means  of  Unes  of  equal  velocity,  corresponding  to  contour 
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lines  for  altitudes ;  a  few  such  lines  are  shown  on  Fig.  242.  The 
following  are  two  of  the  methods  which  may  be  used  for  their 
determination : 

(1)  The  values  of  all  the  "  spot "  velocities  may  be  written  upon  the 
cross-section,  and  the  lines  interpolated  as  described  in  Method  2, 
p.  175 ;  or 

(2)  The  position  on  each  vertical  at  which  any  particular  velocity 
occurs  may  be  found  from  the  curves  which  show  the  distribution 
of  velocity  in  a  vertical  plane.  This  method  corresponds  with  Method 
1,  p.  174,  for  contours. 

From  the  areas  enclosed  by  the  various  velocity  lines,  by  the  applica- 
tion of  the  prismoidal  formula  (Chapter  XI.),  the  discharge  of  the  river 
might  be  computed,  but  this  method  is  seldom  if  ever  employed. 

Example, — ^The  areas  in  square  inohes  enolosed  by  the  various  velocity 
"  oontouT  "  curves  in  Fig.  242  are  : 

5  ft.  per  sec.  curve    2-61  sq.  in.  representing    261  sq.  ft. 

^              „  6-98  „  698  „ 

4                „  9-44  „  944  „ 

3^              „  11-83  ,,  1183  „ 

3"              „  13-40  „  1340  „ 

^              „  14-42  „  1442  „ 

2                „  1606  „  1606  „ 

Whole  section  16-66  „  1666  „ 

Applying  the  prismoidal  formula  to  the  portion  from  2  ft.  to  6  ft.  per  sec., 
the  partial  discharge  is 

^  {(261  + 1606) + 4(698  + 1 183 + 1442) + 2(944  + 1340)} 

=  3204  cub.  ft.  per  sec. 

For  the  portion  from  0  to  2  ft.  per  sec,  as  the  velocity  is  at  least  1  ft.  per  sec. 
over  almost  all  the  section,  the  partial  discharge  is 

i{1666+4(1666)  + 1606}  =3094  cub.  ft.  per  sec. 

The  total  discharge  is  thus  3204+ 3094 » 6298  cub.  ft.  per  sec. 
The  quantity  determined  from  the  discharge  curve  was  6366  cub.  ft.  per  sec, 
so  that  the  discrepancy  is  only  -9%. 

Curves  may  also  be  drawn  to  show  the  distribution  of  velocity 
upon  horizontal  planes ;  e,g.  in  Fig.  242  is  shown  the  velocity  curve 
upon  a  horizontal  section  at  6  ft.  below  the  surface. 

If  the  "  spot "  velocities  are  observed  at  the  same  intervals  bebw 
the  surface,  over  the  width  of  the  river,  the  same  method  as  for  the 
vertical  curves  may  be  employed,  i.e.  the  values  may  be  abstracted  from 
the  field  notes  and  plotted  directly.  If,  however,  the  observations 
are  made  at  definite  distances  measured  wpwards  from  the  bed  of  the 
river  it  may  be  more  convenient  to  project  the  curves  from  the  curves 
of  equal  velocity  upon  the  cross-section,  exactly  in  the  same  manner 
as  in  levelling,  where  a  section  is  projected  from  contour  lines  upon  a 
plan ;  or  preferably  the  necessary  data  may  be  abstracted  from  the 
plotted  vertical  curves. 

The  data  for  Figs.  241,  242,  and  243  were  obtained  by  the  fourth 
year  students  of  the  University  of  Birmingham  in  connection  with  the 
river  gauging  experiments  at  Arley  on  the  Severn  in  1914. 
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2.  Pitot  Tubes  ^  may  be  employed  to  ascertain  the  velocity  at 
various  points  of  a  stream,  and  the  same  methods  of  calculating  the 
discharge,  or  of  determining  curves  showing  the  distributions  of 
velocities  in  a  cross-section,  may  be  adopted  as  when  using  a  cuirent 
meter. 

3.  Floats. — ^A  veiy  important  method  often  adopted  for  the 
determination  of  the  discharge  of  a  stream  is  that  which  involves  the 
employment  of  floats. 

Floats  may  be  grouped  under  three  headings : 

(a)  Surface  floats ; 

(b)  Sub-surface  or  double  floats ; 
and                          (c)  Rod  floats. 

(a)  Surfkce  floats  are  small  pieces  of  wood,  cork,  or  other  material, 
which  project  slightly  above  tne  water.  They  should  be  sufficiently 
distinct  to  enable  an  observer  on  the  banks  clearly  and  easily  to  locate, 
the  course  they  follow,  but  otherwise  they  should  be  as  small  as  possible 
in  order  to  minimise  the  effect  which  the  wind  may  have  upon  their 
progress. 

An  upstream  wind  considerably  retards  the  velocity  of  surface 
floats,  while  a  downstream  wind  increases  it,  so  that  unless  the  weather 
is  favourable  very  misleading  results  may  be  obtained. 

The  mean  vdocity  on  any  vertical  section  may  be  obtained  from 
the  formula ' 

u  =  V-|v~Hi>     •        •        •        •    (10) 

where  u»mean  velocity  in  ft.  per  sec. ; 

V=8urface  velocity  in  ft.  per  sec.; 

K  b36'2  approximately ; 

H  and  i  ^depth  and  inclination  of  the  stream  respectively ; 
or  more  approximately  the  mean  velocity  upon  any  vertical  section 
is  about 

•9V (11) 

In  the  example  shown  in  Fig.  242  the  area  enclosed  by  the  surface 
velocity  curve  was  7-26  in.  on  the  plan,  while  that  enclosed  by  the 
mean  velocity  curve  was  6*42  in. 

The  mean  velocity  curve  was  constructed  by  abstracting  the  values 
from  velocity  curves  similar  to  those  at  (1),  (2),  (3),  (4),  taken  at  10  ft. 
intervals  across  the  river. 

ft.AO 

The  ratio  in  this  case  was  therefore  ^^o  =  '885Y. 

(6)  Sub-sorface  floats  yield  a  result  much  more  independent  of  the 
wind,  as  the  main  float  is  submerged  a  short  distance  below  the  surface 
by  means  of  properly  adjusted  weights,  and  connected  by  a  fine  wire 
or  cord  to  a  small  surface  float,  which  enables  the  motion  to  be  observed 
from  the  shore  or  other  convenient  position. 

The  velocity  is  then  very  little  different  from  that  of  the  stream 

^  HydrauUca,  F.  a  Lea,  p.  241.  >  Hydratdics^  Lea,  p.  212. 
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at  the  depth  of  the  lower  float,  since  the  resistance  offered  by  the  small 

float  and  the  cord  is  made  as  low  as  possible. 

In  this  manner  the  velocity  at  any  depth  may  be  ascertained,  and 

the  mean  velocity  calculated  from  an    equation  such   as  that   of 

Cunningham : 

*  «  =  KV  +  3Vj), 

where  V  is  the  velocity  at  f  ths  of  the  depth. 

Or  if  the  velocity  is  determined  at  half  the  depth  the  mean  velocity 

may  be  taken  as 

^  u  =  -987^, 

while  for  -6  of  the  depth  the  mean  velocity  is  approximately  equal  to 
the  observed  velocity. 

If  the  depth  of  immersion  is  small,  the  result  is  practically  the  same 
as  the  surface  velocity,  whilst  there  is  less  danger  of  error  from  wind 
action. 

Sometimes  the  two  floats  are  of  equal  size,  when  a  mean  between 
the  surface  velocity  and  that  at  the  depth  of  the  lower  float  is  obtained. 

(c)  Bod  floats  give  better  results  than  either  of  the  above  types, 
provided  that  the  stream  is  of  fairly  regular  cross-section  and  the  bed 
is  not  choked  with  weeds. 

The  rods  are  of  such  a  length  that  when  weighted  at  the  lower 
end  to  give  the  required  depth  of  inunersion  the  upper  end  projects 
above  the  surface  of  the  water  and  may  be  observed.  If  the  lower 
end  is  carried  down  as  nearly  as  possible  to  the  bed  of  the  river,  the 
velocity  recorded  is  approximately  the  mean  velocity  on  the  vertical. 

To  ascertain  the  velocity  of  a  current  by  means  of  floats,  it  is 
necessary  to  determine  the  exact  len^h  of  the  path  followed  by  the 
float  during  an  observed  interval  of  tune. 

For  tidal  currents  the  method  explained  on  p.  347  may  be  resorted 
to,  and  in  this  way  a  series  of  points  may  be  located  by  simultaneous 
theodolite  or  sextant  observations  made  from  two  instrument  stations 
on  the  shore,  or  in  other  suitable  positions ;  for  instance,  if  more 
convenient,  sextant  observations  may  be  taken  from  two  boats,  them- 
selves located  by  the  "  Three-point "  method. 

The  path  of  the  float  may  then  be  plotted  upon  a  chart,  the  length 
between  specific  points  of  observation,  e,g.  X  and  T,  detennined,  and 
the  mean  velocity  calculated ;  %,e, 

XY 

where  t  is  the  time  in  seconds  which  was  observed  to  elapse  between 
the  passings  of  X  and  Y  by  the  float. 

To  determine  the  discharge  of  a  stream  by  means  of  float  observa- 
tions, a  straight  uniform  length  of  200  ft.  or  more  is  selected,  and 
range  posts  A  and  B,  C  and  D,  set  out  on  the  same  or  on  opposite  banks 
(Fig.  243).  The  floats  are  released  from  a  boat  60  feet  or  more  up- 
stream from  AB,  and  the  time  taken  to  travel  from  AB  to  CD  noted 
with  a  stop-watch. 

If  the  rate  of  flow  is  small,  the  instants  at  which  AB  and  CD  are 
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passed  may  be  noted  by  one  observer,  who  may  walk  from  AB  to  CD 
in  the  interval. 

If  the  rate  of  flow  is  large,  this  may  be  impracticable,  in  which 
case  the  observer  with  the  stop-watch  may  be  stationed  at  AB  and 
note  the  time  of  transit  of  AB  himself,  while  the  instant  the  float 
reaches  CD  is  noted  by  a  second  observer  at  CD,  and  signalled  by  him 
to  the  first  observer. 

The  path  of  the  float  on  a  straight  length  of  river  is  generally 
assumed  to  be  a  straight  line  between  AB  and  CD,  so  that  the  direction 
and  length  of  the  path  may  be  determined,  if  the  positions  at  which 
the  float  crosses  these  lines  are  observed. 

An  instrument  station  is  chosen  at  some  suitable  point  G,  and  its 
position  relative  to  ABCD  ascertained  by  any  ordinary  surveying 
method. 

If  a  theodolite  is  employed,  the  vernier  of  the  horizontal  scale  is 
clamped  at  zero,  and  the  telescope  directed  to  some  arbitrary  referring 
object  such  as  B,  and  the  lower  axis  clamped. 

The  upper  clamp  is  then  loosened,  and  the  motion  of  the  float  as 
it  approaches  AB  is  followed  with  the  telescope  until  a  signal  given  by 
an  observer  at  AB  indicates  the  moment  of  transit.  The  scale  plate 
is  then  clamped  and  the  angle  9  read,  and  from  this  data  the  position 
of  the  float  may  be  plotted  on  the  plan  either  by  means  of  a  protractor 
or  by  co-ordinates  as  explained  on  p.  348. 

The  position  at  which  the  float  crosses  CD  may  be  located  in  a 
similar  manner  by  an  observation  from  a  second  instrument  station 
G^,  or  if  the  velocity  is  sufficiently  slow  the  second  station  may  be 
dispensed  with,  and  the  reading  on  CD  noted  by  the  same  instrument 
man  at  G^  after  the  reading  for  AB  has  been  booked. 

It  is  not  always  necessary,  however,  to  use  a  theodolite,  as  sextant 
observations  are  capable  of  yielding  very  good  results.  In  a  suitable 
climate  the  positions  ABC,  etc.  (Fig.  243),  may  be  plotted  directly  on 
the  plan  by  means  of  plane  table  observations,  and  this  method  is 
very  expeditious.  The  plan  is  made  in  the  usual  manner  (Chapter  IX.), 
and  the  lines  AB  and  CD  shown  upon  it.  The  instrument  is  set  up 
at  a  convenient  position  G,  the  corresponding  point  plotted  on  the 
paper,  and  the  table  oriented.  The  float  as  it  approaches  AB  is  followed 
by  the  telescope  as  in  the  case  of  a  theodolite,  the  alidade  rule  being 
rotated  about  a  pin  which  marks  the  position  of  G  upon  the  plan,  and 
which  acts  as  a  pivot. 

At  the  moment  of  transit,  signalled  by  an  observer  at  AB,  a  ray 
is  drawn  through  G  to  intersect  AB  on  the  plan  at  the  required  point, 
and  without  loss  of  time  the  telescope  is  redirected  to  observe  the 
crossing  of  CD. 

Each  point  on  the  plan  is  numbered  or  lettered  as  it  is  located,  in 
order  that  the  results  may  be  combined  afterwards  with  the  time 
observations  taken  simultaneously  by  other  operators. 

To  proceed  to  calculate  the  discharge  of  the  river  a  cross-section 
at  an  intermediate  position  EF  is  determined  by  means  of  soundings, 
and  plotted  as  in  Fig.  243. 
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By  joining  corresponding  points  on  AB  and  CD  the  positions  at 
wliich  the  float  crossed  EF  are  found,  and  the  mean  velocity  at  these 
points  may  be  calculated,  as  already  explained,  from  the  observed 
surface  velocity. 

By  plotting  these  values,  a  mean  velocity  curve  may  be  drawn,  and 
from  the  corresponding  discharge  curve  the  discharge  may  be  com- 
puted as  shown  in  Fig.  242. 

Example. — ^The  area  of  the  discharge  curve  on  the  plan  (Fig.  243)  was  12*88 
sq.  in.,  so  that  the  discharge = 12-88 x20x5x6xl  =6440  cub.  ft.  per  sec. 

where  the  horizontal  scale =20  ft.  to  1  in. 
„         vertical       „      =6  ft.  to  1  in. 
„         velocity       „     =5  ft.  per  sec.  to  1  In. 
„  hm  =1  in. 

The  result  may  be  compared  with  that  obtained  with  the  current  meter  (Fig. 
242),  t.c.  6355  cub.  ft.  per  sec. — the  difference  being  only  1-34%. 

The  fact  that  a  down-stream  wind  was  blowing  at  the  time  would  tend  to  make 
the  surface  float  results  slightly  too  large^but  the  agreement  is  as  close  as  could 
reasonably  be  expected. 

4.  An  ingenious  method  for  determining  the  surface  velocity  has 
been  suggested  by  Mr.  Thrupp.^  He  found  that  if  two  projections  are 
placed  in  a  stream,  ripples  are  formed,  and  for  any  constant  distance 
(d)  apart  of  the  two  obstructions,  the  surface  velocity  may  be  deduced 
from  the  length  (I)  to  the  junction  of  the  two  ripples,  i.e. 

where  c  and  a  are  constants  depending  upon  the  value  of  d,  v  is  the 
Velocity  in  feet  per  second,  and  Z  is  in  inches. 

Thus  if  (2  =  4  in.  the  formula  becomes 

t;=-40+-28W,       .        .        .        .    (12) 

while  if  (2=  6  in.  the  formula  becomes 

i;=-40+-20« (13) 

A  very  simple  apparatus  for  this  purpose  may  be  made  with  two 
nails  or  spikes  projecting  downwards  from  a  board,  which  carries  a 
scale  on  its  edge. 

Example. — When  ({=6  in.  and  Z=2-9  in.,  v=^\  ft.  per  sec, 

and  when  d=%  in.  and  Z=22-4iD.,         v=5  ft.  per  sec. 

5.  For  smaller  streams  very  accurate  results  may  be  obtained  by 
constructing  a  rectangular  weir,  and  passing  all  the  water  over  this : 
a  method  which  is  obviously  impracticable  for  large  rivers. 

The  discharge  over  a  weir  of  length  L  feet,  provided  with  a  sharp 
edge,  and  having  a  free  overfall,  so  that  the  vein  discharges  freely  into 
the  air,  and  does  not  cling  to  the  down-stream  side  of  the  weir,  may 
be  calculated  by  means  of  Francis's  formula^ 

Q  =  3-33  (L  -  01NH)H',      .        .        .    (14) 

1  Proc.  InsL  C.E.  voL  clxvii  p.  217. 

'  For  the  derivation  of  formulae  14-18  the  student  is  referred  to  a  standard  work 
on  Hydraulics— for  instance,  Hydravlica^  by  F.  G.  Lea,  chapter  viL 

2b 
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where  Q  is  the  discharge  in  cubic  feet  per  second, 
L  -  the  length  of  the  weir  in  feet, 
N  "  number  of  side  contractions. 
e.g.  N  =  0  if  the  weii  is  the  full  width  of  the  channel,  or 

-  2  if  the  weir  is  less  than  the  full  width  of  the  channel, 
and  has  two  sharp  vertical  edges. 
H  — Head  of  water  in  feet,  measured  at  a  short  distance  up- 
stream, above  the  sill  of  the  weir,  which  should  be  as  high 
as  possible  above  the  bed  of  the  stream. 
If  the  stream  itself,  as  it  approaches  the  weir,  has  an  appreciable 
velocity  v,  the  formula  must  be  modified,  i.e. 

Q  =  333(L-01NH)[(H  +  A)t-Ai},   .     (15) 


where  A  =  i^-. 


I 

M  The  head  H  is  measured  at  a  short  distance  up- 

H  stream  from  the  weir,  on  account  of  the  curve 

H  adopted  by  the  surface  of  the  vein  as  it  discharges 

over  the  edge. 

The  most  simple  method  is  to  fix  a  graduated 
scale  upon  a  post,  driven  into  the  bed  of  the  stream 
near  one  of  tne  banks,  and  notice  the  reading  on 
this  which  coincides  with  the  surface  level  of  the 
water.  If  the  reading  which  corresponds  exactly 
with  the  level  of  the  bottom  edge  of  the  weir  is 
known,  the  "  head  "  at  any  time  can  be  found  by 
subtraction. 

A  more  accurate  result  is  obtained  by  the  use 
of  a  hook  gance,  one  form  of  which,  by  Messrs. 
Gurley,  is  shown  in  Fig.  244.  This  device  consists 
of  a  hollow  rod  graduated  in  feet,  tenths  and 
hundredths,  and  canring  at  its  lower  extremity  a 
vertical  sharp-pointed  hook. 

On  the  metal  base  frame,  which  is  bolted 
through  the  elot^ated  holes  to  a  timber  or  other 
support,  is  fixed  a  vernier,  which  enables  the  scale 
to  be  read  to  thousandths  of  a  foot. 

To  take  a  reading  with  the  instrument,  the 
clamping  screw  shown  in  the  figure  is  loosened,  and 
the  rod  raised  until  the  point  of  the  hook  approaches 
the  surface  of  the  watCT  from  below ;  the  clamp  is 
then  tightened,  and  the  upward  motion  continued 
by  means  of  the  fine  adjustment  screw,  until  the 
Via.  244.  point  of  the  hook  just  raises  a  small  projection 

on  the  surface  film  of  the  water.  The  reading  of 
the  scale  is  then  noted,  and  by  subtracting  the  reading  which  corre- 
sponds to  the  level  of  the  horizontal  edge  of  the  weir,  the  "  head  "  is 
obtained.  On  the  instrument  in  Fig.  244  the  hook,  which  is  adjustable 
within  the  tube,  may  be  moved  through  a  range  of  12  in,  without 
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altering  the  reading  on  the  scale.  The  point  of  the  hook  may  thus  be 
adjusted  to  the  level  of  the  sill  of  the  weir  while  the  scale  reading  is 
zero,  after  which  the  "  head  "  may  be  read  directly  from  the  scale. 

It  is  impossible  to  get  a  very  accurate  result  unless  the  surface  of 
the  water  is  perfectly  smooth  and  undisturbed  by  waves,  so  that 
generally  it  is  advisable  to  enclose  the  gauge  in  a  small  chamber  into 
which  the  water  of  the  stream  has  free  access,  through  a  number  of 
holes  or  pipes  well  below  the  surface.  Very  accurate  and  consistent 
readings  may  then  be  obtained. 

An  autographic  diagram,  showing  the  "  head  "  at  any  instant, 
may  be  obtained  from  a  float  enclosed  in  such  a  chamber,  exactly  as 
in  a  tide  gauge,  though  in  this  case  it  may  not  be  necessary  to  reduce 
the  vertical  movements  of  the  float  in  order  to  record  them  on  a  drum. 

If  it  is  not  necessary  to  so  reduce  them  the  float  may  be  counter- 
balanced by  a  weight  to  which  it  is  attached  by  means  of  a  light  cord 
or  chain  passing  over  a  pulley,  and  the  pencil  carriage  is  then  attached 
directly  to  the  cord. 

Example  1. — If  the  head  of  water  flowing  over  a  sharp-edged  rectangular 
notoh  3  ft.  long  was  found  to  be  10-26  in.,  what  was  the  discharge  in  gallons 
per  minute  7 

Assuming  that  the  stream  is  more  than  3  ft.  wide  so  that  there  are  two  end 
contractions,  formula  (14)  may  be  applied,  i.e. 

Q = 3-33(3- -2  xH)H*  cub.  ft.  per  sec. 

» 3-33(3- -2  x-855)-855*  cub.  ft.  per  sec.  (as  10-26  in.  =  -855  ft.) 

=  3-33  X  2-829  X  -855^  cub.  ft.  per  sec. 

=3-33  X  2-829  x  -865^  x  60  x  6-25  galls,  per  min. 
log  3-33    =  -52244 
„   2-829  =  -45162 
„      -855^  =  1-89795     i.e.  f  xlog  •855=1x1-93197 

60=1-77816 
..    6-25    =    79588 


3-44604= log.  2792-8,  i.e.  Q=2793  galls,  per  min.  nearly, 

or  by  means  of  a  slide  rule  Q  may  be  found  as  2790  galls,  per  min.  say. 

Example  2. — Solve  the  above  question  when  the  velocity  of  approach  is 
very  high,  say  4  ft.  per  second. 
From  equation  (15) 

Q=3-33x(3--2H)[(H+^y-  (g-)'}  cub.  ft.  per  sec. 

=  3-33x2-829{(-855  +  -25)'-(-25)'}  cub.  ft.  per  sec. 
=  3-33 x2-829x(M614-  125)  cub.  ft.  per  sec. 
=  3-33  X  2-829  x  1  0364  x  60  x  6-25  galls,  per  min. 
=  3660  galls,  per  min.  nearly. 

6.  For  still  smaller  streams  a  V  notch  may  be  employed,  and  the 
head  H  measured  in  the  same  manner  as  for  a  rectangular  notch  or 
weir. 

If  the  notch  has  sharp  edges  and  the  apex  be  situated  well  above 
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the  bed  of  the  stream,  then  if  the  vein  has  a  free  discharge  the  quantity 
may  be  computed  from  the  formula 

Q  a 

Q=jgn.\/2jtan2H*»  .    (16) 

where  Q  =  discharge  in  cubic  feet  per  second, 

n  =  an  experimental  coefficient  allowing  for  the  contraction  of 

the  vein,  etc.  =  -59  or  -6  about, 
0  =  the  angle  at  the  apex  of  the  notch, 

H  =  the  head  of  water  m  feet,  flowing  over  the  notch,  measured 
upwards  from  the  apex. 
Thus  for  a  90°  notch 

Q  =  2-635H* (17) 

If  the  velocity  of  approach  is  considerable  (H  +  h)  must  be  substi- 
tuted  for  H  in  the  above  formulae,  where  h  =  a.^,a  being  a  coefficient 

often  taken  as  unity,  though  probably  of  a  slightly  higher  value  :  and 
t;  being  the  velocity  of  the  stream  itself  before  it  reaches  the  notch. 

Example. — Caloulate  the  disoharge  over  a  right-angled  V  notch,  when  the 
head  is  10-26  in. 

Here  Q= 2-535  (L^'|?y =2-535  x  -855'  cub.  ft.  per  sec.  or  2-535  x  •855*  x 

60  X  6-25  galls,  per  min. 
=642-6  galls,  per  min. 
Had  the  velocity  of  approach  been  2  ft,  per  sec, 

Q=2-536  X  (-855+  •0625)^  taking  A=^= A  =  -0625 

«2-535  X  (-9175)^  x  60  x  6-25  galls,  per  min. 
a  766-5  galls,  per  min. 

7.  There  are  several  other  methods  which  may  be  employed  to 
determine  the  discharge  of  a  stream,  but  they  are  hardly  suitable  for  a 
Surveyor.  One  method  suggested  by  Mr.  Stromeyer  consists  in  adding 
to  the  stream  a  definite  quantity  of  some  chemical  such  as  pure  sulphuric 
acid,  and  then  at  a  lower  point  on  the  stream  ascertaining  the  amount 
of  dilution  from  a  number  of  samples. 

Mr.  Stromeyer  claims  that  the  discharge  may  be  determined  within 
1%  of  its  true  value  by  this  method.  For  further  details  the  reader 
is  referred  to  his  paper  in  the  Proc.  Inst.  C.E.  vol.  clx. 


EXAMPLES 

1.  (U.  of  L.)    Explain  carefully  the  method  of  gauging  the  flow  of  a  stream 
by  means  of  a  current  meter. 

How  are  the  constants  for  such  meters  determined  7 

The  greatest  surface  velocity  of  the  water  in  a  channel  of  rectangular  section. 
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6  ft.  wide  and  3  ft.  deep,  is  found  to  be  3-5  ft.  per  second ;  using  any  approximate 
formula,  deduce  the  mean  velocity  of  the  strecun,  and  hence  determine  the 
quantity  of  water  flowing  down  the  channel  in  cubic  feet  per  diem. 

2.  In  rating  a  current  meter,  the  following  results  were  recoided : 

Distance  towed  in  metres         570  580  590  60-25 

Time  in  seconds  1  m.  40  s.      2  m.  30  s.      3  m.  20  s.        4  m.  37-5  s. 

Number     of     intervals  l  5  5  6  5 

between  contacts         / 

Deduce  the  equation  for  the  meter,  within  the  range  of  velocities  tried. 

3.  A  river  is  80  ft.  wide,  and  soundings  are  taken  at  the  centre  of  each  10  ft. 
of  the  width.  The  depths  are  3-2,  3-65,  4-4,  4-9,  5-6,  5-35,  405,  2-5  ft.,  and  the 
mean  velocities  on  these  sections  are  1-4,  205,  2-58,  2-84,  3*  12,  2-90,  200,  1-2  ft. 
per  sec.  Calculate,  without  plotting,  the  approximate  discharge  of  the  river. 
Also,  for  the  sake  of  comparison,  plot  the  section  and  the  mean  velocity  curve 
and  deduce  the  result  from  a  discharge  curve. 

4.  Calculate  the  discharge  in  gallons  per  hour  over  a  sharp-edged  rectangular 
weir  having  a  length  of  10  ft.,  when  the  depth  of  water  over  the  sill  is  1-08  ft. 

Assume  (a)  that  the  velocity  of  approach  is  negligible. 
Assume  (6)  that  the  velocity  of  approach  is  2  ft.  per  sec. 

5.  Calculate  the  discharge  through  a  90°  V  notch,  when  the  depth  of  water 
above  the  vertex  is  1-08  ft. 

6.  In  order  to  locate  the  position  O  of  a  boat,  observations  were  made  with  a 
sextant  to  three  points  A,  B,  and  C  on  shore. 

The  angles  AOB  and  BOC  were  found  to  be  50''-56'  and  27''-23'  respectivelv. 
From  the  map  AB  was  scaled  as  1330  feet  and  BC  as  660  feet,  while  the  angle 
ABC  measured  163^-18'.  What  were  the  distances  of  O  from  A,  B,  and  C  respec- 
tively 7 

7.  (U.  of  L.)  A  Traverse  Survey  A,  B,  C  is  made  along  the  shore  line  of  an 
estuary  just  above  high-water  mark,  and  the  following  notes  obtained : 

AB,  389  ft.  long,  122''-15'  azimuth. 
BC,  511  ft.  long,  100''-18'  azimuth. 

A  series  of  offshore  soundings  is  then  taken,  each  line  being  set  out  parallel 
to  the  meridian.  The  first  line  is  projected  seaward  from  the  point  A,  and  the 
remainder  at  180-ft.  intervals  along  ABC.  The  particulars  of  the  soundings  are 
given  in  the  accompanying  table,  as  also  the  tide  gauge  readings,  which  are  taken 
simultaneously  with  the  soundings.  The  maximum  tidal  range  at  Spring  Tides 
is  15  ft.  and  the  soundings  are  taken  during  that  period.  The  zero  of  the  tide 
gauge  is  2  ft.  below  low  water  of  ordinary  Spring  Tides. 

Reduce  the  soundings  given  to  datum  of  low-water  ordinary  Spring  Tides 
and  construct  contour  lines  of  the  sea  bottom  at  2-ft.  vertical  intervals.  Assum- 
ing that  the  beach  between  high  and  low  water  slopes  approximately  at  1  vertical 
to  12  horizontal,  and  with  the  aid  of  the  soundings  given,  trace  also  the  HW  and 
LW  marks  on  the  plan.  Show,  by  hatching,  all  sandbanks  appearing  at  low 
water.  All  distances  are  measured  outwards  from  lines  ABC.  Scale  40  ft.= 
1  in. 

A  quay  wall  is  to  be  built  between  the  first  and  last  lines  of  soundings,  running 
parallel  to  ABC  and  100  ft.  seawards  of  it.  It  is  required  to  have  a  TniniTniiTn 
depth  of  water  of  10  ft.  below  low  water  of  ordinary  Spring  Tides  from  the  front 
of  the  wall  outwards.  Estimate  the  quantity  of  dredging  in  cubic  yards  necessary 
to  obtain  this  depth. 
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IST  LiNB. 

Time  of 

Oaiise 
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Depth  of 
Sounding 

Dlftanoe 

(Feet). 

Gaoge  Reading. 

Sounding. 

(Feet). 

(Feet). 
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80 

— 

0 

61 
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1 
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13                       200           1 

20 
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30 
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14 
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16 
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17 
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17 
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36 
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■ 
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18 
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21 
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22 
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10 
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37 
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9 

1200                 ,  12*00 
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6th  Line. 
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0 

40 

H 
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6i 
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25 
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6 
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13 
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11 
3 
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/ 

5 

550 

6i 
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11 

600 

12-50 

16 

700 

876  SURVEYmO 

8.  (U.  ofB.)  An  observer  taldng  aoimdings  from  a  boat  O  wished  to  locate  his 
position,  and  measured  with  a  sextant  the  angles  subtended  at  O  by  three  points 
A,  B,  and  C  on  the  shore.  The  lengths  of  aS  and  BC,  scaled  from  a  map,  were 
668'  and  720'  respectively,  and  an  angle  ABC  was  lOS^'-SO'.  The  observed  angles 
AOB  and  BOC  were  iO^'-lS'  and  W*-16'  respectively. 

What  can  the  observer  deduce  from  these  figures  7 


Chapter  XIII 

TEIANGULATION 

In  Chapter  I.  it  was  explained  that  the  principle  of  a  simple  chain 
survey  is  triangulation,  the  country  to  be  surveyed  being  covered  with 
a  skeleton  framework  of  triangles,  the  three  sides  of  each  of  which 
are  determined  by  direct  measurement. 

Similarly  the  principle  of  an  ordinary  plane-table  survey  is  triangu- 
lation, each  point  being  located  by  means  of  a  triangle  in  which  the 
base  is  known  (by  direct  measurement  or  otherwise),  and  of  which  the 
two  angles  at  the  base  are  measured  and  plotted  graphically  in  the  field. 

However,  neither  of  these  surveys  is  classified  under  the  heading 
of  Triangulation  or  Trigonometrical  Surveys. 

Triangulation  Surveys  are  those  in  which  the  sides  of  the  various 
triangles  are  ascertained  by  calculation  from  (a)  a  single  base  line 
measured  directly,  and  from  (6)  the  three  angles  of  each  triangle 
measured  with  a  theodolite  or  similar  instrument. 

For  less  important  work  only  two  angles  of  each  triangle  are 
measured  directly,  and  the  third  angle  is  deduced  by  subtracting  their 
sum  from  180°,  but  wherever  possible  it  is  advisable  that  all  three 
angles  should  be  observed. 

The  direct  object  of  a  triangulation  or  Trigonometrical  Survey  is 
not  to  provide  a  complete  plan  showing  detail  and  topographical 
features,  but  simply  to  locate  a  number  of  isolated  points  over  the 
surface  of  the  country. 

The  degree  of  accuracy  with  which  the  relative  positions  of  these 
points  are  fixed  depends  upon  several  considerations,  amongst  which 
may  be  mentioned : 

(1)  The  extent  of  the  survey  and  the  scale  to  which  the  published 
plans  are  to  be  reproduced. 

It  is  desirable  that  the  maximum  probable  displacement  of  any 
point  due  to  possible  errors  in  the  triangulation  sh^  be  so  small  that 
its  displacement  on  the  finished  plan  shall  be  inappreciable. 

The  greater  the  extent  of  the  survey,  the  more  opportunity  is  there 
for  small  errors  to  accumulate  and  become  significant,  so  that  the 
larger  the  survey,  the  more  accurately  should  the  work  be  executed. 

Similarly  the  larger  the  scale,  the  more  app^ciable  will  be  an  error 
of  given  magnitude  in  the  measurements. 

Thus,  a  displacement  on  the  paper  of  xrir^^  of  an  inch,  which  is 

877 


378  SURVEYING 

about  as  small  a  quantity  as  can  be  easily  plotted — ^represents  an  error 
of  5  in.  in  the  field  if  the  scale  is  ^j^,  or  an  error  of  25  in.  when 
the  scale  is  ^^. 

(2)  The  time  and  funds  available. 

(3)  The  purpose  of  the  map. 

FilliBg  in. — ^When  the  trigonometrical  points  have  been  located, 
the  topographical  and  other  details  are  surveyed  by  means  of  one  or 
other  of  uie  methods  described  in  the  previous  chapters. 

These  subsidiary  surveys — e,g.  chain,  traverse,  plane-table,  stadia, 
or  other  surveys — are  conducted  between  the  various  points,  which 
form  checks  as  to  their  accuracy,  prevent  errors  from  accumulating, 
and  provide  data  for  their  adjustment.  They  may  be  carried  on 
simultaneously  by  different  parties  at  various  points  upon  the  survey. 

Proceduze. — The  first  step  is  to  choose  a  suitable  position  for  the 
accurate  measurement  of  a  base  line,  by  one  of  the  methods  described 
in  Chapter  XIV. 

The  method  to  be  adopted  depends  upon  the  degree  of  accuracy 
which  it  is  desired  to  attain,  and  upon  the  extent  of  the  survey  which 
is  to  be  developed  from  it. 

The  site  should  be  approximately  level,  evenly  sloping,  or  gently  un- 
dulating, and  as  free  as  possible  from  obstructions,  in  order  that  a  Ime  of 
the  required  length  maybe  accurately  measured  without  undue  expense. 

The  extremities  should,  if  possible,  be  intervisible,  and  in  positions 
sufficiently  commanding  to  allow  of  their  being  used  as  instrument 
stations  for  the  extension  of  the  base,  as  on  p.  420;  or  to  allow  the  base 
line  to  be  used  as  a  side  of  one  of  the  main  triangles.  The  site  must 
also  be  so  chosen  that  it  will  be  possible  to  obtain  well-conditioned 
triangles  from  the  ends  of  the  adopted  base  to  positions  suitable  for 
other  station  points,  i.e.  for  the  apices  of  the  various  adjacent  triangles 
of  the  system. 

The  stations  having  been  selected,  the  theodolite  is  set  up  at  each 
in  turn,  and  wherever  practicable,  the  three  angles  of  each  triangle  are 
observed,  the  methods  of  Repetition  or  Reiteration  (pp.  105  and  106) 
being  resorted  to  for  the  more  precise  surveys. 

Selection  of  Stations. — In  selecting  positions  suitable  for  trigono- 
metrical stations,  the  following  factors,  among  others,  should  be 
considered : 

(1)  The  triangles  formed  with  the  adjacent  stations  should  be  well  con- 
ditioned (see  p.  389),  i.e.  they  should  be  as  nearly  equilateral  as  possible; 
in  any  case  no  angleof  a  triangle  should  beless  than  30°  ormore  thanl20°. 

In  the  preliminary  location  a  box -sextant  may  be  used  with 
advantage,  to  ensure  that  such  conditions  are  not  violated. 

(2)  Each  station  should  be  clearly  visible  from  all  the  adjacent 
stations.  Consequently,  commanding  positions  such  as  hill-tops  are 
generally  very  suitable.  Care  must  be  taken,  however,  that  the  stations 
are  visible  from  points  that  can  be  made  use  of  by  the  topography 
surveyors,  as  well  as  frpm  the  other  primary  stations.  This  is  particu- 
larly important  for  plane-table  work,  where  positions  have  to  be  located 
by  resection  (see  Chapter  IX.) 
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(3)  The  length  of  sight  should  be  neither  too  large  (when  the  signal 
may  be  too  indistinct  for  accurate  bisection)  nor  too  small  (when 
errors  of  centering  and  bisection  become  appreciable,  the  triangles  too 
small  to  be  economical,  and  the  magnitude  of  the  cumulative  errors 
liable  to  be  excessive). 

The  length  of  sight  to  be  adopted  in  any  particular  case  depends 
to  some  extent  upon  the  magnitude  of  the  survey,  and  also  upon  the 
instruments  available.  It  is  also  largely  dependent  upon  the  nature 
of  the  country. 

In  a  flat  country,  for  instance,  a  very  long  sight  cannot  be  obtained 
owing  to  the  effect  of  curvature,  unless  elevated  signals  or  beacons  are 
employed. 

Sometimes  on  an  extensive  survey,  in  addition  to  the  use  of  elevated 
signals,  the  instrument  is  raised  on  a  scaffold  to  a  considerable  height 
above  the  ground.  In  this  case  an  independent  scaffold  is  usually 
erected  for  the  observer. 

In  hilly  country  it  is  generally  possible  to  obtain  much  longer 
sights — from  one  summit  to  another — ^than  could  be  got  on  the  plains 
without  entailing  prohibi- 
tive expensein  the  erection 
of  towers  and  beacons. 

On  the  Indian  triangti- 
lation,  for  instance,  the 
average  length  of  side  in 
the  hilly  country  was  30 
miles,  while  on  the  plains 
the  average  was  about  11 
miles  only. 

In  the  Secondary  tri- 
angulation  chains  in  the 
Himalayas  sights  as  long 
as  200  iniles  were  obtained. 

(4)  The  expense  in  the 
erection  of  elevated  scaf- 
folds, beacons,  etc. 

(5)  The  amount  of  cut- 
ting and  clearing  necessary 
to  remove  obstructions 
from  the  line  of  sight. 

(6)  The  difficulty  or  otherwise  of  access  to  the  station. 

(7)  The  permanence  or  otherwise  of  the  station. 
Form  of  Triangnlation. — 

(a)  The  triangnlation  for  a  relatively  small  topographical  or  photo- 
graphic survey  (see  Chapter  XYIII.)  consists  of  a  network  of  triangles 
covering  the  whole  area. 

Such  a  network  was  employed,  for  instance,  on  the  Survey  of  the 
Island  of  Malta  ^  (Fig.  245),  the  base  line  being  near  the  centre  of  the 
system. 

^  Vide  A  Treatise  on  Surveying,  hj  Middleton  and  Chadwiok. 


/ 


Jm/fes 


Scale, 

Fia.  245. — ^Portion  of  Triangulation  System, 
Survey  of  Malta. 


880  SURVEYING 

On  the  Survey  of  Great  Britain  the  method  was  somewhat  similar, 


Fio.  246. 


except  that  a  great  number  of  interlacing  rays  were  taken  in  addition, 
as  shown  in  Fig.  246. 
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(ft)  On  the  Indian,  French,  and  other  surveys  the  whole  country 
was  not  covered  with  a  network  in  this  way,  but  chains  of  triangles 
were  run  in  directions  approximately  along  and  at  right  angles  to  the 
meridian. 

On  the  Indian  Survey,  for  instance,  one  main  chain  ran  almost  due 
N.  and  S.  from  Gape  Comorin  to  the  Dehra  Dun  Base  in  the  extreme 
north,  while  another  parallel  chain  ran  N.  from  Mangalore. 


(a)  Simple  chain 
of  triangles,  suit- 
able for  secondary 
or  less  important 
systems. 


(«) 


(6)  Double      tri-      ., 
angles.  (^/ 


(c)  Quadrilaterals 
or  interlacing  tri- 
angles. 
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(c) 

X 
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X 
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X 
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?    ( 

7        / 

^        i 

7 

(d)    Polygons 
(theoretically    hex-     (<i) 
agonal). 


Fig.  247. — Theoretical  Triangulation  Chain  Systems. 


Similarly  E.  and  W.  were  several  chains,  e.g,  Mangalore  to  Madras, 
Karachi  to  Calcutta,  etc.,  while  other  chains  ran  down  the  East  Coast 
from  Calcutta  to  Cape  Comorin,  and  down  the  West  Coast  of  Further 
India. 

These  chains  are  composed  of  triangles  arranged  in  one  of  the 
above  ways  (Fig.  247). 

Fig.  245  is  taken  from  the  triangulation  of  Malta. 
Fig.  246  is  taken  from  the  triangulation  of  Scotland. 
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Fig.  248  is  taken 
from  the  triangulation 
of  the  Transvaal  and 
Orange  River  Colony. 

Fig.  249  is  taken 
from  the  triangulation 
of  India,  to  show  the 
practical  application  of 
the  theoretical  forms  in 
Fig.  247. 

Nomenclature.  —  On 
the  Ordnance  Survey  the 
first  framework  of  tri- 
angles set  out  over  the 
country  constituted  the 
"Principal"  or"Primary" 
triangulation.  These 
large  triangles  in  turn 
formed  the  basis  of  a 
system  of  smaller  tri- 
angles which  constituted 
the  "Secondary"  triangu- 
lation. A  further  sub- 
division resulted  in  the 
"Tertiary"  triangulation 
Fi°-  248.  (see  p.  385). 

Portion  of  Main  Triangulation  System  of  the  Trans-  On  the  Survey  of  India 

vaal  and  Orange  River  Colony  Survey.  ^jg^^  ^iie  same  terms  are 

applied,  the  governing  chains  being  known  as  the  **  Principal "  or  "  Prim- 


BaseL/ne 

Fio.  249. — Portion  of  Main  Triangulation  System  of  the  Survey  of  India. 


ary"  chains,  and  the  subordinate  as  "Secondary"  and  "Tertiary  "chains. 
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In  many  places,  however,  the  terms  **  Major"  and  ''Minor"  have 
been  adopted,  e.g.  on  the  Orange  River  Colony  Survey :  or  Major, 
Minor,  and  Tertiary  on  the  East  African  Protectorate  Survey. 

Generally  "  Major "  triangulation  corresponds  to  Primary  or 
Principal  triangulation,  but  is  usually  not  quite  so  elaborate  or  precise. 
Minor  triangulation  then  corresponds  to  Secondary  or  Tertiary  triangu- 
lation. 

A  Topographical  triangulation  is  usually  of  limited  extent,  and  is 
not  necessarily  based  upon  a  Primary  or  Major  system.  It  would 
generally  be  quite  independent  and  be  of  the  third  or  fourth  order  of 
precision  (see  p.  400). 

A  Geodetic  triangulation  is  the  term  applied  to  a  very  precise  system 
of  triangles  intended  for  the  measurement  of  an  arc  of  a  meridian, 
or  for  the  determination  of  other  data  concerning  the  shape  of  the  earth 
as  a  whole. 

Signals,  etc. — ^For  short  sights,  e,g.  on  a  small  topographical  survey, 
the  station  is  preferably  marked  by  means  of  a  ranging  rod,  the  lowest 
visible  point  of  which  is  bisected  by  the 
cross-wires  of  the  theodolite.  To  avoid 
errors  ^  which  may  be  introduced  when 
the  rod  is  not  exactly  vertical  a  plumb 
line  is  frequently  used. 

This  may  be  suspended  from  a  tripod, 
or  from  a  single  ranging  rod  placed  in  an 
inclined  position  over  the  peg  as  in  Fig. 
250.  The  height  of  the  bob  is  regulated 
by  means  of  a  sliding  knot  near  the  top  of 
the  string,  or  preferably  by  twisting  the 
string  a  few  turns  round  the  hook  from  Fio.  250. 

which  it  is  suspended.     The  point  of  the 

bob  is  brought  exactly  over  the  station  point  marked  on  the  peg  or 
pillar,  and  any  point  on  the  string  may  then  be  sighted. 

For  large  surveys  more  elaborate  signals  must  be  used,  as,  to  be 
clearly  visible,  an  angle  of  2  to  4  seconds  should  be  subtended  by  the 
signal,  at  the  mBtrument. 

A  rope,  weighted  at  its  end,  is  sometimes  suspended  from  a  tripod 
formed  by  three  stout  spars  lashed  together,  and  the  rope  is  painted 
in  white  or  other  coloiirs,  depending  upon  the  nature  of  the  back- 
ground. 

When  the  rope  itself  is  not  sufficiently  distinct,  a  sjrmmetrical 
signal  is  occasionally  fixed  on  the  rope.  This  might  be  a  light  frame- 
work of  wire  covered  with  white  cloth. 

On  the  Totley  ^  tunnel  alignment  a  1-inch  diameter  blackened  tube 
was  suspended  on  a  fine  steel  wire  heavily  weighted. 

On  the  India  and  other  Surveys,  for  short  sights,  a  staff,  held  in 
place  by  guys  or  stays  if  necessary,  and  carrying  a  symmetrical  bundle 
of  grass,  brushwood,  etc.,  was  used. 

Signals  are  also  formed  in  the  shape  of  Tripods  or  Quadripods 

1  890  Examples,  p.  98,  "  Proo,  JnsL  C.E.  vol.  oxvL 
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(Fig.  251),  built  up  of  rough  timbers,  firmly  lashed  together,  and 
covered  with  thatch,  battens,  or  caUco.  Sometimes  there  is  a  central 
mast  held  in  the  vertical  position  by  means  of  stays. 

Luminous  signals  are  generally  used  now  upon  Geodetic  or  Primary 
triangulation  surveys. 

Arrangements — heliographs,  heliostats,  or  heliotropes — ^f  or  reflecting 
the  sun's  rays  in  the  required  direction  have  been  much  used,  the  object 
to  be  bisected,  when  viewed  through  the  telescope,  having  the  appear- 
ance of  a  bright  star. 

On  the  Ordnance  Survey,  Bengal  lights  were  used,  and  these  were 
succeeded  by  Argand  lamps  furnished  with  parabolic  reflectors. 

On  the  India  Survey,  Drmnmond's  lights  superseded  the  previous 
appliances,  and  proved  very  successful.  A  small  ball  of  lime  placed 
in  the  focus  of  a  parabolic  reflector  is  raised  to  an  extremely  high 
temperature  by  impinging  upon  it  a  stream  of  oxygen  passing  through 

a  flame  of  alcohol. 

Electric  lights  have  also  been  employed,  e.g,  in 
connecting  the  triangulation  of  Spain  with  that  of 
Algiers. 

The  permanent  mark  which  defines  a  station 
point  is  often  fixed  below  the  sighting  signal,  after 
this  has  been  erected,  as  it  is  much  easier  to  do 
this  than  to  centre  the  beacon  accurately  over  a  mark 
previously  fixed.  The  mark  is  usually  sufiidently 
low  to  enable  the  instrument  to  be  conveniently  set 
up  above  it. 

When  a  central  mast  is  provided  to  a  tripod  or 
Fig.  261.  quadripod  beacon,  it  is  sometimes  pivoted  so  that 

Quadnpod  Beacon,    it  may  be  pulled  aside  to  afford  a  clear  space  for  the 

instrument. 
When  it  is  necessary  that  the  instrument  should  be  raised  to  a 
considerable  height  above  the  ground,  a  scaffold  or  staging  must  be 
erected.  The  instrument  is  then  centered  over  the  station  point  by 
means  of  a  long  plumb  line,  protected  from  the  action  of  the  wind  by 
being  enclosed  in  a  narrow  vertical  trough  or  tube,  having  one  side 
open.  This  tube  can  be  turned  so  that  the  open  side  is  to  leeward  of 
the  wind. 

In  such  a  case,  a  separate  staging  must  be  erected  for  the  observer, 
and  this  must  be  entirely  independent  of  the  instrument  scaffold. 

On  the  Canadian  Survey  a  portable  erection  built  up  of  angle  irons 
was  employed. 

The  mark  defining  the  station  point  should  be  of  a  permanent  nature. 
Sometimes  a  masonry  pillar  is  erected  and  a  mark  made  on  the  top 
surface  by  inserting  a  metal  plug :  if  sufficiently  high,  the  instrument 
may  be  set  up  on  the  pillar  itself,  and  the  tripod  dispensed  with. 

Often  two  marks  are  adopted,  one  upon  a  slab  of  stone  at  some 
distance  below  the  surface  of  the  ground,  and  one  at  ground  level, 
the  latter  often  being  protected  by  means  of  a  cairn  of  stones.  When 
stone  is  not  available,  concrete  is  frequently  employed. 
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The  Ordnance  Survey  of  Great  Britain  and  Ireland  was  commenced 
by  General  Roy  in  1783.  The  first  base  to  be  measured  was  that  at 
Hounslow  Heath.  As  a  preliminary  this  was  measured  with  a  steel 
chain  100  ft.  long,  then  with  seasoned  deal  trussed  rods  20  ft.  3  in. 
long.  Owing  to  changes  of  length  due  to  absorption  of  moisture  from 
the  air,  this  method  was  considered  unsatisfactory,  and  glass  rods  were 
next  resorted  to. 

In  1791  the  base  was  again  measured  with  Ramsden's  steel  chain 
(p.  404),  and  the  apparent  length  corrected  for  temperature  and  reduced 
to  mean  sea-level,  the  adopted  length  being  27,404-24  ft. 

From  this  base  a  network  of  primary  triangles  was  set  out,  the 
angles  of  these  being  observed  with  the  great  theodolite  of  Ramsden, 
3  ft.  in  diameter,  and  having  a  telescope  with  a  focal  length  of  3  ft.  and  a 
magnifying  power  of  54.  There  were  two  such  instruments,  in  addition 
to  one  of  2  ft.  diameter  and  one  of  1  ft.  6  in.  diameter.  Each  was 
furnished  with  two  verniers. 

The  average  length  of  a  side  of  a  primary  triangle  was  about  36 
miles,  though  very  much  longer  sights  were  taken  in  some  cases.  For 
instance,  in  the  triangle  connecting  Snowdon  in  Wales,  Scawfell  in 
Cumberland,  and  Slieve  Donard  in  Ireland  each  side  was  over  100 
miles  in  length. 

The  main  or  primary  triangles  were  subdivided  into  secondary 
triangles  having  an  average  length  of  side  of  5  miles;  many  of  the 
secondary  station-points  were  fixed  with  the  large  instruments,  while 
the  primary  triangles  were  being  set  out ;  others  were  located  inde- 
pendently with  a  12-in.  theodolite. 

Similarly  the  secondary  triangles  were  again  split  up  into  tertiary 
triangles  having  an  average  length  of  side  of  about  1  j:  miles,  7-in.  and 
5-in.  theodolites  being  employed. 

Smaller  surveys  were  then  conducted  between  the  various  tertiary 
triangulation  points,  the  work  being  chiefly  executed  with  the  chain 
and  prismatic  compass. 

On  other  surveys  the  plane  table  is  largely  employed,  and  much 
detail  surveyed  by  stadia  observations,  but  these  methods  were  not 
adopted  on  the  Ordnance  Survey  of  Great  Britain. 

Bases  of  verification  were  measured  at  the  following  places,  and  the 
measured  lengths  compared  with  the  calculated  lengths : 

Salisbury  Plain  Base. 
King's  Sedgmore  in  Somerset. 
Misterton  Carr. 

Rhuddla^i  Marsh  in  Flintshire. 
Lough  Foyle  in  the  north  of  Ireland. 
Lossiemouth  on  the  Moray  Firth  (1909-12). 

The  accuracy  of  the  work  is  mentioned  later. 

On  the  United  States  Coast  and  Geodetic  Survey  the  great  theodolite 
was  2  ft.  6  in.  in  diameter  and  furnished  with  three  equidistant 
micrometer  microscopes,  reading  to  1  second  of  arc. 

The  focal  length  of  the  telescope  was  4  ft. 

On  the  Great  Trigonometrical  Survey  of  India  the  theodolites, 
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3  ft.  and  2  ft.  in  diameter,  were  fumifihed  with  five  equidistant  micro- 
scopes each  reading  to  1  second  of  arc. 

Observation  of  Horizontal  Angles. — For  small  surveys  the  method 
of  "  Repetition "  (p.  105)  is  often  adopted.  For  larger  surveys  the 
method  of  "Reiteration"  is  employed. 

The  errors  to  which  theodolite  observations  are  liable,  and  the 
methods  of  eliminating  them,  have  been  mentioned  in  Chapter  IV. 

To  measure  the  angles  at  a  station  A  (Fig.  252)  with  extreme 
accuracy  the  following  method  might  be  adopt^ : 

(1)  The  instrument  is  set  up,  levelled  and  accurately  centered  at  A, 
and  the  telescope  directed  to  some  referring  object,  say  B.  The 
instrument  would  be  "face  right"  (F.R.),  the  leading  micrometer 
adjusted  to  zero,  and  the  readings  of  the  remaining  micrometers  noted. 
The  telescope  would  then  be  rotated  towards  the  right  (swing  right) 
until  G  was  bisected,  the  cross-hairs  being  brought  into  coincidence 
from  the  left  (approach  left). 

All  the  micrometers  having  been  read,  the 
telescope  would  then  be  rotated  further  to  the 
right  and  D  bisected  from  the  left.  Then  E 
and  finally  B  would  be  intersected. 

In  each  case  all  the  micrometers  or 
verniers  would  be  read,  and  coincidence 
would  be  obtained  by  always  bringing  up 
the  cross-hairs  in  the  same  direction,  i.e.  from 
the  left. 

If  the  readings  of  the  micrometers  on 
again  intersecting  B  do  not  agree  with  the 
original  readings,  the  difference,  if  small,  may 
Fio  252  he  equally  divided  among  the  angles  BAG, 

GAD,  DAE,  and  EAB.  If  considerable,  the 
observed  values  would  be  rejected  and  the  observations  repeated. 

(2)  The  operations  would  then  be  repeated  with  the  vertical  circle 
still  "  face  right,"  commencing  from  B  as  zero,  but  swinging  the 
instrument  to  the  left,  i.e.  observing  the  points  in  the  order  E,  D,  G,  B. 
The  intersections  would  be  obtained  in  this  case  by  bringing  the  cross- 
hairs into  coincidence  from  the  right  instead  of  from  the  left. 

(3)  The  telescope  would  be  transmitted  without  removal  from  its 
supports,  and  the  face  of  the  instrument  converted  into  "  face  left." 

A  round  of  observations  would  then  be  made  swinging  to  the  right 
and  approaching  from  the  left. 

(4)  A  round  of  observations  would  then  b^  made  swinging  to  the 
left  and  approaching  from  the  right,  i,e. 

(1)  Instrument  F.R.  swing  R.  approach  L. 

(2)  „  F.R.      „     L.         „        R. 

(3)  ,,  F.L.      „     R.        „        L. 

(4)  „  F.L.      „     L.         „        R. 

Thus  if  the  instrument  is  fitted  with  two  verniers  or  microscopes, 
observations  (1),  (2),  (3),  (4)  would  furnish  in  all  eight  values  for  each 
angle. 
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The  observations  would  now  be  repeated  commencing  from  a 
different  "zero,"  i.e.  the  leading  vernier  might  be  adjusted  to  90** 
instead  of  to  360®,  and  a  further  eight  values  would  be  obtained. 

With  three  verniers  or  microscopes  each  "  zero  "  furnishes  twelve 
values,  and  in  the  second  of  two  sets  of  readings  the  leading  vernier 
would  be  adjusted  to  60®. 

The  total  number  of  observations  required  will  depend  upon  the 
accuracy  to  be  obtained  (see  p.  377),  and  for  geodetic  triangulation 
four  to  six  or  more  "  zeros  "  may  be  used. 

Thus  if  there  are  n  verniers,  the  ande  between  them  will  be  — , 

and  if  there  are  to  be  m  different  sets  of  observations,  the  approximate 

angle  between  the  various  "  zeros  "  will  be ;  e.g.  if  there  are  three 

verniers,  and  four   complete  sets   are  required,  the  zeros  will  be 

^  =  30®  apart,  i.e.  0®,  30®,  60®,  90®. 

It  is  advisable — ^to  avoid  bias — ^not  to  set  the  verniers  exactly  to 
an  even  degree. 

The  effect  of  swinging  the  telescope  right  and  left,  and  of  bringing 
the  cross-hairs  into  coincidence  alternately  from  the  left  and  right, 
tends  to  eliminate  errors  due  to 

(a)  Twist  of  the  instrument  supports,  due  to  the  effect  of  the  sun 
and  wind; 

(6)  Slip  due  to  defective  clamping  and  tangent  screw  arrangements. 

"Face  right  and  face  left"  observations  tend  to  eliminate  the 
errors  due  to 

(a)  The  lack  of  adjustment  in  the  line  of  collimation ; 

(6)  Inequality  of  the  levels  of  the  A  supports. 

Change  of  zero  tends  to  eliminate  errors  due  to  defective  graduation. 

The  reading  of  several  verniers  tends  to  eliminate  errors  due  to  the 
inaccurate  centering  of  the  instrument  axes,  and  unequal  graduations. 

The  repetitions  also  tend  to  eliminate  personal  errors  in  the  bi- 
section of  the  object,  the  reading  of  the  verniers  or  microscopes,  etc. 

The  procedure  mentioned  above  is  too  tedious  and  unnecessarily 
laborious  for  smaller  triangulations,  so  that  for  such  survejrs  the  work 
may  be  much  simplified.  For  instance,  for  a  topographical  survey,  or 
a  tertiary  triangulation,  probably  it  would  be  quite  sufficient  to  take 
two  zeros  only,  with  one  "  face  right  and  swing  right,"  and  one  "  face 
left  and  swing  left "  observation  from  each.  This  procedure  would 
yield  eight  readings  when  the  instrument  is  fitted  with  two  verniers. 

Or  for  less  precise  results,  one  **  face  right  and  swing  right "  obser- 
vation from  one  zero,  and  one  "  face  left  and  swing  left "  observation 
from  the  second  zero,  would  be  sufficient.  This  would  furnish  four 
readings  when  two  verniers  are  fitted. 

For  ordinary  work  the  angles  may  be  observed  at  almost  any  time 
of  the  day  or  night,  provided  that  the  weather  is  favourable,  i.e.  not 
excessively  windy  or  misty. 
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For  geodetic  work,  or  a  primary  triangulation,  it  is  usual  to  confine 
the  operations  to  those  times  when  the  effect  of  lateral  refraction  is  a 
minimum.  Day  operations  are  best  undertaken  between  4  p.m.  and 
dusk.  Night  operations  are  probably  more  reliable,  and  are  now  very 
generally  adopted  owing  to  the  convenience  and  suitability  of  the 
modem  luminous  signals  for  long  distances. 

Vertical  angles  should  be  observed  ''  face  right "  and  *'  face  left,"  the 
cross-hairs  being  brought  into  coincidence  with  the  object  alternately 
from  above  and  from  below.  Both  microscopes  or  verniers  should  be 
read. 

The  most  suitable  time  for  the  observation  of  these  angles  is  in 
the  afternoon — say  2  to  4  p.m. — ^and  reciprocal  observations  should  be 
employed  as  described  in  Chapter  VII. 

Redaction  to  Oantre. — ^As  already  considered  in  Chapter  V.  on 
traverse  surveying,  it  is  sometimes  impossible  to  set  up  the  instrument 
exactly  over  or  under  the  signal  which  has  been  observed  from  other 
station-points.  In  such  a  case  the  instrument  is  set  up  near  the  signal 
at  a  ''  satellite  station,"  and  the  observed  angles  reduced  to  the 
centre. 

In  triangulation  surveys  there  also  occurs  a  modification  of  this 
problem,  e.g.  when  a  leaning  beacon  or  eccentric  signal  is  observed, 
the  angles  at  each  point  are  reduced  to  the  values  they  would  have, 
were  the  signal  correctly  placed. 

Examples  of  these  two  cases  are  given  below,  the  S  being  taken  as 
zero. 

Example  1. — ^Taken  from  the  Survey  of  the  Transvaal  and  Orange  River 

Colony. 

In  Fig.  253  W  represents  the  Walschbank  Peak  station 

and  beacon. 
B  represents  Bendearg. 
0  represents  Xuka. 

O  represents  the  instrument  station  which 
is  eccentrically  placed. 

OW=d= 37-328  ft. 
Bearing  OW-O^O' 

Bearing  OB=121°-66'  log  WB  =  5-2393 

Fio.263.    ^^  Bearing    00=144^-54'  log  WC= 5-2316. 

Reduction  to  Centre.  The  angle  WBO  is  obtained  from  the  sine  formula 

(1),  p.  516,  i.e, 

log  sin  WBO=log  d+log  sin  121''.56'-log  WB 
and  log  sin  WOO = log  d+  log  sin  144^-54'-  log  WC. 

log  d  =  1  -5720  log  <i  =  1  -5720 

log  sin  121''-56'= 1-9287  log  sin  144°-54' =1-7597 

1-5007  13317 

log  WB= 5-2393  log  WC= 6-2316 


log  sin  WBO   =4-2614  log  sin  WOO =4- 1001 

Therefore  the  correction  z.WBO= 37-66^.    Therefore  the  oorreotion  WCO= 26-97^ 


TRIANGULATION  389 

These  corrections  are  both  +  **  and  must  be  added  to  the  bearings  of  B  and 
C  from  O,  to  obtain  the  bearings  of  those  points  from  the  true  station  W. 

Example  2. — From  the  same  survey  (Fig.  254). 

V reposition  of  instrument  at  Vlakfontein,  where  the  beacon  O  is  -861  ft. 
out  of  centre.     D^Tafel  Kop  signal. 

Bearing  of  beacon  top,  t.c.  V0=0®-0'. 
Bearing  of  beacon  at  D  :==330°-30'. 

Log  of  distance  DV  =5-2901. 

Then  if  0  is  the  angle  of  correction,  i.e.  the  angle  VDO, 
log  sin  ^=iog  0-861  + log  sin  29°-30'- 5-2901, 

log  0-861=1-9350 
log  sin  29°-30'=  1-6923 

1-6273 
log  DV  =  5-2901 

log  sin  ^=6-3372,  Fio.  254. 

.-.  ^=0-44^ 
The  correction  to  the  bearing  of  V  from  D  is  therefore +0-44^. 

Shape  of  Triangles. — The  shape  of  the  triangles  should  be  such  that 
any  error  in  the  measurement  of  the  angles  shall  have  a  minimum 
effect  upon  the  lengths  of  the  calculated  sides. 

Thus  if  AB  is  the  side  originally  known — ^by  direct  measurement  or 
by  computation  from  other  triangles — and  if  ABC  is  the  triangle  built 
up  upon  it,  then  any  fractional  error  in  the  assumed  length  of  AB  will 
cause  a  similar  fractional  error  in  the  other  two  sides  AC  and  BC,  and 
also  in  all  other  linear  measurements  of  the  triangulation  which  depends 
upon  it. 

Similarly  any  additional  fractional  error  in  AC  or  BC,  caused  by  an 
error  in  the  assimied  value  of  one  of  the  angles  A,  B,  or  C,  will  be  trans- 
mitted through  the  whole  of  the  triangulation.  It  is  thus  desirable 
that  the  angles  A,  B,  and  C  shall  be  such  that  any  error  in  their  measure- 
ment shall  have  a  minimum  efFect  upon  the  length  of  AC  or  BC. 

But  because  the  triangulation  is  dependent  upon  both  AC  and  BC, 
it  is  not  desirable  that  the  accuracy  of  one  shall  be  sacrificed  in  order 
to  render  the  accuracy  of  the  other  more  trustworthy,  i,e,  AC  and  BC 
should  be  equally  accurate,  and  this  condition  is  best  attained  by 
making  the  triangle  isosceles. 

To  find  the  best  values  for  the  angles  A  and  B  and  C  we  may 
proceed  as  follows : 

By  the  sine  formula         a  —  c.  —, — ^ , 

sm  C 

therefore  if  Sa^  is  the  error  produced  in  a  by  an  error  of  8A  in  A, 

c .  cos  A .  8  A 


8ai  = 


sin  C 


and  — i  =  -  .  -.  —^  .  8A  =  cot  A  .  8A  by  the  sine  rule. 

a       a    sm  U 
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Similarly  if  So,  is  the  error  due  to  an  error  8C  in  G, 

^        _  C  sin  A  cos  C  8C 

and  ???= -cotC.SG. 

a 

If  8A  and  8G  represent  the  probable  errors  in  the  angles,  i.e.  ±  0 
radians,  then  the  probable  fractional  error  in  the  sides  a  or  6 

=  ±  dVcot^  A  +  cot*  C.         .        .        .    (1) 

This  expression  is  a  minimum  when  cot*  A  +  cot*  G  is  a  TninimnTn, 
or  since  C  =  180  -  2A,  when  cot*  A  +  cot*  2A  is  a  minimum. 

DijSerentiating  this  expression  and  equating  to  zero,  we  have  after 
reduction 

4  cos*  A  +  2  cos*  A  -  1  =  0, 

from  which  A  =  56**- 14'  approximately. 

From  these  conclusions,  therefore,  the  best  shape  of  triangle  would 
appear  to  be  isosceles,  having  the  angles  at  the  base  =  66^-14',  or  the 
apical  angle  eaual  to  67°-32'. 

It  would,  however,  be  impossible  to  make  a  network  composed 
entirely  of  such  triangles,  besides  which,  in  a  chain  of  triangles  of  these 
proportions,  the  triangles  would  gradually  diminish  in  size  as  the 
distance  from  the  base  was  increased.  This  would  be  undesirable  for 
many  reasons,  e.g.  it  would  be  uneconomical,  and  the  centering  and 
bisection  errors  would  tend  to  become  more  and  more  appreciable  as 
the  sides  diminished  in  length. 

For  these  reasons  an  equilateral  triangle  is  considered  the  most 
suitable  shape,  but  of  course  in  practice  this  is  modified  very  consider- 
ably, and  is  governed  almost  entirely  by  the  topographical  features  of 
the  country.  If  possible,  however,  triangles  having  an  angle  smaller 
than  30^  or  greater  than  120°  are  avoided,  and  triangles  as  nearly 
equilateral  as  is  practicable  are  employed. 

Fig.  255  shows  graphically  the  probable  fractional  error  in  the 
sides  when  the  angles  are  liable  to  a  probable  error  of  ±  1".  It  wiU  be 
seen  that  when  the  angles  of  the  triangle  fall  outside  the  limits  above 
stated,  the  resulting  linear  error  rapidly  increases — particularly  when 
the  angle  is  smaller  than  30°. 

It  is  also  evident  from  the  curve  that  an  equilateral  triangle  is  almost 
as  favourable  a  shape  as  the  theoretical  best  shape  as  derived  above. 

The  curve  has  a  similar  shape  whatever  the  probable  error  in  the 
angles. 

8c 
When  the  probable  fractional  error  in  the  side  c,  i.e.  — ,  is  con- 
sidered, the  resultant  probable  fractional  error  in  the  sides  a  and  b  is 

^--f  +  «*  (cot*  A  +  cot*  2A).  .        .    (2) 


k.. 
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The  effect  of  the  tenn  i—j  is  to  raise  the  vertex  and  flatten  the 


curve. 


Curve  (2)  shows  (-)  =  ±  2  x  10-«  and  0  =  ±  l^ 

Curve  (3)  shows  (^)  =  ±  10  x  10-«  and  0  =  ±  V. 

Oalcolations. — The  well-known  formula  to  be  applied  in  the  cal- 
culation of  the  unknown  sides  (a  and  6)  of  the  triangle  ABC,  when 


10^*0 


60*         QOr         100"        120* 

Apical  Angle,  Degreee, 
Fio.  255. 


I6(y 


the  side  c  is  known  by  direct  measurement  or  by  previous  computa- 
tions, and  when  the  angles  A,  B,  and  C  are  determined,  is 


a 


sin  A     sin  B     sin  C' 

Before  applpng  this  rule,  however,  the  observations  are  adjusted  so 
that  any  discrepancy  in  the  results  is  distributed  as  evenly  as  possible. 

In  a  simple  chain  of  triangles,  as  in  Fig.  247,  a,  the  three  angles  of 
each  triangle  should  sum  exactly  to  180°,  unless  the  sides  are  of  such 
a  length  that  the  figure  cannot  be  considered  as  approximately  plane. 
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in  which  case  the  sum  of  the  three  angles  should  exceed  180''  by  an 
amount  known  as  the  spherical  excess. 

This  is  due  to  the  fact  that  each  angle  is  measured  in  a  plane  tan- 
gential to  the  spheroid.  If  the  triangle  is  small,  these  three  planes  may 
be  considered  as  coincident :  if  not,  then  each  angle  will  be  slightly 
greater  than  the  corresponding  angle  of  the  plane  triangle,  which  is  ob- 
tained by  joining  A,  B,  and  C  by  straight  lines  or  chords  of  the  spheroid. 

The  spherical  excess  of  a  triangle  may  be  calculated — on  the 
assumption  that  the  earth  is  a  sphere — by  the  application  of  the 
formula  derived  in  Chapter  XV.,  i.e. 


e 


^  area^of  trian^  ^  jg(jo^      ...     (3) 
irlv 


where  R  is  the  radius  of  the  sphere. 

From  this,  the  spherical  excess  in  seconds, 

»__A.x  360x60x60  /.v 

""  "~     ~2.rR«  '  .         .        .     W 

where  A«  is  the  area  of  the  spherical  triangle  in  the  same  units  that  R 
represents  the  radius  of  the  earth. 

For  accurate  work  the  mean  radius  of  curvature  through  the 
centre  of  the  triangle  should  be  substituted  for  R. 

Thus  if  R  =20,889,000  ft.  say,  solving  (4)  by  logarithms,  we  get 

log  e"  =  log  A.  +  10-6745902 
or  log  e'' =  log  A,  +   21198580, 

where  A,  is  the  area  of  the  spherical  triangle  in  square  feet  or  square 
miles  respectively. 

For  a  triangle  having  an  area  of  1  square  mile,  log  A,=0,  and 

log  c  =  21198580,  from  which  c  =001318  seconds,  a  negligible  amount 
for  all  ordinary  work. 

Usually  it  is  sufficiently  accurate  to  substitute  for  A,  the  area  of 
the  triangle  considered  plane  instead  of  spherical,  i.e.  the  area  A«  is 
calculated  by  the  usual  plane  trigonometrical  formulae. 

Thus  if  one  side  c  and  the  two  angles  A  and  B  are  known,  as  is 

usually  the  case, 

A       1  o  sin  A  sin  B        ,  o  sin  A  sin  B .  i^^ 

A,  =  ic*  -^     ^  -       or  ic2       -^—  — ;   .        .     (5) 

sm  (A  +  B)  sm  U 

if  two  sides  a  and  6  and  the  included  angle  C  are  known, 

A,  =  Ja .  6 .  sin  C (6) 

For  these  computations  the  three  angles  are  first  adjusted  to  sum 
to  180®  by  dividing  the  excess  (or  deficit),  including  the  unknown 
spherical  excess,  equally  between  them. 

When  the  spherical  excess  has  been  computed,  the  error  of  the  observa- 
tions is  easily  deduced,  and  is  divided  equally  between  the  three  angles 
— provided  each  angle  is  assumed  to  have  been  observed  with  an  equal 
degree  of  accuracy,  i.e.  the  correction  to  be  applied  to  each  angle  is 
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(180"  +  spherical  excess)  ~  sum  of  observed  mean  values  of  A,  B,  and  C 
_  _  ...   .  _ 

D' 

=  3-  say. 

If  the  angles  are  not  equally  reliable,  they  may  be  weighted,  for 
instance,  in  proportion  to  the  number  of  observations  of  each,  or  to 
the  clearness  or  otherwise  of  sighting,  etc. 

Thus  if  the  three  angles  are  accorded  weights  coa,  cob,  and  a>o  respec- 
tively, the  discrepancy  D  may  be  distributed  in  the  ratio  of  the 
reciprocals  or  of  the  squares  of  the  reciprocals  of  the  weights,  e.g.  the 
correction  to  A,  by  the  first  method,  would  be 


Oik 


<l>^       <0b        <t>0 


.D.  ...    (7) 


or  by  the  second  method 


(«>a) 


2 


\(X}J  \Wn/  VCOn/ 


.D.  .        .    (8) 


By  correcting  the  angles  A,  B,  and  C  in  this  way  the  values  to  be 
adopted  of  the  spherical  angles  A,  B,  and  C  are  decided  upon. 

These  values  are  employed  in  the  calculation  of  the  sides  a  and  b — 
unless  Legendre's  theorem  is  used  as  explained  below — and  also  in 
the  determination  of  the  true  azimuth  of  the  various  lines  (see 
Chapter  XV.  on  the  Convergence  of  the  Meridians). 

The  next  step  is  to  calculate  the  lengths  of  the  sides  of  the  triangle. 

For  large  triangles  this  may  be  done  by  pure  spherical  trigono- 
metry, when  one  side  (c)  and  the  three  spherical  angles  are  known,  but 
the  process  is  laborious,  and  is  not  so  frequently  resorted  to  in  practice. 
It  was,  however,  used,  with  the  two  methods  described  below,  upon  the 
French  Survey. 

The  two  chief  methods  are  those  of  Delambre  and  Legendre  :  these 
were  employed  on  the  Ordnance  Survey. 

Delambre's  Method. — The  length  of  the  chord  Cc  of  the  spheroid, 
which  corresponds  with  the  side  c,  of  the  spherical  triangle,  is  calculated, 
and  the  three  spherical  angles  A«,  B«,  and  C«  are  reduced  to  the  angles 
A^,  Be,  Cc  of  the  plane  triangle  formed  by  the  chords  joining  A,  B, 
and  C. 

The  unknown  sides  a<.  and  be  are  then  calculated  by  plane  trigo- 
nometry, and  afterwards  converted  into  the  corresponding  spherical 
arcs  a,  and  &«. 

Legendre's  theorem  states  that  if  a  triangle  is  small  in  comparison 
with  the  surface  area  of  the  sphere,  it  is  sufficiently  correct  to  subtract 
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^id  of  the  spherical  excess  from  each  angle  of  the  spherical  triangle 
and  apply  the  usual  sine  formula. 

For  tertiary  and  topographical  triangulation  the  spherical  excess 
is  too  small  to  be  appreciable,  and  the  triangles  are  solved  by  plane 
trigonometry. 


Example. 


^^  ,        .       ,         ,  r A =88^-34'- 10-6' 

Obflerved  angles  of  equal  |  -a^^o  ig/  ig  /yr 

weight-  |c=49°-"9-W 

180°-  0'-  2'V 

Corrected  angles  for  pre-  rA=88°-34'-  9-7^ 
liminary  calculation  and  6  =  42""- 16'- 17-2' 
for  Legendre*B  theorem.    I  C=49®-  9'-33-K 


CorTections. 

2•4^ 

_  log  sin. 
1-9998646 
1-8277862 
1-8788268. 


e»82211-02      log  c»4-9149300. 


Known  length 

Log  area  by  formula  (6) — 

log  -6=  T-6989700 

loge*=  9-8298600 

log  sin  A»  b9998646 

log  sin  B=   1-8277852 

9-3564798 
log  sin  C=   1-8788258 

r  log  area  =9-4776540 
I  constant  =  10-6745902 

log  cx=~ -1522442 
Spherical  excess  e=  1*42  seconds  nearly. 

The  total  error  in  observations =2-4— 1-42  =  -98^. 

The  spherical  angles  therefore,  subtracting  ^rd  from  each 

A,=88°-34'-10-18' 
B,=42°-16'-17-67' 
C,=49°-  9^-33-57^ 

180°-  0'.01-42' 

To  calculate  a  and  6  by  Legendre*s  theorem,  when 

,     c .  sin  B       J        c .  sin  A 
0=—.^^^  and  a= 


sin  C 

log  c= 4-9149300 
log  sin  A  =  19998646 

4-9147946 
log  sin  0=1-8788258 

log  0=5-0359688^ 

log  6=4-9149300 
log  sin  B  =  1-8277852 

4-7427152 
log  sin  0  =  1-8788258 
log  6=4-8638894^ 


sinO  ' 


a  =  108634-75  ft. 


,.•.6=73095-3  ft. 
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For  systems  other  than  a  simple  chain  of  triangles,  resort  must  be 
made  to  a  more  elaborate  method  of  distributing  the  various  errors  of 
observation. 

The  full  treatment  of  this  branch  of  the  subject  is  beyond  the  scope 
of  the  present  volume,  and  the  student  is  referred  to  one  of  the  standard 
works  on  "  Geodesy."  A  few  notes  on  the  subject  may,  however,  not 
be  out  of  place. 

Considering  the  system  of  polygons  shown  in  Fig.  247,  d,  the  errors 
must  be  so  distributed  that  the  following  conditions  shall  be  satisfied  : 

(1)  The  sum  of  the  three  angles  of  each  triangle  must  be  equal  to 
180^  +  the  ascertained  spherical  excess  if  the  triangles  are  sufficiently 
large  for  this  to  be  appreciable. 

Thus  if  the  polygon  has  N  sides,  this  incurs  N  conditions. 

(2)  The  sum  of  all  the  angles  at  the  central  station  D  must  be  equal 
to  360°,  as  all  these  are  measured  in  the  one  plane  which  is  tangential 
to  the  spheroid  at  D. 

This  correction,  however,  may  be  combined  with  one  of  the  con- 
ditions of  (1);  e,g,  in  Fig.  267,  Example  2,  p.  398,  we  may  combine 
the  two  conditions  below,  viz. 

and  a^s  +  iPio  +  ^1  +  3:11 "  ^  =  0> 

where  x^,  Xg  .  .  .  are  the  corrections  to  be  determined  for  the  angles 
4,  5  ...  ;    a  is  the  actual  error  to  be  distributed  among  the  three 
angles  4,  5,  and  N  of  the  triangle  LNK,  and  6  is  the  error  at  N. 
Thus  by  subtraction 

^4  +  Xg  -  Xg  -  Xio  -  iCii  -  (a  +  6)  =  0, 

which  gives  one  equation  instead  of  two  to  be  satisfied,  (a  +  6)  being 
equal  to  01 1''  in  this  case. 

The  value  of  (a  +  6)  may  be  found  without  involving  N,  because 
(4  +  5-9-10-11)  when  adjusted  should  be  equal  to  Cj  -  180,  where 
Ci  is  the  spherical  excess  in  the  triangle  LNK.  Thus  if  the  observed 
values  of  4  +  5  -  9  -  10  -  11  =  -  E  say,  then  (a  +  6)  =  (6i  -  180  +  E). 

(3)  From  (1)  and  (2)  it  follows  that  the  sum  of  the  interior  angles 
of  the  polygon  must  be  equal  to  (2N  -  4)  right  angles,  plus  the  sum  of 
the  spherical  excesses  of  all  the  individual  triangles. 

(4)  The  apparent  length  of  FG  as  calculated  from  AB,  working 
through  the  sides  BD,  CD,  GD,  must  be  equal  to  the  apparent  length 
as  calculated  through  the  sides  AD,  ED,  and  FD.  Similarly  each  of 
the  other  sides  BC,  CG,  FE,  EA,  BD,  CD,  GD,  etc.,  must  yield  coin- 
cident results  by  whichever  route  they  are  calculated. 

Thus  if  Ar  and  Ai,,  Br  and  Bi.,  etc.,  are  the  right-  and  left-hand 
angles  at  the  various  points  of  the  polygon,  and  if  the  side  AB  is  known 
by  direct  measurement,  or  from  the  preceding  polygon  after  adjust- 
ment, we  have 

sm  ADB  sm  ADB 
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Then  if  any  side,  e,g,  FD,  is  calculated  through  the  triangles  to  the 
right  of  BD,  or  through  those  to  the  left  of  AD,  the  same  result  should 
be  obtained. 


Thus 


FD_sin  E,, 
ED    sin  Fa 

ED    sin  A 


L 


AD     sin  Er 

AD^  jin  B^ 
AB    sin  ADB 


ro^sinGR 
DG    sin  Ft 

DG^sinCR 
DC     sin  G,. 

DC^sin  Br 
DB     sin  Cl 

DB       sin  A 


R 


AB    sin  ADB" 

By  multiplying  the  various  factors  together, 

FD .  ED .  AD  ^  FD  ^  jin  E^  sin  A^  sin  Bi. 
ED .  AD .  AB    AB    sin  Fr  sin  Er  sin  ADB 

,      FD .  DG .  DC .  DB  _  FD  ^   sin  Gr  sin  Cr  sm  Br  sin  Ar 
^^        DG.DC.DB.AB    AB    sin  F,,  sin  G^.  sin  d.  sin  ADB" 

FD 

Each  of  these  expressions  for  r-^  should  be  equal. 

Therefore  by  equating,  cross-multiplying,  and  cancelling  sin  ADB 
we  get  sin  Al  sin  Bi.  sin  Cl  .  .  .   =  sin  Ar  sin  Br  sin  Cr.  .  .  . 

Thus  if  the  polygons  are  hexagonal,  the  number  of  independent 
conditions  to  be  satisfied  for  each  polygon  is  7. 

If  the  instrument  is  set  up  N  times,  so  that  a  number  of  complete 

7 
polygons  are  formed,  the  number  of  conditions  will  be  f  (N  -  2) ; 

the  distance  covered,  if  D  represents  the  length  of  one  side  of  a  triangle, 

will  be  -^  (N  -  2)  D,  and  the  area  enclosed  by  the  various  triangles 

*3    a/3 
will  be  -^ .  -^  (N  -  2)  D*,  assuming  that  the  triangles  are  equilateral. 
z      o 

In  the  system  of  squares  or  interlacing  triangles  in  Fig.  247,  c,  each 
bay  is  adjusted  separately,  and  the  conditions  to  be  satisfied  are  : 

(1)  The  angles  of  each  of  the  two  triangles  ABC,  ADC,  to  be  equal 
to  180**  +  the  spherical  excess. 

(2)  The  angles  of  each  of  the  two  triangles  ABD,  CBD,  to  be  equal 
to  180°  +  the  spherical  excess. 

(3)  As  a  result  of  (1)  or  (2),  the  four  angles  of  each  square  to  be 
equal  to  360°  +  the  spherical  excess. 

(4)  The  deduced  lengths  of  the  sides  to  have  the  same  value,  what- 
ever portion  of  the  data  is  employed  in  their  computation. 

This  reduces  to  the  same  rule  as  stated  above,  i.e. 

sin  Ar  sin  Br  sin  Cr  sin  Dr  =  sin  Al  sin  Bl  sin  Ci  sin  Di.. 

2  \^3 
*  If  the  triangles  such  as  HOC  are  included,  this  expression  becomes  — — -  (N  -  2)D*. 
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The  number  of  independent  conditions  for  a  single  bay  is  thus  4, 
and  the  number  of  settings  of  the  instrument  is  4. 

For  N  settings  of  the  instrument,  where  N  is  an  even  number 
to  ensure  a  complete  series  of  squares,  the  number  of  conditions 
=  2(N-2). 

The  distance  covered,  if  D  is  the  length  of  a  side  of  a  square,  is 

D  D^ 

— (N  -  2),  and  the  area  enclosed  is  ^>-(N  -  2). 

If,  however,  the  length  of  the  diagonal,  t.e.  the  maximum  length 
of  sight,  is  restricted  to  D,  the  distance  covered  for  N  settings  is 

D  D* 

y-(N-2),  and  the  area  enclosed  is  ^  (N-2).     This  is  probably 

the  case  which  should  be  taken  in  any  comparison  between  the 
systems. 

For  the  purposes  of  comparison  the  expressions  for  the  various 
systems  are  tabulated  in  Table  I.  In  Table  II.  are  given  the  values  of 
each  when  N=12. 

Curves  may  be  plotted  if  desired  to  compare  the  three  systems  for 
any  values  of  N. 

From  the  results  it  will  be  seen  that,  to  cover  a  given  distance 
rapidly,  the  simple  chain  of  triangles  is  the  most  expeditious  and 
economical. 

The  system  of  interlacing  triangles  or  squares  gives  the  most 
equations  of  conditions  to  be  satisfied,  and  consequently  this  is  prob- 
ably the  most  accurate  and  reliable  method,  though  the  individual 
triangles  are  then  hardly  as  well  conditioned  as  those  in  the  polygonal 
series. 

The  advantage  of  the  polygonal  system  is  that  the  largest  area  is 
enclosed  for  a  given  number  of  stations.  This  method  is  therefore 
the  most  economical  for  a  topographical  survey  of  a  large  area,  and 
as  the  number  of  equations  of  conditions  is  large,  a  high  degree  of 
accuracy  might  be  expected. 


Table  I 


System. 


Simple 
triangles 


Hexagons 


Squares 
{base=D) 

Squares 
diagonal =D 


Number 

of 
StatloDB. 


N 


N 


N 


N 


Distance 
covered. 


§(N  - 1) 


^,^D(N-2) 
6 


?{N-2) 


D 


2n/2 


(N-2) 


■^(N  -  2)  D» 
4 


Area  covered. 


3^3 


10 


(N-2)D» 


?^*(N-2) 

?:\n-2) 

4 


Length  of  Lines. 


(2N  -  3)  D 


(UN-IT)  J. 
6 


(2-914N  -  4-828)  D 


(2060N  -  3-413)  D 


Number 

of 

Conditions. 


N-2 


-J(N-2) 


2  (N-2) 


2  (N-2) 
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Tablb  n 


SyBtem. 

Number  of 
Stations. 

Simple 
triangles 

Hexagons . 

Squares 

(base=D)     . 

Squares 
diagonal =D 

12 

12 

12 
12 

Distance 
covered. 


Area 
covered. 


Length  of     i  Number  of 
Lines.        ,  Conditions. 


6-6  D 
3-46  D 

6D 

3-54  D 


4-33  D« 
619  D» 

6D« 

2-6  D« 


21 D 
23  D 

30*14  D 

21-3  D 


10 

14 

20 
20 


The  number  of  equations  are  not  sufficient  to  determine  the  various 
errors  by  a  very  rigorous  treatment,  so  that  the  adjustment  is  largely 
a  question  of  trial  and  error,  and  the  number  of  possible  solutions  is 
very  large. 

On  the  Ordnance  Survey  the  number  of  equations  of  condition  was 
920,  involving  the  same  number  of  unknowns. 

Example  1. — From  G.S.^  of  Transvaal  and  Orange  River  Colony  (Fig.  256). 

Observed  Angles. 
1  =62*^.32'-1413^  6=70°-61'.38-87' 

2=51°-ll'.31-34'  6=45*'-26'-22-61' 

3=26*'-49'-6810'  7=31°-36'.  5-37^ 

4=32^-  6'-66-67^  8=40°-26'-20-27' 

Equations  to  be  satisfied. 
a?!  +  a;,  +  a;,  +  Zg  -  003'=0 

a:4  +  a;. +x,  +  X7  -  l-37''=0 

^o-  26«.  a:,  +  ar,  +  a;.  +  Xg  -  0-42' = 0 

10-9xi  -  170a:,  +  43-6ar,  -  33-6x4  +  7-3ar,  -  20-8x,  +  34-2x,  -  24-7xs  -  900 =0 

Resulting  Corrections. 
Xi=+010'  x,=  +003'  x.^+O^O'  x,=  +0-60' 

x,=  -oir         x4=+o-20'         x,=  +o-37'         x,=  +oor 

Example  2.^ — From  same  course  (Fig.  267). 

Observed  Angles. 

1=27°-  6'-52-3r  7=  49*'-39'-6619' 

2=61°-16'-38-62'  8=  62°-  8'-12-81' 

3 =55°- 11'.  1-68^  9=  63°-33'-20-37' 

4=  13°-16'-37-37'  10= 100°-46'-6616' 

6=3r.33-48  62^  11=  e0°-3r-  9-32^ 
6=69°-48'-63-38^ 

Equations  to  be  satisfied. 

x,  +  x,+x,-013=0 

Xji  +  x,  +  Xio+ 0-86=0 

x,  +  x,  +  x^i- 1-28=0 

^0-267.  X4  +  x,-x,-Xio-x,i-011=0 

-f41-2xi-ll-6x,-fl4-7xs-89-2x,-f34-3x,-7-8xe+ 17-9x7- 16-4xg-H34-2=0 


^  Report  of  Geodetic  Survey  of  South  Africa,  voL  v.  p.  107. 


*  Ibid.  p.  119. 
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-0-68' 
+017' 
-013' 


Resulting  Corrections. 

+  0-98'  a;7=+0-24' 

-  0-44'  a:.  =  -  001' 

+  0-64'  r,=  +009' 


a;io=-016' 
X4i=+0-60' 


Map  Projections. — Aa  the  earth  is  approximately  spherical  in  form, 
it  is  impossible  to  represent  without  distortion  any  portion  of  the 
earth's  surface  upon  a  plane  area.  For  small  tracts  of  country  the 
distortion  is  quite  inappreciable  and  is  neglected,  but  for  large  areas 
some  system  or  method  of  projection  must  be  adopted.  There  are  a 
number  of  such  systems,  and  each  has  its  advantages.  For  a  discussion 
of  the  properties  and  details  of  the  most  common  of  these,  the  reader 
is  referred  to  Majp  Projections  by  Hinks,  or  A  Text-book  of  Topographical 
Surveying  by  Close. 

Accoracy.^ — ^A  few  examples  have  been  given  in  Chapter  V.  upon  the 
accuracy  obtainable  in  angular  measurements,  and  in  Chapter  XIV. 
are  given  data  of  a  few  base  line  measurements. 

Ordnance  Survey. — In  a  report  made  by  General  Ferrero  (1892) 
to  the  International  Geodetic  Association  the  Ordnance  Survey  of  the 
United  Kingdom  was — judging  by  the  angular  errors — classed  as 
inferior  to  the  other  EtJpean  Surveys  in  precision. 

The  p.e.  of  a  single  angle  on  the  Ordnance  Survey  has  been  given 
as  about  ±  l^C",  but  the  network  is  so  complicated  that  the  accuracy 
of  the  final  results  is  quite  comparable  with  the  best  modem  work, 
in  which,  under  favourable  conditions,  the  p.e.  in  the  angles  may  be 
as  low  as  ±  0-25''. 

On  account  of  this  opinion,  however,  and  for  other  reasons,  it  was 
decided  to  measure  a  new  base  at  Lossiemouth  on  the  Moray  Firth, 
connect  it  to  the  present  triangulation,  and  to  use  it  as  a  means  of 
determining  what  errors  had  accumulated  in  the  linear  dimensions 
up  to  this  point. 

The  results  were  very  favourable,  as  will  be  seen  by  the  follow- 
ing table,  in  which  the  fractions  express  the  errors  between  the 
calculated  and  measured  lengths  in  terms  of  the  distance  between 
the  bases : 


Bases. 

Salisbury  Plain. 

Lough  Foyle. 

Lossiemouth. 

Paris. 

Salisboiy  Plain 

•  • 

1/03000 

1/45000 

1/605000 

Lough  Foyle    . 

1/93000 

•  « 

1/88000 

1/79000 

Loflsiemoiith     . 

1/45000 

1/88000 

•  • 

1/42000 

Paris 

1/605000 

1/79000 

1/42000 

m 

•  • 

The  following  table  gives  the  values  of  three  distances  in  Moray 

^  British  Assoc.  JReport,  1913,  Section  E,  Captain  H.  S.  L.  Winterbotham,  B.E.  ; 
Engineering,  January  2,  1914  ;   Engineering,  January  23,  1914,  Colonel  Close. 
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as  calculated  from  the  original  triangulation  and  from  the  new  Loesie- 
mouth  base. 


Principal  Triangulation. 

New  Dedactlon. 

Difference. 

Mormond  Hill  to 
Corriehabbie 

feet. 
247,660-01 

feet* 
247,666-91 

feet. 
4-10 

Corriehabbie  to 
Knock  of  Grange 

120,62416 

120,62103 

313 

Knock  of  Grange  to 
Monnond  Hill 

146,861*40 

145,869-86 

1-66 

If  the  error  is  considered  as  proportional  to  the  square  root  of 
the  distance  covered,  the  discrepancy  between  the  measured  and 
calculated  bases  may  be  shown  by  the  following  table,  which  indicate 
that  the  Ordnance  Survey  compares  very  favourably  with  other 
National  Surveys. 


National  Surreyi  of 

No.  of 
Comparisons. 

Biflcrepandefl. 

Reference. 

Europe 

India   .... 
South  Africa 
U.S.  of  America 

36 

8 

13 

20 

1/83000 
1/197000 
1/92000 
1/121000 

Report  of  International 
Geodetic  Association. 

Account  of  G.T.   Sur- 
vey of  India. 

Reports    of    Geodetic 
Survey  of  S.  Africa. 

Report  of  U.S.  Coast 
and  Geodetic  Survey. 

Mean  . 

77 

1/99000 

United  Kingdom 

6 

1/162000 

With  regard  to  the  terms,  Principal,  Primary,  Secondary,  Tertiary, 
Major,  Minor,  etc.,  Captain  Lyons,^  F.R.S.,  points  out  that  they  do 
not  denote  any  definite  degree  of  accuracy  ;  i.e.  Secondary  triangula- 
tion in  one  country  is  not  necessarily  of  the  same  degree  of  precision 
as  Secondary  triai^ulation  in  another  country. 

He  suggests  the  adoption  of  additional  terms : 

"  First  Order,"  for  the  highest  type  of  triangulation  as  used  for  geodetic 
purposes  and  for  the  main  framework  of  large  countries.  In  this 
the  mean  triangular  error  as  determined  by  Ferrero's  formula  should 
not  exceed  1'.    The  sides  of  such  triangles  would  be  in  general 

^  BriL  Ass.  Beport,  1913. 


TEIANGXJLATION 


401 


15  or  more  miles  in  length,  and  the  angles  measured  with  large 
micrometer  theodolites  reading  to  say  V  directly,  or  to  0-2"  by 
estimation. 

"  Second  Order,"  in  which  the  triangular  error  should  not  exceed  S''. 

"  Third  Order,"  „  „  „  „  15". 

"  Fourth  Order,"  „  „  „  „  30". 


EXAMPLES 

1.  (U.  of  L.)  In  a  oertam  small  triangulation  survey,  wooden  pegs  were 
driven  into  the  ground  exactly  2  ft.  towards  the  (magnetic)  north  of  the 
stations.  The  signals  were  erected  over  the  true  stations.  At  one  station  (say 
A)  it  was  desired  not  to  disturb  the  signal,  so  the  theodolite  was  set  up  over  the 
centre  of  the  wooden  peg ;  it  was  directed  towards  magnetic  north  as  zero,  and 
the  magnetic  bearings  of  two  stations,  B  and  C,  were  observed  to  be  317°-21' 
and  21°- 17'  respectively.  By  a  small-scale  drawing  plotted  with  a  protractor, 
the  distances  AB  and  AC  were  found  to  be  about  1360  ft.  and  1870  ft.  respec- 
tively. Find,  to  the  nearest  minute,  the  value  of  the  angle  BAG  reduced  to  the 
centre  of  the  true  station. 

{}^,B, — ^An  approximate  system  of  calculation  such  as  used  in  solar  parallax, 
or  in  taoheometry  will  suffice,  but  you  should  indicate  the  more  rigorous  method 
of  solution,  supposing  the  peg  and  station  were  farther  apart.) 

2.  On  the  Transvaal  and  Orange  River  Colony  Geodetic  Survey  the  instru- 
ment was  eccentrically  placed  at  a  distance  of  8*06  ft.  from  Manoutsa  beacon 
(Fig.  258).  What  corrections  must  be  applied  to  the  bearings  taken  from  O  to 
the  stations  Thama  Koosh,  Mt.  Anderson,  and 

Iron  Crown  ? 

In  the  figure  M= Beacon. 

0  =  Instrument. 

A=Mt.  Anderson. 

B= Thama  Koosh. 

C=Iron  Crown. 


Bearing  of  Beacon  =     0°-0' 

A=146°-6' 
B=206°-63' 
G=267°-14' 


»> 


»» 


»» 


Log  Distance. 

•    ■ 

6-3674 
5-3619 
5-4615 


3.  On  the  same  survey  an  eccentric  heliograph  H  (Fig.  259)  at  Johannesburg 
was  observed  from  Blijvooruitzicht  (B).    At  Johannesburg  the  instrument  was  set 

up  in  an  eccentric  position  E,  and  the  following  data 
obtained. 

What  correction  must  be  applied  to  the  bearing  of 
H  from  B  to  reduce  it  to  the  true  station  O  at  Johan- 
nesburg ? 

HE=ll-46  ft.         EO=4-33  ft. 

Log  Distance. 
Bearing  to  Beacon  =     0°-0' 

B=  68^-14'  5-3826 

H= 135^-66' 


Fio.  269. 


»> 


•I 
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Chapter  XIV 

BASE  LINE  MEASUREMENT 

The  reasons  for  the  accurate  measurement  of  base  lines  in  a  triangu- 
lation  survey  have  been  dealt  with  in  the  preceding  chapter. 

The  procedure  to  be  adopted  in  the  measurement  of  such  a  line 
depends  upon  the  accuracy  which  it  is  desired  to  attain ;  and  this, 
in  turn,  is  influenced  by  the  nature  and  extent  of  the  triangulation 
which  springs  from  it. 

For  example,  (1)  the  larger  the  tract  of  country  to  be  surveyed,  the 
more  accurately  is  the  base  measured ;  because  if  Z  is  the  maximum 
length  of  the  survey,  and  6  the  length  of  the  base,  and  Cf,  the  error  in 
the  base,  the  resulting  total  error  in  the  length  I  from  this  cause  alone 

is  e^  T,  t.6.  the  error  in  the  base  is  equivalent  to  an  error  in  the  scale 

to  which  the  map  is  plotted,  because  it  affects  all  measurements  in 
the  same  proportion.  Other  errors  of  course  influence  the  apparent 
length  /,  as  explained  in  Chapters  I.,  V.,  and  XIII. 

(2)  The  scale  to  which  the  resulting  map  is  to  be  plotted  is  to  be 
considered,  as  the  larger  the  scale  the  more  appreciable  is  the  error 
of  a  given  magnitude  upon  the  paper. 

(3)  The  expense,  and  the  time  at  the  disposal  of  the  survey  party 
are  also  important  considerations ;  e,g.  it  would  not  be  reasonable 
to  spend  the  same  amount  of  time  or  money  upon  the  base  line  of  a 
topographical  survey  of  small  extent  as  upon  the  base  line  of  a  triangu- 
lation survey  for  a  large  country. 

The  length  of  the  base  of  a  topographical  survey  may  be  as  short 
as  ^  to  ^  mile,  while  that  of  a  large  trigonometrical  survey  may  be  as 
much  as  10  miles  or  more.  It  has  been  generally  considered,  however, 
that  little  is  to  be  gained  by  the  use  of  a  longer  line  than  5  or  6  miles, 
as  this  can  be  extended  with  great  accuracy,  as  explained  on  p.  420. 

Nevertheless,  owing  to  the  facility  and  accuracy  of  measurements 
made  by  the  more  modem  steel  tapes  and  wires,  this  length  is  now  very 
frequently  exceeded. 

The  lengths  of  a  few  primary  triangulation  bases  are  given  on 
pp.  422-3. 

Standards. — The  standard  length  of  the  Ordnance  Survey  is  com- 
puted from  that  of  the  standard  yard :  it  is  10  ft.  in  length,  and  is 
defined  by  means  of  two  platinum  dots,  situated  in  the  neutral  axis 
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of  a  rectangular  iron  bar,  which  measures  1^  in.  wide  and  2^  in. 
deep.  For  a  short  space  near  each  end,  one-half  of  the  depth  of  the 
bar  is  cut  away,  to  enable  the  dots  to  be  placed  exactly  upon  the 
neutral  axis.  The  bar  is  supported  at  ^th  and  }ths  of  its  length  from 
either  end. 

A  yard  is  defined  by  Act  of  Parliament,  and  is  the  distance  at  62°  F. 
between  two  marks  upon  a  bar  of  bronze  kept  at  the  Exchequer. 

Such  a  standard  is  known  ba  ^*  d  traits  "  ;  Continental  standards 
are  frequently  defined  as  the  distance  from  one  extremity  of  the  bar 
to  the  other,  and  the  term  "  d  bouts**  is  then  applied. 

It  will  be  noticed  from  the  following  notes  that  there  are  several 
distinct  methods  of  making  the  required  measurements,  e.g, 

(1)  A  base  line  may  be  measured  by  the  employment  of  two  or 
more  standardised  bars,  the  measuring  length  of  each  being  defined 
by  transverse  lines  scribed  across  the  bar.  In  conducting  the  measure- 
ments, the  forward  mark  upon  the  one  bar  is  brought  alongside  and 
into  exact  coincidence  with  the  hindermost  mark  upon  the  next  bar. 

Any  fractional  length  of  a  bar  at  the  end  of  the  base  is  measured 
separately,  and  its  value  added  to  the  length  of  the  remainder  of  the 
base  as  deduced  from  the  number  of  complete  bar  lengths  included. 

(2)  A  defining  dot  upon  the  forward  end  of  one  bar  may  be  brought 
within  a  definite  distance  of  the  hindermost  dot  upon  the  second  bar 
{e,g.  Colby's  compensation  bars). 

(3)  The  standard  length  of  each  bar  may  be  defined  as  the  distance 
between  one  extremity  of  the  bar  and  the  other,  and  in  this  case  the 
forward  end  of  one  bar  may  be  brought  into  contact  with  the  rear  end 
of  the  following  bar,  and  so  on. 

(4)  As  an  alternative,  instead  of  bringing  consecutive  bars  exactly 
into  contact,  the  intervening  space  between  the  bars  may  be  measured 
with  a  scale,  tapering  wedge,  or  other  contrivance.  The  total  distance 
is  then  comprised  of  a  number  of  standard  bar  lengths  and  a  number 
of  measured  intervals. 

(5)  When  a  steel  tape  is  employed,  special  tripods  carrjdng  fixed 
marks  may  be  used,  and  the  intervals  between  consecutive  marks  are 
then  measured  individually,  and  the  separate  results  combined  to 
furnish  the  total  length ;  or 

(6)  The  whole  length  of  the  tape  or  wire  may  be  used  for  each  applica- 
tion, and  a  mark  scribed  on  each  peg  in  turn  to  coincide  with  the 
forward  end  of  the  tape,  the  rear  end  being  held  upon  the  previous  mark. 

The  chief  appliances  which  have  been  adopted  in  the  past  for  the 
accurate  measurement  of  base  lines  are : 

(1)  Steel  chains. 

(2)  Deal  rods. 

(3)  Glass  rods. 

(4)  Compound  rods. 

(5)  Steel  tapes  or  wires. 

(1)  Steel  Chains  afford  an  expeditious  and  economical  method  of 
measurement.    For  a  small  survey  they  may  be  laid  upon  the  ground. 
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but  for  important  work  they  are  laid  in  accurately  levelled  coffers  or 
troughs  supported  on  trestles,  and  aligned  with  a  theodolite  or  transit 
instrument.  The  temperature  is  taken  at  a  number  of  points  along 
each  chain  length,  and  a  constant  pull  applied. 

The  Hounslow  Heath  Base  of  the  Ordnance  Survey  was  re- 
measured  in  1791  by  this  method,  the  chain,  in  this  case,  being  100  ft. 
long,  subdivided  into  40  links,  ^  in.  square  in  section.  A  constant 
pull  of  28  lbs.  was  applied  by  means  of  a  weight,  and  the  temperature 
taken  at  five  points  in  each  100  ft.  length. 

The  measurements  were  taken  between  transverse  lines  inscribed 
one  on  each  handle  of  the  chain ;  and  a  second  similar  chain  was 
kept  for  purposes  of  comparison. 

Most  of  the  other  bases  of  the  Ordnance  Survey  were  measured  in 
a  similar  way  with  the  steel  chain. 

(2)  Deal  Bods,  trussed  and  well  seasoned,  have  been  much  used. 
Grenerally  they  were  placed  end  to  end,  spherical  metal  tips  being 
fitted  to  ensure  accuracy  of  contact. 

They  are  not  used  on  modem  surveys,  as  they  have  been 
superseded  by  steel  tapes  and  wires,  or  other  more  refined 
apparatus. 

They  are  liable  to  alter  considerably  in  length  owing  to  changes 
in  the  humidity  of  atmosphere;  it  is  essential,  therefore,  that  they 
should  be  well  oiled  or  varnished. 

An  attempt  was  made  in  1784  to  measure  the  Hounslow  Heath 
Base  with  such  rods  20  ft.  3  in.  in  length,  but  the  result  was  con- 
sidered unreliable. 

(3)  Glass  Bods  placed  end  to  end  in  accurately  levelled  and  aligned 
coffers  have  also  been  used,  e.g.  upon  the  first  measurement  that  was 
adopted  of  Hounslow  Heath  Base  in  1784.  In  this  case  the  length  of 
each  rod  was  20  ft.  The  temperatures  were  noted,  and  proper 
corrections  applied. 

(4)  Gomponnd  and  Special  Bods. — Colonel  Colby's  apparatus  was 

designed  to  eliminate  the 
effect  of  changes  of  tem- 
perature upon  the  measur- 

^      ing  appliance. 

3  Two  bars,  each  10  ft. 


-i(fcr 


'A  ir-  ^i^gg/      /r 


Fim         '^=^ 


aW|   UIc  1 1        Brass  I  \  Q!t 


Pjq  260  ''^^'  ^^  riveted  together 

Colonel  CJolby»8  Measuring  Bara.  f*^    *^®     ^^^:^^    of     their 

length :  one  bar  is  of  steel 
and  the  other  of  brass,  the  ratio  of  the  coefficients  of  linear  expansion 
of  these  metals  having  been  determined  as  3 : 5. 

Across  the  extremities  of  the  two  bars  is  fixed  a  metal  tongue 
projecting  on  the  side  away  from  the  brass  rod,  as  shown  diagram- 
matically  in  Fig.  260.  In  this  tongue  is  placed  a  minute  dot  a  of 
platinum,  the  distance  db  to  the  junction  with  the  steel  being  f  ths  of 
aCy  the  distance  to  the  brass  connection. 

The  brass  is  coated  with  a  special  preparation  in  order  to  render  it 
equally  susceptible  to  changes  of  temperature  as  the  steel.    Conse- 
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quently,  if  the  distance  between  the  ends  c  and  c^  of  the  brass  rod 
alters  an  amount  x  due  to  a  change  of  temperature  of  t°,  the  distance 
between  the  points  6  and  b^  will  alter  by  an  amount  ^  x,  and  the  points 
a  and  %  will  be  unaltered  in  position,  i.e.  the  distance  from  a  to  a^ 
has  a  constant  value  of  10  ft. 

This  apparatus  was  employed  on  the  Ordnance  Survey  for  the 
measurement  of  the  Lough  Foyle  base  in  the  north  of  Ireland. 

Here  coffers  supported  on  trestles  were  aligned  with  a  transit 
instrument,  and  accurately  levelled. 

A  framework,  on  the  same  principle  as  the  10  ft.  bars,  was  employed 
to  cany  two  microscopes,  each  of  which  was  furnished  with  cross- 
hairs, the  distance  from  the  centre  of  the  one  to  the  centre  of  the  other 
being  6  in. 

To  commence  the  measurement,  the  cross-hairs  of  the  one  micro- 
scope were  brought  exactly  over  a  platinum  dot,  let  into  the  centre  of 
a  stone  pillar  to  mark  the  one  extremity  of  the  base  line.  The  platinum 
dot  a  of  one  of  the  bars  was  then  brought  exactly  beneath  the  cross- 
hairs of  the  second  microscope,  the  adjustment  being  made  by  moving 
the  coffer  with  the  aid  of  three  slow-motion  screws. 

A  second  framework  was  then  placed  at  the  far  end  of  the  first 
length  of  compound  bar,  and  after  levelling  this  the  one  microscope 
was  adjusted  to  its  position  over  the  platinum  dot  o^  at  the  further 
end  of  the  first  measuring  bar,  while  the  second  compound  bar  was 
placed  under  the  second  microscope. 

In  this  way  five  lengths  were  laid  at  a  time — i.e.  a  total  length  of 
52  ft.  6  in.  The  coffers  were  then  moved,  and  further  lengths  of  52  ft. 
6  in.  measured  until  the  base  was  completed. 

The  Colonel  Colby  apparatus  was  used  for  the  measurement  of 
ten  base  lines  of  the  Trigonometrical  Survey  of  India,  and  also,  in 
1849,  for  the  remeasurement  of  the  Salisbury  Plain  base  of  the 
Ordnance  Survey,  in  this  case  six  successive  lengths  being  used  at 
one  time. 

In  India,  some  difficulty  was  experienced  owing  to  the  fact  that 
the  bar  on  the  side  towards  the  sun  became  heated  more  quickly, 
and  attained  a  higher  temperature  than  the  far  bar.  Thermometers 
were  accordingly  used  to  attempt  to  ascertain  the  temperature 
of  each  bar  as  the  work  was  proceeding,  and  corrections  were 
applied  in  the  usual  way  to  allow  for  any  differences  between  the 
two  bars. 

It  was  calculated  ^  from  the  experiments  carried  out  on  the  Cape 
Comorin  base,  that  without  thermometers  a  probable  error  of  ±l-5/x 
might  be  expected  with  this  apparatus,  while  with  thermometers  this 
error  might  be  reduced  to  ±-5/x,  where  /a  represents  10  ~®  or  one- 
millionth  part  of  the  whole  length  of  base. 

French  System.^ — ^Borda  designed  a  compound  bar  of  platinum 
and  copper,  which  was  carried  upon  a  wooden  support.  The  length 
of  the  lower  platinum  strip  was  two  toises,  while  the  upper  copper 

^  O.T.  Survey  of  India. 
*  For  further  particulars  on  the  various  systems,  see  Clarke's  Oeodeay. 
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strip  was  somewhat  shorter.  These  two  strips  were  firmly  comiected 
at  one  end,  but  they  were  free  to  expand  or  contract,  one  relatively  to 
the  other,  at  the  opposite  end. 

Attached  to  the  end  of  the  copper  bar  was  a  scale  which  moved 
against  a  vernier  fixed  to  the  platinum.  The  reading  of  this  vernier 
was  then  a  measure  of  the  relative  expansions  or  contractions  of  the 
two  strips,  and  consequently  furnished  a  means  of  ascertaining  the 
mean  temperature  of  the  platinum  measuring  strip. 

The  interval  between  successive  strips  was  measured  by  means  of  a 
graduated  slider  moving  against  a  second  vernier  upon  the  platinum 
component. 

Both  verniers  were  read  by  the  aid  of  microscopes,  and  four  sets  of 
bars  were  employed  at  one  time,  though  later  one  of  these  was  reserved 
as  a  standard  for  reference  and  not  employed  in  the  actual  field  work. 

Two  iron  tripods  provided  with  levelling  screws  were  used  for  each 
bar,  and  the  inclinations  were  measured  upon  a  graduated  arc. 

Oerman  System  (Bessell's  Apparatus). — The  bars  employed  upon 
the  German  bases  were  arranged,  like  Borda's  rods,  to  form  a  metallic 
thermometer,  the  materials  used  being,  in  this  case,  iron  and  zinc. 
The  extremities  of  the  zinc  bars  were  furnished  with  horizontal  knife 
edges,  and  the  interval  between  these  was  measured  by  means  of  a 
glass  wedge,  instead  of  by  the  graduated  slide  working  in  a  groove, 
of  the  French. 

The  compound  bar  was  supported  by  seven  rollers  carried  on  an 
iron  bar,  and  the  whole  apparatus,  with  the  exception  of  the  contact 
ends,  was  enclosed  in  a  case,  for  protection. 

Bussian  System. — Struve's  Bar  as  used  on  seven  of  the  Russian 
bases,  was  not  a  compound  bar,  forming  a  metallic  thermometer  as 
were  the  French  and  German  bars.  Each  rod  consisted  of  a  single 
wrought-iron  bar,  one  end  being  fitted  with  a  slightly  convex  and 
highly  polished  steel  terminal,  while  the  other  end  was  fitted  with  a 
small  lever.  One  end  of  this  lever  carried  a  highly  polished  hemisphere, 
which  was  brought  into  contact  with  the  convex  terminal  of  the  next 
bar,  while  the  upper  end  of  the  lever  moved  over  a  graduated  scale, 
from  the  reading  of  which  the  length  of  the  bar  could  be  deduced.  The 
pressure  at  contact  was  regulat^  by  a  spring  which  operated  upon 
the  small  lever. 

Four  such  bars  were  employed  in  series,  and  the  temperature  was 
judged  from  the  readings  of  thermometers,  whose  bulbs  were  let  into 
the  metal — two  in  each  bar. 

The  United  States  Coast  and  Oeodetic  Survey  Apparatus  consisted 
of  a  compound  bar  of  iron  and  brass,  6  metres  in  length,  firmly  joined 
at  one  end,  and  free  to  expand  at  the  other. 

The  masses  of  the  two  components  were  inversely  proportional  to 
their  specific  heats,  while  the  surface  areas  were  equal. 

The  relative  movement  of  the  upper  iron  bar,  which  rested  upon 
small  rollers  on  the  surface  of  the  brass,  was  measured  by  means  of  a 
vernier  and  scale,  and  afforded  data  from  which  the  exact  length  of  the 
apparatus  could  be  deduced.    At  the  free  ends,  a  lever  arrangement 
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was  provided,  pivoted  on  the  lower  brass  bar,  and  bearing  with  a  knife 
edge  on  the  steel  terminal  of  the  iron  bar. 

The  extremity  of  the  lever  was  provided  with  a  similar  knife  edge 
on  the  outer  side,  and  against  this  was  directed  a  constant  pull.  This 
pull  regulated  the  pressure  of  the  small  lever  against  the  extremity 
of  the  iron  component  of  the  apparatus  :  it  was  transmitted  by  means 
of  a  sUding  rod  (a)  actuated  by  a  spring,  from  a  frame  on  the  iron 
bar.  This  rod  also  carried  an  agate  contact  surface  at  its  outer 
extremity. 

At  the  opposite  end  of  the  bars  was  a  somewhat  similar  sliding  bar 
(6),  carrying  a  knife  edge  at  its  outer  extremity.  Contact  between 
successive  bars  was  made  by  bringing  this  knife  edge  of  the  one  sliding 
rod  (6)  (at  the  united  end  of  the  components)  into  contact  with  the 
agate  surface  upon  the  extremity  of  the  other  sUding  rod  (a)  at  the 
free  end  of  the  components. 

The  pressure  was  regulated  until  a  bubble,  actuated  by  the  rod  (6), 
was  brought  to  the  centre  of  its  nm. 

The  whole  apparatus,  with  the  exception  of  the  sliding  rod  terminals, 
was  enclosed  in  a  double  tubular  case,  fitted  with  glass  windows  for 
observation  purposes. 

Ice  Bar  Apparatus. — To  eliminate  as  much  as  possible  errors  due  to 
temperature  variations,  an  ice  bar  apparatus,  designed  by  Professor 
Woodward,  has  been  used  in  U.S.A.  Micrometer  microscopes  are 
employed  for  marking  the  distance  between  platinum  iridium  dots  in 
the  neutral  axis  of  a  steel  bar,  which  is  embedded  in  a  V  trough  filled 
with  melting  ice. 

(5)  Steel  Tapes  or  Wires  are  employed  in  the  most  modem  work 
as  results  can  be  obtained  with  as  high  a  degree  of  accuracy  as  those 
furnished  by  the  elaborate  compensation  bars  previously  used,  while 
the  work  is  executed  much  more  expeditiously,  and  the  expense  is 
considerably  less. 

For  very  accurate  work,  an  alloy  of  iron  and  nickel  (36%  nickel, 
and  0-2%  carbon),  and  known  as  "  Invar  "  steel,  has  been  introduced. 
The  chief  advantage  of  this  material  lies  in  the  fact  that  it  has  an 
extremely  low  coefiScient  of  expansion — the  lowest  of  any  known  metal. 
The  value  varies  in  different  specimens,  but  may  be  about  0000003 
to  0000004.  Thus  as  the  chief  source  of  error  in  base  line  measure- 
ment has  previously  been  that  due  to  the  difficulty  of  correctly  estimat- 
ing the  temperature  of  the  measuring  appliance,  or  of  eliminating  this 
source  of  error,  it  is  evident  that  the  possibility  of  error  is  here  reduced 
to  a  minimum. 

The  delicacy  of  such  tapes  and  wires  precludes  the  use  of  this 
material  for  ordinary  work. 

The  discovery  of  invar  is  due  to  Dr.  Guillaume  of  Paris,  whose 
investigations  extended  over  several  years.  The  ultimate  strength  ^ 
in  tension,  from  tests  at  the  Washington  Bureau  of  Standards,  is  about 
100,000  lbs.  per  sq.  in.,  and  the  yield  point  is  at  about  70%  (or  more) 
of  the  breakmg  load. 

*  Proc  Inst  C.E.  vol.  clzzii 
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A  test  ^  at  the  National  Physical  Laboratory  on  three  invar  wires 
gave  the  following  results,  in  kilogrammes  per  sq.  cm. : 

EluBtic  Limit.  Yield  Point.  Max.  Load.  £. 

6600  7800  8740  1,520,000 

5800  7000  8050  1,440,000 

6200  7400  8270  1,445,000 

For  important  bases  the  tape  or  wire  would  be  300  to  600  ft.  long, 
though  a  100  ft.  or  150  ft.  length  is  often  employed.  Lengths  of  24 
metres,  50  metres,  etc.,  are  also  sometimes  adopted. 

The  base  is  divided  into  bays,  and  the  tape  or  wire  is  stretched 
between  each  two  successive  supports  in  turn,  and  allowed  to  hang 
freely  in  a  catenary  between  them,  the  tension  being  regulated  by 
means  of  a  spring  balance,  a  suspended  weight,  or  other  means.  The 
difference  in  height  of  the  supports  is  measured  by  means  of  an  ordinary 
level,  the  supports  are  aligned  with  a  theodolite  or  transit  instrument, 
and  the  temperature  of  the  tape  is  noted  by  means  of  attached  thermo- 
meters. To  ensure  as  true  results  as  possible,  a  cloudy  or  dull  day 
should  be  selected,  otherwise  the  readings  of  the  thermometers  may 
give  very  erroneous  figures. 

For  the  best  class  of  work,  the  supports  are  tripods,  at  the  top  of 
each  of  which  is  a  smaU  flat  surface  engraved  with  a  fine  mark,  to 
which  the  measurements  are  taken. 

At  each  end  of  the  wire  or  tape  is  a  small  graduated  scale,  and  the 
reading  on  this  which  corresponds  with  the  mark  on  the  tripod  head 
is  read  with  a  microscope. 

For  less  accurate  measurements,  the  supports  are  timber  stakes 
driven  firmly  into  the  ground,  and  accurately  levelled.  On  the  top 
of  each  peg  a  zinc  plate  is  tacked,  and  upon  this  a  longitudinal  scratch 
is  made  with  a  steel  scriber,  the  transit  bemg  used  to  fix  the  true 
alignment.  The  tape  is  then  stretched  from  peg  to  peg,  and  a  trans- 
verse scratch  made  to  intersect  the  longitudinal  scratch,  at  the 
extremity  of  each  tape  length. 

Straining  trestles  or  pegs  are  desirable  to  support  the  wire,  to 
ensure  that  the  tripods  or  marking  pegs  are  not  displaced  during  the 
stretching  of  the  tape. 

One  end  of  the  wire  is  held  firmly  in  position  while  the  other  end 
is  attached  to  the  straining  weight,  or  other  straining  appliance. 

For  a  topographical  base  the  rear  end  of  the  tape  may  be  attached 
to  a  ranging  rod  and  held  as  shown  in  Fig.  261,  a  second  operator 
adjusting  the  zero  of  the  tape  to  the  mark  upon  the  zinc  plate.  To 
the  front  of  the  tape  may  be  attached  a  spring  balance,  held  in  the 
hand  by  one  operator  (and  preferably  passed  over  a  special  straining 
peg),  while  the  mark  is  scribed  on  the  zinc  at  the  tape  extremity  by 
another  operator.  Care  must  be  taken  to  eliminate  friction  over  the 
straining  and  marking  pegs  as  much  as  possible. 

As  an  alternative,  the  tape  may  be  attached  to  a  cord,  passing 

^  The  Oeographical  Journal,  **  Base  Meafluring  Apparatus,"  J.  A.  Agar  Baugh, 
Januaiy  1912. 
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over  a  pulley  upon  a  ranging  or  other  rod,  and  carrying  the  straining 
weight  as  in  Fig.  261. 

Corrections. — The  following  are  the  corrections  which  it  is  necessary 
to  make  in  the  calculations : 


(1)  Correction 

(2)  Correction 

(3)  Correction 

(4)  Correction 

(5)  Correction 

(6)  Correction 

(7)  Reduction 


for  tension, 
for  sag. 
for  slope, 
for  temperature, 
for  alignment, 
for  standard, 
to  sea-level. 


(1)  Correction  for  Tension. — ^When  a  tape  is  subjected  to  a  tension 
of  P  lbs.  weight,  it  stretches  a  small  amount.  This  small  amount  of 
elongation  may  be  easily  calculated,  because,  as  is  stated  by  Hooke's 
Law,  if  the  elastic  limit  of  the  material  is  not  exceeded,  strain  {i.e. 
stretch  per  unit  length)  is  proportional  to  the  stress  (i.e.  pull  per  unit 
area)  producing  it. 

The  ratio,  — — —y  is  thus  equal  to  some  constant,  which  is  known 


ToDe  or  W/re 


Puthy 
Weight 


Fks.  261. 


as  the  stretch  modulus  of  elasticity,  or  Young's  modulus  (E)  of  the 
material. 

Thus  if  the  sectional  area  of  the  tape  is  A  sq.  in.,  the  stress 

P  .  . 

is  -T  lbs.  per  sq.  in. ;   and  if  the  total  elongation  of  the  tape  is  \ 

m 

ft.  in   a  total   length  of    L  ft.,   the   strain  is   expressed   by  the 

fraction  ^. 
L 


Consequently.. 


and 


.    (1) 


The  value  of  E  for  steel  is  about  30,000,000  or  30  x  W  lbs. 
per  sq.  in. 

The  effect  of  the  pull  is  therefore  to  lengthen  the  tape,  and  so  to 
decrease  the  apparent  length  of  the  base  line.  Consequently,  the 
correction  for  pull  must  be  oMeii  to  the  apparent  length  in  deducing 
the  true  length. 
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The  mean  sectional  area  of  the  tape  may  be  deduced  if  the  length 
and  weight  of  the  tape  are  known. 

An  error  of  ±  8P  in  the  determination  of  P  will  produce  an  error  of 

(P±8P)L     Hi^     SP    PL 
AE       "AE         PAE' 

8P 
or  ^  ^  ^  (correction  for  tension). 

Similarly,  an  error  of  ±  8A  in  the  determination  of  the  cross-sectiona' 
area  A  will  produce  an  error  of 

T  -T-  X  (correction  for  tension). 

A. 

(2)  Correction  for  Sag. — The  distances  that  it  is  required  to  ascertain, 
eventually,  are  the  successive  horizontal  distances  between  the  peg  or 
tripod  supports. 

Each  of  these  distances,  being  a  straight  line,  is  obviously  shorter 
than  the  length  of  the  tape,  and  the  difference  between  these  quantities, 
i.e,  between  the  curved  length  of  the  tape,  and  the  distance  from  one 
support  to  the  next  is  known  as  the  Correction  for  Sag.  The  apparent 
length  thus  being  too  large,  the  correction  must  be  subtracted,  in 
determining  the  true  length  firom  the  observations. 

Thus  assuming  that  the  two  supports  A  and  B,  Fig.  262,  are  of  the 
Y  same  level,  let  L^  be  the  horizontal 

distance  between  them,  and  let  the 
total  dip  be  d. 

Then  considering  the  equili- 
brium of  a  length  CD  of  tape  from 
the  centre,  the  horizontal  projec- 
tion of  CD  being  x  ft.,  we  have  a 
horizontal  pull  at  C  of  H  lbs.,  say, 
aiac  a  pull  of  P^  lbs.  along  the  tape  at 

YiQ.  262.  D  (there  can  be  no  component  at 

right  angles  to  the  tape  as  it  is  not 
sufficiently  stiff  to  take  any  appreciable  bending  moment),  and  the 
weight  of  the  portion  CD,  i.e.  w .  CD  lbs.,  where  w  is  the  weight  per 
foot  run  of  the  tape. 

But  as  the  sag  is  very  small  in  comparison  with  the  span,  CD  ^  z 
nearly,  and  the  weight  of  CD  may  be  considered  as  vxc  lbs.  acting  at 
its  middle  point  E. 

These  three  forces  must  be  concurrent  as  CD  is  in  equilibrium,  i.e. 
H  and  Pj  meet  at  F  vertically  below  E. 

Draw  DQ  parallel  to  EF  (t.e.  vertically)  to  meet  CF  produced 
inG. 

Then  by  the  triangle  of  forces 

wx  ^  Pi  ^  H 

D6    VDG2  +  FG2    FG' 
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wx  P.  2H  ,ox 

or  —  =  — ,      ^ =  — ,         .        .        .     (2) 

where  DO  =  y. 

When  a:  =  V»  *-^-  ^^  ^^^  supports,  y  =  d,  and  P^  becomes  equal  to 
P,  the  external  pull  applied  with  the  spring  balance,  and 

wL^_  P  _4H 

2y         /  ^  .  /LA2     L,' 


v^^fty 


therefore  from  (2)  ^  =  ^-^, 

L  * 

.'.  '^  "^  ~xj~  '  y^     ....  ^4j 

which  is  the  equation  of  a  parabola,  and  may  be  written  as 

x^  =  c.y, (4a) 

where  c  =  -i. 

4a 

Had  the  weight  of  the  wire  been  taken  as  proportional  to  the  length 
of  the  wire,  instead  of  assuming  it  to  be  practically  proportional  to  the 
span,  the  equation  would  have  been  that  of  a  catenary,  i.e. 

y  =  K .  cosh .  vv  -  K, 
where  K  is  the  length  of  tape  whose  weight  is  equal  to  the  horizontal 

XT  p 

tension  H,  i.e.  K  =  —  =  -  nearly. 

w     w 

To  determine  the  length  of  wire  or  tape  in  terms  of  the  span,  or 

vice  versa,  differentiate  equation  (4a) 

ax 

dy     2x 
or  /  =  — . 

ox     c 

The  length  of  tape  from  the  centre  for  a  horizontal  distance  x^  is  then 


iV'*(£)"-^. 
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therefore,  L,  t.e.  the  length  of  tape, 

21?  //7«A«^X 


*  (i)T  "■ 


1h*^)'^- 


2^ 


r 


L* 

or  substituting  c=  ^, 


L  =  Lj  + 


i* 


8 


But  from  (3)  d=  gtr  =~8P    '^^^'y*  because  if  the  parabola  is 

moderately  flat,  the  pull  P  differs  very  slightly  from  its  horizontal 
component  H,  ot  3 

•    T  —  T     J.  ^-^1 
.  .  Ij  -  Ijl  +  — p2  , 

or,  as  the  difference  between  L  and  L^  is  very  small, 

where  W  is  the  total  weight  of  the  tape  and  wL^ = w?L  nearly. 

The  difference  between  the  curved  length  and  the  straight  length 
may  therefore  be  expressed  by  the  equation 

*  =  24-(t)  ^^^^^ ^^^ 

Or,  adopting  the  equation  of  the  catenary, 

L  =  2K.sinh^ (8) 


\2K    3!  V2K^      5!\2K/ 

=  L  +_V_  +  _V    + 

^    3!(2K)'>    5!{2K)4    *  *  ' 


(8a) 


6 

+ 


\ 
•J 
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Neglecting  the  third  and  following  terms,  the  corrections  for  sag  ^ 
are  given  by  the  equation 

'~3!(2K)''    24K* 


W 


4P2 


nearly,  as  before. 


24P« 

An  error  of  ±  SP  in  the  determination  of  P  will  produce  an  error  of 

LW         LW«    LWr      ^      _j\ 


24(P  ±  S?f    24P*  ~  24P  I  (P  ±  8P)2       i 

=  24P3|V1±PJ     -^1 
LW2/38P2^28P\„„„, 

=  (-p2-  T  -p-  )  X  (correction  for  sag). 

,(3)  Correction  for  Slope. — When  the  supports  cannot  conveniently 
be  arranged  at  exactly  the  same  heights,  the  relationship  between  the 
length  of  tape  (L)  and  the  horizontal  distance  (L^)  between  the 
supports  may  be  derived  from  first  principles.  But  as  the  dip 
and  the  differences  in  level  are  generally  very  small,  the  applica- 
tion of  the  above  formula  (7)  will  be  found  to  determine  the  slope 
distance  (Lg)  between  the  supports  with  sufl&cient  accuracy  for  the 
purpose. 

The  horizontal  distance  is  then  deduced  as  follows  : 

Let  L,  be  the  slope  distance  deduced  by  formula  (7),  i.e. 

and  let  L^  be  the  required  horizontal  distance ;   h  the  difference  in 
level  between  the  supports,  and  6  the  angle  of  slope. 
If  0  is  measured,  we  have 

Lj  =  Lg  cos  d, 

so  that  the  correction  to  be  applied  is 

C  =  L2(l-cose) (9) 

If  h  is  determined  by  direct  levelling,  the  sine  of  the  angle  of  ^  jlina- 
tion  6  is  known,  i.e. 
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Sin  ^  = 


but  the  correction  to  be  applied  is  LjCl  -  cos  0),  i.e.  neglecting  higher 
powers  of  the  expansion  than  the  second,  and  substituting  for  cos  6, 
we  get 

C-J^ (10) 

This,  being  always  negative,  must  be  subtracted  from  the  apparent 
length  Lj  to  yield  the  true  length. 

An  error  of  ±80  in  the  determination  of  the  angle  of  slope  6  will 
produce  an  error  of 

iLjsinfl.Sd 

by  differentiation  of  equation  (9) ;  or  an  error  of  ±  8A  in  the  deter- 
mination of  h  will  produce  an  error  of 

a  result  which  may  be  obtained  by  the  differentiation  of  equation  (10). 
or  which  may  be  derived  from  the  expression  ±  Lj  sin  6 .  86,  i.e. 

,  J     h    8h      .  h .8h 
±Li2  f--f-=  ±— T — • 

Lt^    ^2  ■L'2 

(4)  Oorrection  for  Temperature. — The  length  of  a  tape  is  increased 
as  its  temperature  is  raised,  with  the  result  that  apparent  measure- 
ments are  then  too  small.  Thus,  when  the  temperature  of  the  tape  is 
above  the  normal,  a  correction  must  be  added  to  the  apparent  to  obtain 
the  true  length  of  the  base,  and  conversely  when  the  temperature  is 
below  the  normal,  the  correction  has  to  be  subtracted. 

The  estimation  of  the  temperature  of  a  tape  wire  or  bar  is  the  most 
fruitful  source  of  error  in  the  accurate  measurement  of  base  lines. 

If  the  tape  is  exposed  to  the  sun,  thermometer  readings  are  most 
unreliable,  so  that  to  ensure  accuracy  such  measurements  should  be 
confined  to  cloudy  and  dull  days. 

Even  under  such  circumstances,  if  the  temperature  is  rising  or 
falling,  the  change  recorded  on  the  thermometer  is  not  necessarily 
that  experienced  by  the  measuring  appliance — ^particularly  in  the  case 
of  bars  or  rods.  Here,  if  the  thermometer  bulb  is  outside  the  bar,  the 
change  of  temperature — either  rise  or  fall — ^is  later  in  the  metal  than 
in  the  bulb,  i.e.  there  is  a  distinct  lag :  when  the  thermometer  bulb  is 
enclosed  in  a  pocket  in  the  bar,  the  reverse  takes  place. 

The  effect  of  wind,  too,  upon  the  temperature  of  a  tape  is  very 
difficult  to  estimate. 
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The  compound  bar  types  of  apparatus  were  designed  to  eliminate 
as  far  as  possible  the  effects  of  temperature,  but  the  results  were  not 
altogether  satisfactory  (see  p.  405). 

The  introduction  of  invar  steel  has  considerably  reduced  the  effect 
of  any  possible  errors  in  the  estimation  of  the  temperature.  The 
coefficients  of  expansion  (a)  for  V  F.  are  about 

000000625  for  ordinary  steel, 
000000661  for  Chesterman  steel  tapes, 
00000003)  ,     .  .    , 

to  00000004 /*^^"^^*'"*^^^- 
Thus  if  the  length  of  a  tape  is  L  at  T°,  then  at  a  temperature  of 
(T  ±  ty  F.  the  length  will  be  approximately  L  (1  ±  at°),  and  the  cor- 
rection consequently 

±a«°L (11) 

An  error  ±  8a  will  thus  produce  an  error  of  ±  —  x  (correction  for 
temperature),  and  an  error  of  ±Bt  will  produce  an  error  of 
±     X  (correction  for  temperature). 

(5)  Correction  for  Alignment. — Generally  a  base  is  set  out  in  one 
continuous  straight  Une,  but 
sometimes  it  is  necessary  to     -4.-..^.^^^^^^^^^....^ -r--.-^ .^^^^ 

resort  to  a  bent  base  line,  """""""'^^----.^'  T  J^^-"""^'""'"^ 

composed  of  two   or  more  "^""2f^-^^^ 

straight  portions  subtending  ""-D 

an  angle  other  than  180°  as  Fio.  263.— Base  Line, 

in  Fig.  263. 

The  length  AB  in  this  case  =  BC  cos  0^  +  AC  cos  d^ ;  0^  and  0^  being 
measured  directly  with  a  theodolite. 

The  correction  to  be  subtracted  from  the  apparent  length  of  line 
is  thus 

{BC(l-cosei)  +  AC(l-cosfla)}.  .    (12) 

If  A  and  B  are  not  mutually  visible,  the  angle  ACB  (y)  or  the  angle 
DCB  (y^)  must  be  measured  and  relied  upon. 

Then  AB  =  VAC^  +  BC*  -  2AC .  CB  cos  y.     .        .    (13) 

Also,  02  and  0i  may  be  computed  from  the  well-known  sine  formula, 
*•*•  sin  62_mi  6^     any  .... 

Or  as  an  alternative,  6^  -  Oy  may  be  determined  from  the  equation 

.      B^-e.    BC-AC„.  y  /,», 

**^-V  =  BCTAC*^*2-    •        •        •    (^*^> 

Then  as  ea  +  ^i-lSO-y-yi, 

0,  and  Ox  may  be  calculated,  and  by  the  application  of  equation  (12) 
the  correction  deduced. 
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Even  when  A,  B,  and  C  are  mutually  visible  it  would  be  advisable 
to  measure  0^,  O^,  and  y,  and  to  calculate  AB  from  both  equations  (12) 
and  (13),  and  adopt  the  mean  result. 

It  may  be  interesting  here  to  consider  in  what  way  an  error  in  the 
adopted  values  of  the  angles  0^  0^y  and  y  may  effect  the  results. 

Considering  equation 

AB-BCcosfli  +  ACcosflj,  .  .    (16) 

let  the  effect  of  a  small  error  SO^  in  0i  produce  an  error  of  8(AB)'  in 
AB ;  and  a  small  error  802  in  0%  produce  a  similar  error  S(AB)' 
inAB. 

By  differentiation  then 

^^'  =  -  BC  sin  e^, 

and  ^5 —  =  -  AC  sin  dj- 

The  negative  signs  indicate  that  if  the  errors  of  80^  and  802  are  +  ^° 
{i,e,  tend  to  increase  the  apparent  values  of  0^  and  02),  their  effect  is  to 
decrease  the  apparent  length  of  AB.  Similarly,  if  the  errors  80i  and 
8^2  ftre  -  ^^,  the  apparent  length  of  AB  will  be  increased. 

If  now  ±  8^1  and  ±  80,  ^^^  ^^^  probable  errors  in  0^  and  dj*  the 
probable  error  8AB  in  AB,  due  to  the  two  sources,  is 

8  AB  -  ±  V(BC  sin  0^80^}^  +  (AC  sin  0^6^.      .    (17) 

But  the  smaller  0^  and  02>  the  smaller  will  be  the  values  of  sin  0^ 
and  sin  02,  and  therefore  the  smaller  will  be  SAB. 

That  is  the  effect  of  an  error  of  given  magnitude  in  0^  or  02  produces 
the  TTiinimnm  effect  upon  the  length  of  AB,  when  0^  and  02  are  as  small 
as  possible,  t.e.  when  ACB  differs  as  little  as  possible  from  a  straight 
line. 

Similarly,  by  the  differentiation  of  equation  (13),  i.e. 

AB«  =  ACa  +  CB«-2AC.CB.cosy 
2AB.8(AB)  =  2AC.CB.siny.8y, 

8(AB)^AC.CBsmy 
or  -^  ^g .        .        .        .    (18) 

This  expression  is  a  minimum  when  y  is  180**  (y  =  0  is  not  practi- 
cable). That  is,  the  effect  of  an  error  of  given  magnitude  in  y  has 
the  least  effect  upon  the  length  of  the  line  AB,  when  ACB  approaches  a 
straight  line. 

Similarly,  it  may  be  shown  that  the  effect  upon  AB  of  errors  in  AC 
and  CB  is  a  minimum  when  AC  =  CB,  i.e.  when  the  triangle  is  isosceles. 

Example. — ^A  broken  base  is  deflected  through  an  angle  of  6^  at  f  ths  of  its 
length  from  one  extremity.    What  is  the  maximum  error  which  can  be  made  in 
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the  measure  of  this  angle,  so  that  the  resulting  error  in  the  length  of  the  base  is 
not  more  than  1  in  1,000,000  ? 

Applying  equation  (18)  and  considering  the  length  ABs=5  units, 

.  _     aAB.AB      _  5xl0-*x5  _       25  ,. 

'^    AC. CB. sin  7    3x2x08716    6x87160^     ^^^ 

26x180x60x60  , 

= seconds 

6x87160xT 

«9-86  seconds. 

(6)  Correction  for  Standard. — ^A  standard  or  reference  tape  whose 
length  has  been  accurately  determined  must  be  kept  for  purposes  of 
comparison,  as  the  field  tapes  are  liable  to  suffer  some  permanent 
elongation,  due  to  the  continual  tension  to  which  they  are  subjected. 
For  accurate  work  a  comparison  should  be  made  immediately  before 
and  immediately  after  each  day's  work  in  the  field. 

In  order  to  compare  the  tapes,  they  may  be  laid  side  by  side  on  a 
flat  surface  such  as  a  railway  line,  or  suspended  between  two  pegs  in 
the  usual  manner. 

The  exact  distance  between  the  marks  on  the  pegs  or  tripods  must 
then  be  deduced  by  correcting  the  standard  tape  for  pull  and  tempera- 
ture, if  these  vary  from  the  values  at  which  the  tape  is  correct. 

The  same  length  is  measured  with  the  field  tape,  and  similarly 
corrected. 

The  length  of  the  field  tape  in  terms  of  the  standard  tape  may  then 
be  deduced. 

The  standard  tape  may  be  tested  either  at  the  National  Physical 
Laboratory,   Teddington,  or  at  the   Ordnance 
Survey  Office,  Southampton.  .^^^^--;;::^:::i:^,::::::^    , 

(7)  Redaction  to  Sea-LeveL — In  order  that    ^"s^      $  jB 
the  survey  of  a  large  area  may  plot  correctly     a^ 
upon   the   plans,    it   is   usual   to   reduce    the         \ 
length  of  the  base  line  to  its  equivalent  length          \ 
at    mean    sea -level.     If    this   is   done,    with            \ 
every  base  on  a  survey,  it  is  possible  to  compare             \ 
the  results  (see  Base  of  Verification,  p.  385) :                \ 
otherwise  if  the  bases  at  various  altitudes  were 
not  reduced   to    mean   sea -level,   comparison                   ^0 
would  be  impossible.                                                          Fio.  264. 

Thus  if  L  feet  be  the  length  of  the  meas- 
ured base  AB  (Fig.  264),  at  an  altitude  of  A  feet  above  sea-level,  the 

■R 

equivalent  length  A^B^  at  sea-level  will  be  p — r .  L  feet,  where  R  is 

the  radius  of  the  earth  in  feet. 

The  correction  to  be  applied  is  therefore 

as  R  is  very  large  in  comparison  with  A.    R  may  be  taken  as  20,890,000 
ft.  nearly. 

2e 
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An  error  of  diSA  in  the  assumed  value  of  h  above  sea-level  will 
thus  produce  an  error  of  ±^.Sh  ft.  in  the  calculated  length  of  the 
base  at  sea-level. 

Example  1. — The  following  base  was  measured  for  a  topographical  survey: 

The  standard  tape,  correct  at  60°  F.,  was  stretched  over  two  supports  at  a 
temperature  of  76°  F.,  with  a  pull  of  30  lbs. 

The  field  Upe,  with  20  lbs.  pull  at  72°  F.,  was  apparently  00456  ft  longer 
than  the  standiud. 

The  measured  apparent  length  of  base  going  out  was  1900  ft. 

The  measured  apparent  length  of  base  returning  was  1900*0360  ft. 

The  mean  temperature  going  out  =  65*4°  F. 

The  mean  temperature  returning    —  63*6°  F. 

The  weight  of  the  standard  tape    =  3*4916  lbs. 

The  weight  of  the  field  Upe  « 1*4759  lbs. 

The  sectional  area  of  the  standard    » '01036  sq.  in. 

The  sectional  area  of  the  field         =  -00439  sq.  in. 

Comparison  with  Standard. — ^The  true  length  between  the  scratches  made  when 
comparing  the  standard  with  the  field  tape  is  calculated  from  the  standard  tape : 

Standard  Tape, 

Correction  for  puU="^?;  ft.  =  __^2~-^^- -^=00966  ft 

^         AE  01036  X  30  xlO« 


n  .««  *•      *  L.W«     100 X (3-4916)*     nr^oAA  4*^ 

Correction  for  sag=  ^^^~  =  — 24^30^      ^ 


Correction  for  temperature «(L  .a.  16°)  =  (100 x  00000626 x  16)  =01000  ft. 

The  distance  between  the  scratches  was  therefore  100  +  00965  -  06644  +  01000 
=  99-9632  ft 

Field  Tape  during  Standardisation, — For  the  purposes  of  the  corrections,  the 
length  may  be  assumed  to  be  100  ft.  at  60°  F.,  so  that 

Correction  for  pull=  ?^  ft  =  -^jl^^^-  , ^.=  0152  ft, 

^        AE  00439  X  30  X  10« 

Correction  for  sag=l^^-<^*l^-?I'=0227  ft, 

^  24  X  20«  ' 

Correction  for  temperature =L.  a .  12°=*0075  ft. 

If  L  is  the  true  length  of  the  field  tape  at  60°  F.,  then  L  +  0152  -  0227  +  0076 

=  99-9632 +0455  ft 

.•.L  =  1000087  ft 

But  1°  F.  corresponds  to  a  difference  of  100  x  00000625=  000625  ft,  so  that 
•0087  is  equivalent  to  a  temperature  effect  of  14°. 

That  is,  the  field  tape  is  of  the  correct  length  under  a  pull  of  20  lbs.  at  a 
temperature  of  (60-  14)°  =  46°  F. 

Measurement  of  Base, 

Correction  for  pull=  19  x  0162  =  -2888. 

Correction  for  sag=  19  x  0227  =  -4313. 

Correction  for  temperature  (going  out)  =  1900  x  00000625  x  (66*4  -  46)  =  -2304. 

Correction  for  temperature  (returning)  =  1900  x  00000625  x  (63*5  -  46)  =  -2078. 

Correction  for  inclination.     In  the  first  bay  the  difference  in  level  between 

the  pegs = 0-35  ft     Therefore  correction  in  100  f t.  =  i  x  t^^^'  =  00061. 
^  ^  *       100 

Similarly  the  other  corrections  for  slope  yield  a  total  of  '1186  ft 
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Reduction  to  Sea-Level.    The  height  of  the  base  above  mean  sea-level  being 
about  100  ft.,  the  correction  to  be  applied 


100x1900 
20,890,000 


=  0091  ft. 


The  total  corrections  may  now  be  tabulated : 

Tension   . 

Sag  .         .         . 

Temperature  and  Standard 

Inclination 

Altitude  . 

Apparent  length 

Corrected  length 

Mean =1899-9669  ft. 

The  difference   between   the   two   measurements  is  thus   '0134,  and   the 
"  accuracy  "  is  usually  expressed  by  the  fraction 

•0134  _      1  , 

3800"353;060''®*'*y- 

Applying  formula  13  on  p.  513  we  get  a  probable  error  of 


Going  oat. 

Returning. 

+  -2888 

+  -2888 

-  -4313 

-  -4313 

+  •2304 

+  •2078 

-•11'86 

-1186 

-0091 

-0091 

19000000 

19000360 

1899-9602 

1899-9736 

.674     /2x(>0Q67)« 

^        2x1 

1899-9669 


623,000 


approximately. 


It  must  be  noticed,  however,  that 

(1)  The  theory  of  errors  is  not  reliable  when  applied  to  a  small  number  of 
values — ^in  this  case  only  two. 

(2)  The  figure  -   _-—  only  takes  into  account  compensating  errors.    It 

gives  some  idea  of  the  accuracy  with  which  the  actual  work  was  carried  out,  but 
is  no  criterion  as  to  the  true  length  of  the  base.  For  instance,  the  same  fijzure 
would  be  obtained  were  there  an  appreciable  error  in  the  standard  tape,  or  if  the 
assumed  altitude  were  incorrect,  etc. 

Example  2. — If  the  spring  balance  used  in  the  example  above  was  incorrect, 
and  recorded  1  lb.  in  excess  of  the  true  pull  in  each  case,  what  would  be  the  result- 
ing error  in  the  computed  length  of  the  base  ? 

Standard  Tape. — The  applied  correction  for  pull  will  be  too  large  by  an  amount 

^x  00966=1  X  00966=00032  ft. 
The  applied  correction  for  sag  will  be  too  small  by  an  amount 

(?^? + ~^^)  x  06644  =  00396  ft. 

The  apparent  distance  between  the  marks  on  the  pegs  will  therefore  be  too 
large  by  (00032 +00395)  =00427  ft. 

This  would  make  the  apparent  length  of  the  field  tape  -00427  ft.  too  great. 
Field  Tape, — The  applied  correction  for  pull  will  be  too  large  by  an  amount 

Ix  0152  =00076  ft. 
20 

The  applied  correction  for  sag  will  be  too  small  by  an  amount 

(L  +  ^  X  0227  =  00244  ft. 
\20    400/ 
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In  the  comparison  with  the  standard,  both  these  errors  woald  tend  to  make 
the  apparent  length  of  the  field  tape  too  small,  and  the  computed  length  of  the 
tape  would  be  -00320  too  smalL 

The  combined  effect  of  the  errors  in  the  two  tapes  is  to  make  the  apparent 
length  of  the  field  Upe  00427-  00320 »  00107  ft.  too  great. 

In  measuring  the  base  we  now  have  two  sources  of  +  ^«  error : 

(a)  From  mistaken  length  of  field  tape        » 19  x  -00107  « -0203 

(b)  From  corrections  for  tension  and  sag     » 19  x  -00320  » -0608 

The  apparent  length  of  the  base  is  thus  too  long  by  -0811  ft. 


ft. 


(1)  To  prolong  the  base  AB. 


A  probable  error  of  ±  1  lb.  in  the  pull  would  produce  an  error  of  about  ±  -022 

See  also  Example  6,  p.  424. 

Extension  of  a  Base. — ^In  the  case  of  topographical  tiiangolation, 
the  lengths  of  the  sides  of  the  triangles  are  not  excessively  large,  being 
often  of  the  same  order  as  the  base  itself.  Consequently  in  such  cases 
it  is  usually  possible  to  employ  the  measured  base  directly  as  a  side 
of  one  of  the  triangles. 

In  a  primary  triangulation,  however,  the  sides  of  the  main  triangles 
are  30  to  60  or  more  miles  in  length,  while  it  is  not  usual  to  measure 
directly  a  longer  base  than  6  to  10  miles.  For  one  reason,  it  is  often 
difficult  to  secure  a  suitable  site  upon  which  a  longer  base  can  be 
measured  ;  but  even  when  it  is  quite  possible,  it  is  not  advisable,  as  an 
accurately  measured  base  of  shorter  length  can  be  extended  by  means 
of  a  subsidiary  triangulation  with  as  great  a  degree  of  accuracy  as  a 
long  line  can  be  measured  directly. 

There  are  several  methods  of  arranging  this  subsidiary  triangula- 
tion. 

On  each  side  of  AB  (Fig.  265)  choose 
stations  C  and  D,  which  are  clearly 
visible  from  A  and  B,  and  which  form 
well-proportioned  triangles.  Then 
in  the  line  AB  prolonged,  choose 
a  favourable  position  E  from  which 
C  and  D  are  both  visible,  and 
which  forms  well -shaped  triangles 
ACE  and  ADE.  Thus  if  the  angles 
at  A,  C,  D,  and  E  are  approximately 
45°,  and  those  at  B  are  about  90°, 
both  sets  of  triangles  (on  AB  and  on 
AE)  will  be  well  proportioned. 

The  theodolite  is  then  set  up  at  each 

of  the  stations  A,  B,  C,  D,  E,  in  turn, 

and  the  angles  subtended  between  all 

the  other  stations  are  observed. 

From  the  triangle  ABC,  the  three  angles  being  known,  and  the 

side  AB  measured,  CB  can  be  calculated ;    after  which  BE  can  be 

calculated  from  the  triangle  CBE. 

Similarly  BD  can  be  determined  and  BE  calculated  from  the 
triangle  BDE. 


Fro.  265.— Verifioation  Triangulation 
of  a  Base  Line. 
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Also  if  AC  is  calculated  from  the  triangle  ABC,  AE,  and  hence  BE, 
can  be  found  from  the  triangle  ACE.  Similarly  AD  can  be  calculated, 
and  AE  and  BE  found  by  solving  the  triangle  ADE. 

Thus  a  number  of  values  for  BE  can  be  obtained,  and  the  mean 
of  these  will  enable  the  length  to  be  determined  with  considerable 
accuracy. 

The  base  may  then  be  further  extended  to  F,  and  the  process 
repeated  as  many  times  as  is  required. 

The  method  shown  in  Fig.  265  may  also  be  employed  as  a  check 
upon  the  accuracy  of  a  base  line ;  e,g,  let  AE  represent  a  section  of  the 
measured  base,  and  B  be  a  point  on  this,  whose  position  was  deter- 
mined during  the  measurement.  Then  assuming  the  length  AB  to 
be  correct,  the  length  BE  can  be  calculated  through  the  triangles 
ACB,  ACE,  ADB,  ADE,  as  explained  above. 

A  comparison  between  the  measured  and  calculated  values  of  BE 
then  affords  a  check  upon  the  accuracy  of  both  AB  and  BE. 

(2)  A  more  common  method  of  extension  is  shown  in  Fig.  266, 
where  AB  represents  the  measured  base 
as  before. 

Two  stations  C  and  D,  visible  from  A 
and  B,  and  from  each  other,  are  chosen 
on  opposite  sides  of  AB,  to  form  well- 
proportioned  triangles — ^in  this  case,  as 
nearly  equilateral  as  possible  because 
there  is  no  point  upon  the  extension  of 
the  base  to  be  considered  as  in  Fig.  265.  fio.  266. 

The  angles  at  each  of  the  four  points,  Extension  of  a  Base  Line. 

subtended  by  the  remaining  three,  are 

then  observed ;  the  length  CD  calculated  from  the  different  triangles, 

and  a  mean  result  adopted. 

Then,  by  the  use  of  such  stations  as  E  and  F,  the  line  CD  may  be 
extended  in  a  similar  manner  ;  and  the  distance  EF  computed. 

Proceeding  in  this  way,  a  suitable  extended  base  may  be  deter- 
mined, its  length  being  comparable  with  those  of  the  sides  of  the 
primary  triangles,  and  the  positions  of  its  extremities  such  that  they 
are  adapted  for  the  observation  of  the  primary  triangulation  angles. 

The  exact  method  of  triangulating  depends  very  largely  upon  the 
circumstances  of  each  particular  case,  and  it  is  impossible  to  lay  down 
any  exact  method  of  procedure  to  be  adopted  in  every  case. 

It  should  be  noted,  however,  that  the  whole  extension  must  be 
treated  as  one  problem,  and  not  as  a  series  of  separate  problems.  Thus 
C  and  D  should  not  be  finally  fixed  until  the  positions  of  E,  F,  and 
further  points  have  been  definitely  located,  because  it  is  important  that 
the  final  points  should  be  as  favourably  situated  as  possible  with 
reference  to  the  main  triangulation. 

Fig.  248  shows  the  manner  in  which  the  Eroonstad  Base  of  the 
Transvaal  and  Orange  River  Colony  Survey  was  extended. 

Fig.  249  shows  the  manner  in  which  the  Sironj  base  of  the  Survey 
of  India  was  extended. 
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Accuracy.  —  The  cliief  sources  of  error  in  base-line  measurement 
may  be  summarised : 

(1)  Error  in  the  standard  measure  or  reference  tape  or  bar. 

(2)  Error  in  deducing  the  length  of  the  field  tape  or  measuring  bars 
from  the  reference,  and  in  deducing  the  length  of  the  reference  from 
the  standard  measure. 

(3)  Error  due  to  the  pull  in  a  tape  not  being  exactly  that  allowed 
for  in  the  calculations  ;  or  the  pressure  at  contact  in  the  case  of  rods 
being  variable. 

(4)  Error  in  the  determination  of  the  cross- section  of  a  tape, 
affecting  the  correction  for  pull. 

(5)  Error  due  to  the  incorrect  determination  of  temperature : 

(a)  In  standard  measure, 

(6)  In  reference  measure, 

(c)  In  field  measure. 
This  error  may  occur  in  the  comparison  of  the  reference  with  the 
standard,  or  that  of  the  field  measure  with  the  reference,  or  in  the 
actual  field  operations. 

(6)  Error  due  to  the  coefficients  of  expansion  of  the  various  metals 
not  being  accurately  known. 

(7)  Errors  in  alignment. 

(8)  Errors  in  the  determination  of  the  inclination  of  the  line. 

(9)  Errors  in  reduction  to  mean  sea-level. 

(10)  Personal  errors  in  reading  scales,  bisecting  and  marking 
terminal  dots  and  scratches,  etc. 

(11)  Displacement  of  the  marking  pegs  in  tape  measurements, 
unless  straining  pegs  are  provided. 

The  following  are  a  few  examples  of  the  accuracy  obtained  in  various 
cases : 

The  p.e.  of  seven  bases  in  Russia,^  measured  with  Struve's  bars, 
varied  from  ±  0-73  to  ±  0-91  /i. 

The  Belgian  ^  bases  at  Beverloo  and  Ostend,  measured  with  Bessel's 
apparatus,  gave  p.e.'s  of  ±  0-59  fi  and  ±  0-45  /i  respectively  in  lengths  of 
2300  and  2488  metres. 

The  Atalanta^  base  in  Georgia  (U.8.A.)  was  measured  three 
times  with  the  U.S.  apparatus,  p.  406.  The  line  was  divided  into 
six  segments,  each  about  1  mile  in  length.  The  p.e.  was  calculated 
to  be  ±  1-76  fi.  For  seven  previously  measured  bases  the  p.e.  varied 
from  ±l-8fito  ±2-4/i. 

From  a  number  of  measurements  of  the  Cape  Comorin*  Base, 
1*7  miles  in  length,  in  South  India,  it  was  deduced  that  the  p.e. 
(eocchmve  of  all  constant  errors)  for  a  single  measurement  with  the 
Colby  apparatus  was  ±l-5/x  under  ordinary  conditions,  but  that  if 
thermometers  were  let  into  the  bars,  and  the  differences  in  tempera- 
ture between  the  two  components  determined  in  that  way,  a  p.e.  of 
±  0-5  fi  could  be  determined. 

An  analysis  of  the  p.e.'s  deduced  for  the  five  bases  of  the  Geodetic 

^  Clarke,  Geodesy, 
*  Report  of  0,T,  Survey  of  India. 
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Survey  of  the  Transvaal  and  Orange  River  Colony  ^  is  given  below. 
They  were  measured  with  invar  tapes,  strained  with  a  pull  of  10 
kilogrammes. 


Base. 

Lenfrth  in 

Belfast 

ll'S 

Ottoshoop  . 

10-8 

Wepener     , 

13-6 

Kroonstad  . 

12-3 

Houts  River 

21-1 

No.  of 
Section.*. 


8 
8 
6 
6 
8 


Probable  Effect 
of  Systematic 

and  Accidental 

Errors  in 
Measurement. 


±0'125fi 
±0-626/* 
±0-295/i 
±0-311u 

±0-526/z 


Probable 
Effect  of 

Error 
in  Height. 


±0-278/* 
±0-383/* 
±0-484/* 
±0-436/* 
±0-364/* 


Probable  Effect 
of  Systematic 
Errors  of  Bars 

and 
Ttierraometers. 

Probable 

Error  of 

Base. 

±1-065/* 

±1-318/* 

±1066/* 

±1-248^ 

±1-065/* 

±1-206/* 

±1-065/* 

±1-192/* 

±1-065/* 

±1-239/* 

In  the  measurement  of  the  geodetic  ^  arc  of  the  30th  meridian  N. 
of  Lake  Tanganyika,  a  base  16^  kilometres  or  10^  miles  long  was 
measured  with  invar  wires.  The  line  was  subdivided  into  sections  of 
about  1  kilometre,  and  each  was  measured  twice,  employing  different 
wires.    Some  sections  were  measured  three  times. 

The  computed  p.e.  of  the  base,  taking  into  account  all  sources  of 
error,  was  ±  14-92  mm.,  or  1  in  1,108,000,  i.e.  ±0-90^. 

In  the  Lossiemouth '  base,  measured  in  1909,  with  100-ft.  invar 
tapes,  aligned  with  5-in.  transit  theodolites,  the  p.e.  was  ±1  in 
900,000,  or  ±  Ml  fi.     The  total  length  was  nearly  23,526  ft. 


EXAMPLES 

1.  (U.  of  L.)  Describe,  in  detail,  the  field  operations  necessary  for  measuring 
a  long  base  line  with  extreme  accuracy  by  means  of  a  steel  tape  or  wire. 
Enumerate  the  corrections  that  must  be  made. 

A  line,  2  miles  long,  is  measured  with  a  tape  of  length  300  ft.,  which  is  standard 
under  no  pull  at  60°  F.  The  tape  in  section  is  J  in.  wide  and  ^(^  in.  thick. 
If  one  half  of  the  line  is  measured  at  a  temperature  of  70°  F.  and  the  other  half 
at  80°  F.,  and  the  tape  is  stretched  with  a  pull  of  50  lbs.,  find  the  correction  on 
the  total  length.  Coefficient  of  expansion =00000065 ;  weight  of  1  cub.  in.  of 
steel=0-28  lb. ;  E= 29,000,000  lbs.  per  square  inch. 

2.  (U.  of  L.)  A  steel  measuring  band  200  ft.  long  is  used  for  measuring  a 
line  about  1000  ft.  in  length.  The  band  is  held  clear  of  the  ground  at  every 
setting,  and  the  ends  are  supported  on  pegs  at  the  same  level  and  are  pulled  by 
hand,  through  a  damaged  spring  balance,  the  readings  on  which  are  uncertain, 
but  it  is  definitely  known  that  the  pull  is  not  less  than  30  lbs.  nor  more  than 
50  lbs.  The  operation  is  repeated  five  times.  Within  what  limits  is  the  length 
known  after  allowing  for  the  elastic  stretch  of  the  tape  and  for  the  sag  ? 

Width  of  band,  0-20  in. 

Thickness  of  band,  002  in. 

Young's  Modulus  of  Elasticity,  25,000,000  lbs.  per  square  inch. 


^  Report  on  0,  Survey  of  S.  Africa,  vol.  iii. 

■  BriL  Amoc.  Report,  1910. 

*  Ordnance  Survey  Professional  Papers,  New  Series,  No.  1. 
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3.  (I.C.E.)  A  steel  tape  is  100  ft.  long  between  the  end  graduations  at  a 
temperature  60°  F.  when  lyinff  horizontally  on  the  ground.  Its  sectional  area  is 
00103  in.,  ite  weight  is  3-49 lbs.,  and  the  coefficient  of  expansion  is  0-0000065 
for  1^  F.  The  tape  is  stretched  over  two  supports,  approximately  100  ft.  apart, 
and  is  also  supported  in  the  middle,  the  three  supports  being  at  the  same  level. 
Calculate  the  actual  length  between  the  end  graduations  under  the  following 
conditions : 

Temperature =76"  F.,  pull  on  tape =20  lbs. 

Sag  correction  =     ^  ft., 

where  W= weight  of  '*  unsupported  "  length  in  feet,  L  of  the  tape,  P=pull  in  lbs. 

PuU  correction  =—^i,^  ft., 

aE 

where  a— sectional  area  in  square  inches,  £s=  30,000,000  lbs.  per  square  inch. 

4.  (U.  of  B.)  A  base  line  was  measured  and  found  to  be  4518*36  ft.  long  before 
any  corrections  were  applied.  The  measuring  tape,  supposed  100  ft.,  was  0-03  ft. 
long  on  the  reference  tape  at  69°  F.,  while  the  reference  tape  was  0*04  ft.  short  of 
standard  at  63°  F. 

The  temperature  of  base  during  measurement  was  73°  F.,  and  the  height  of 
the  base  above  sea-level  was  4520  ft. 

For  the  first  2000  ft.  the  base  had  a  down  slope  of  1°,  and  for  the  remainder 
an  upward  slope  of  l°-30'. 

F^d  the  true  length  of  the  base  line. 

The  same  pull,  namely  20  lbs.,  was  applied  during  measurement  and  standard- 
isation. 

The  weight  of  the  tape  was  1(  lbs.,  and  the  radius  of  the  earth  may  be  taken  as 
20,900,000  ft. 

5.  What  errors  in  the  computed  length  of  the  base  line  would  result  from  the 
following  +  ▼«  errors  in  the  data  of  the  example  on  p.  418  ? 

(].)  1°  F.  in  the  temperature  of  the  standard  tape  (t.e.  if  the  true  tempera- 
ture was  75°  F.  instead  of  76°  F.  as  recorded). 

(ii.)  1°  F.  in  the  temperature  of  the  field  tape  during  standardisation. 

(iiL)  1°  F.  in  the  temperature  of  the  field  tape  during  the  measurement  of 
the  base. 

(iv.)  10*  lbs.  in  the  value  of  £  (a)  in  the  standard  tape,  (b)  in  the  field  tape. 

(v.)  30  ft.  in  the  assumed  height  of  the  base  above  sea-level. 

(vi.)  0-05  ft.  in  determining  the  difference  of  level  of  the  first  bay  pegs, 
(vii.)  A  negative  error  of  -00000025  in  the  value  of  a  (a)  for  the  standard  tape, 
(6)  for  the  field  tape. 


Chapter  XV 


SPHERICAL  TRIGONOMETRY 


It  is  not  proposed  in  the  present  chapter  to  attempt  much  more  than 
the  brief  proofs  of  those  formulae  for  the  solution  of  spherical  triangles 
which  are  involved  in  the  determination  of  azimuth,  latitude,  etc. 
For  further  information  the  reader  is  referred  to  any  of  the  well- 
known  treatises  upon  Spherical  Trigonometry. 

A  spherical  triangle  is  that  triangle  which  is  formed  upon  the  surface 
of  a  sphere  by  the  intersection  of  three  "  great "  circles.  There  are 
eight  such  figures  formed  on  the  sphere  by  the 
three  circles,  and  that  which  is  considered  is 
the  one  which  has  two  if  not  three  sides  less  than 
a  quadrant :  or,  otherwise,  if  three  planes  meet 
at  a  point  0,  the  intercepted  space  is  termed  a 
solid  angle  as  in  Euclid  XI. ;  so  that  if  a  sphere 
is  then  described  with  0  as  centre,  the  traces 
of  the  three  sides  of  the  solid  angle  upon  the 
surface  of  the  sphere  will  form  a  spherical 
triangle. 

Before  proceeding  to  the  derivation  of  the 
required  formulae,  it  may  be  useful  to  state 
the  following  theorems : 

(1)  The  arc  of  a  great  circle  is  the  shortest 
distance  between  any  two  points  upon  the  sur- 
face of  a  sphere. 

The  trace  of  any  plane  which  cuts  the  sphere  is  a  circle  ;  and  the 
greatest  circle  is  that  which  has  a  radius  equal  to  that  of  the  sphere, 
i.e.  a  great  circle.  Consequently,  of  all  planes  which  can  pass  through 
two  points  A  and  B  on  the  surface  of  a  sphere,  that  which  passes 
through  the  centre  of  the  sphere  traces  the  arc  of  least  curvature 
between  A  and  B,  and  this  is  obviously  the  shortest  line. 

Thus  as  no  parallel  of  latitude,  except  the  equator,  is  a  great  circle, 
the  shortest  distance  between  two  points  A  and  B  of  the  same  latitude 
is  not  along  the  parallel,  but  along  a  great  circle  through  A  and  B 
(see  Example,  p.  l33). 

(2)  Any  two  sides  of  a  spherical  triangle  are  together  greater  than 
the  third,  because  any  two  of  the  plane  angles  which  form  the  solid 
angle  at  0  are  together  greater  than  the  third  (Euclid  XI.  20).    Conse- 
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Fio.  267. 
Spherical  Triangle. 
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quently,  as  the  arcs  AB,  BC,  CA,  are  proportional  to  the  magnitudes 
of  these  angles,  any  two  are  greater  than  the  third. 

(3)  The  greater  angle  is  opposite  the  greater  side,  and  vice  versa. 
This  may  be  proved  from  the  equations  deduced  below,  e,g.  the 
sine  rule  (4). 

Let  ABC  (Fig.  267)  be  a  spherical  triangle,  and  O  the  centre  of  the 
sphere.    The  "'  parts  "  of  the  triangle  are  then 

(a)  The  three  spherical  angles  A,  B,  and  C,  measured  in  planes 

tangential  to  the  sphere  at  those  points. 
(6)  The  three  sides,  i,e,  the  arcs  BC,  CA,  and  AB,  denoted  by  the 
small  letters  a,  6,  and  c,  respectively,  as  in  plane  trigonometry, 
and  expressed  in  terms  of  the  angles  BOC,  COA,  AOB,  sub- 
tended at  the  centre  0  of  the  sphere, 
(c)  The  area  S  of  the  triangle  ABC. 

Draw  AE  and  AD  at  right  angles  to  OA,  i.e.  tangent  to  the  sphere 
at  A,  and  in  the  planes  OAC  and  OAB  respectively. 

Join  OB  and  produce  this  line  to  meet  AD  in  D,  and  similarly  join 
OC  and  produce  this  line  to  meet  AE  in  E. 

Then  the  angle  EAD  is  the  angle  A  of  the  spherical  triangle. 
Now  in  the  triangle  DOE  we  have  by  plane  trigonometry 

DE«=  0D«  +  0E« -  2 .  OD .  OE .  cos  EOD.  .        .    (1) 

Similarly,  in  the  triangle  DAE  we  have 

DE8  =  AD«  +  AE«-2.AD.AE.cosEAD.  .        .    (2) 

Subtracting  (2)  from  (1) 

(OD2-AD*)  +  {OE«-AE«)  +  2.AD.AEcosEAD 

-2.0D.OE.cosEOD  =  0. 

But  0D«  -  AD*  =  OA*  =  R«,  where  R  is  the  radius  of  the  sphere. 
Similarly  OE*-AE*  =  R*. 

Also  AD  =  R .  tan  AOD,  i.e,  R  tan  c,  OD  =  R  sec  c,  AE  =  R  tan  6, 
and  OE  =  R  sec  6,  because  OAD  and  OAE  are  both  right  angles. 

Substituting  in  the  above  equation, 

R*  +  R*  +  2R*{tan  c  tan  b  cos  A  -  sec  6  sec  c  cos  a)  =0, 
or  cancelling  2R*, 

1  +  tan  c  tan  b  cos  A  -  sec  6  sec  c  cos  a  =  0, 

or  multiplying  throughout  by  cos  6  cos  c, 

cos  a  »  cos  6  cos  c  +  sin  6  sin  c  cos  A.      .        .    (3) 

By  transposing  equation  (3)  we  get 

A     cos  a  -  cos  6 .  cos  c 
cos  A  = ;— . — -. . 

sin  6 .  sm  c 
But 

sin*  A  =  1  -  cos*  A 

\       sin  6  sin  c       / 

_  sin*  6  sin*  c  -  cos*  a  +  2  cos  a  cos  b  cos  c  -  cos*  c  r 

sin*  6  sin*  c 
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Substituting  in  the  numerator  (1  -  cos*  6)  for  sin*  6  and  (1  -  cos*  c) 
for  sin*  c,  and  simplifying, 

.  o  A     1  -  COS*  a  -  cos*  6  -  cos*  c  +  2  cos  a  cos  6  cos  c 

am*  A --2  1—-^ > 

sm'*  0  sin^  c 

.  sin  A  _  y/\  -  cos*  a  -  cos*  h  -  cos*  c  +  2  cos  a  cos  b  cos  c 
' '  sin  a  sin  a  sin  6  sin  c 

But  the  expression  on  the  right-hand  side  of  this  equation  is  sym- 
metrical in  a,  b,  c,  so  that  if  these  values  are  interchanged  in  equation 

(3),  we  shall  get  exactly  the  same  expression  for  — = — r  and  for  -: — , 

.  sin  A  _  sin  B  _  sin  C  y .  v 

sm  a     sm  b     sm  c 

This  equation  is  known  as  the  Sine  Formula,  or  the  Law  of  Sines. 
By  transposing  from  equation  (3)  again, 

^    A     cos  a  -  cos  6  cos  c 
cos  A  =  — 


.*.  1  -cos  A  = 


sin  6  sin  c 
sin  6  sin  c  +  cos  6  cos  c  -  cos  a 


sin  6  sin  c 

_  cos  (6  -  c)  -  cos  a 
sin  6  sin  c 

Applying  the  plane  trigonometrical  formula  cos  S  -  cos  T  =  -  2  sin 
-  rt —  sin  — o — ,  where  S  =  (6  -  c)  and  T  =  a, 

^     ,    6-c+a   .    6-c-a 
-  2 .  sm  — s sm  — ^ 

1  -  cos  A  = A^ f__, 

sin  6  sm  c 

.A 
or  writing  2 sin*  ^  for  (1  -cos  A),  dividing  by  2,  and  writing  8  for 

a  +  6  +  c 
~  1  "' 

.  «  A    sin  («  -  c)  sin  (s  -  6)  ,kx 

2  sm  6  sm  c 

Q.    .,    ,        ,            *     sin  6  sin  c  -  cos  b  cos  c  +  cos  a 
oimilarly     1  +  cos  A  =  ; — =-  -= 

sm  o  sm  c 

_  cos  a  -  cos  (6  +  c) 
sin  6  sin  c 
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S  4-  T        S  —  T 

Applying  the  formula  cob  S  -  cos  T  =  -  2  sin     ^     sin  ~o— ,  and 

writing  cos*  «  for  ^(1  +  cos  A),  and  8  for ^ — > 

^,A    Bm*Bm(.-a)         .        .        .    (g) 
2         sin  6 .  sin  c 

Dividing  (5)  by  (6)  we  get 

2         sin  8  sin  («  -  a) 

From  equation  (3) 

cos  a  -  cos  h  cos  c  =  sin  6  sin  c  cos  A, 
and  similarly      cos  b  -  cos  a  cos  c  »  sin  a  sin  c  cos  B, 

or  writing  sin  6  »  n  sin  B,  and  sin  a  =  n  sin  A, 

cos  a  -  cos  6  cos  c  =  n  sin  B  sin  c  cos  A, 
and  cos  b  -  cos  a  cos  c  —  n  sin  A  sin  c  cos  B. 

By  adding  we  get 

(cos  a  +  cos  6)(1  -  cos  c)  =  n .  sin  c .  {sin  B  cos  A  +  sin  A  cos  B}, 

^«  a,,ka4.:4.,^4-;»»  sin  a  +  sin  6    - '        r      sin  a      sin  6     sin  a  +  sin  6     ^T 
or  suDstitutmg  - — .  .   .   .p  for  n    as  -.-  .  =-,—^—- — t-^  .    p=»  h 

^smA  +  BinB  L      am  A    sin  B    sinAlsinB       J 

(cos  a  +  cos  6)(1  -cos  c)=  ^'^  f  "^^^^  ^  .sin  c.sin  (A  +  B), 

sm  A  +  sin  15 


or 


sin  a  +  sin  6  ^  sin  A  +  sin  B   (1  -  cos  c) 
cos  a  +  cos  6      sin  (A  +  B)   '      sin  c 


Applying  the  plane  trigonometry  formulae,  sin  S  +  sin  T  =  2  sin 

S+T        S-T      ,        Q  ^    .        S+T        S-T 

— rt~-  cos  — s —  and  cos  8  -  cos  T  =  2  cos  — s—  cos     ^    , 

2  sini  (a  +  6)  cos i  (a - 6) __ 2sin|(A  +  B) cos|(A -  B)       2  sin* ^ c 


2  cos  i  (a  +  6)  cos  i  (a  -  6)     2  sin  ^  (A  +  B)  cos  J  (A  +  B)'2  sin  |  c.cos  J  c' 
therefore  cancelling, 

Similarly  if  ^}^  f^.-    _,  is  substituted  for  n  above, 
sin  A  -  sm  B 
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Another  formula  which  is  sometimes  required  is 

cot  A  sin  B  =  cot  a  sin  c  -  cos  B  cos  c. 

This  may  be  derived  as  follows  : 

.   A    .    -D     cos  A  sin  B    cos  A  sin  6 

cot  A  sm  B  = -. — s = ; 

sm  A  sm  a 

__  (cos  a  -  cos  b  cos  c)  sin  6 
sin  a  sin  6  sin  c 

Multiplying  cos  a  in  the  numerator  by  (sin^  c  +  cos*  c),  i.e.  1,  and 
cancelling  sin  6,  we  get 

.   A    .    T>     cos  a  (sin*  c  +  cos*  c)  -  cos  b  cos  c 
cot  A  sm  B  = ^ -. v-^ 

sm  a  sm  c 
=  cot  a  sin  c  -  cos  B  cos  c. 


•    (10) 


When  the  angle  A  is  90^  this  reduces  to 

cos  B  —  cot  a  tan  c. 


.    (10a) 


The  above  formulae  are  collected  and  tabulated  with  others  in 
Appendix  II. 

Spherical  Excess. — The  three  angles  of  a  spherical  triangle  do  not 
sum  exactly  to  180°,  as  do  those  of  a  plane  triangle,  but  their  sum 
exceeds  two  right  angles  by  an  amount  ^own  as  the  Spherical  Excess. 

The  magnitude  of  this  spherical 
excess  is  expressed  in  degrees  by  the 
formula 

^^area  of  triangle^  ^QQo^    (11) 
ttR 

where  R  is  the  radius  of  the  sphere. 

This  may  be  proved  as  follows  : 

Let  APTV  and  AQTU  (Fig.  268) 
be  two  intersecting  great  circles,  and 
let  PQVU  be  a  third  great  circle,  at 
right  angles  to  the  planes  of  the  first 
two. 

Then  the  arc  PQ  is  a  measure  of 
the  spherical  angle  at  A. 

The  surface  area  S'  of  the  whole  sphere  is  47rR*,  and  consequently 
the  area  of  the  portion  APTQA  is 

s-^  .  S'.  =  o-  S'  where  A  is  in  radians, 


Fig.  26a 


360 


.  S'  where  A  is  in  degrees. 
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Now,  in  a  general  case  when  three  great  circles  intersect  to  form 
a  spherical  triangle  ABC  (Fig.  269),  the  whole  surface  of  the  sphere  is 
divided  into  eight  divisions :  and  owing  to  the  symmetry  of  the  figure, 

the  four  on  the  one  hemisphere  are  similar 
to  the  four  on  the  opposite  hemisphere. 

From  the  relationship  shown  above,  it 
is  easily  seen  that  in  the  figure  where  the 
area  ABC  =  S,  BCD  =  a,  CDE  =  j3,  and 
ECA  =  y, 

S  +  a  =  —  .  S', 
360 

B 


S  +  y  ••  i"-z  ■  S', 

'^     360 


2> 
Fio.  209. 

Therefore  by  addition 


C 


S  + /5  = -^ .  S',  because  FDE  =  ABC  -  S. 


360 


S' 


2S  +  (S  +  a  +  /3  +  y)-g;^(A  +  B  +  C). 


S' 


But  8  +  a  +  P  +  y  comprises  the  area  of  a  hemisphere,  i.e.  ~-> 

2S  =  JJ-(A  +  B  +  C-180**). 
360^  ' 

Again,  A  +  B  +  C  - 180^  is  the  spherical  excess  e  of  the  triangle, 

2.S.360 


or 


.*.  e  = 


S' 


or 


_  area  of  triangle^   ^g^c 
area  of  quadrant ' 


S 


TT 


R2 


.l8o^ 


For  the  application  of  this  formula  see  Chapter  XIV.  p.  392. 

A  few  miscellaneous  applications  of  Spherical  Trigonometry — 
apart  from  the  astronomical  observations  in  the  following  chapters — 
vnll  now  be  considered. 

Convergence  of  the  Meridiajis. — If  A  and  B  (Fig.  270)  represent 
two  positions  upon  the  earth's  surface,  the  straight  line  AB,  being 
the  shortest  distance  between  the  two  points,  is  an  arc  of  a  great 
circle. 

The  Asimath  of  B  from  A  is  the  angle  included  between  the 
plane  of  this  great  circle  and  the  plane  of  the  meridian  at  A, 
while  the  azimuth  of  A  from  B  is  the  angle  included  between  the 
plane  of  the  great  circle  through  AB  and  the  plane  of  the  meridian 
atB. 
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But  the  meridians  through  A  and  B  are  not  parallel :  they  con- 
verge and  intersect  at  the  pole  P,  and  the  two  angles  A  and  B  of  the 
spherical  triangle  PAB  are  not  together  equal  to  ISC'".  In  other  words, 
the  azimuth  of  AB,  as  determined  at  A,  is  not  identical  with  the  azimuth 
of  AB  (not  BA),  as  determined  at  B. 

The  Bearing  of  B  from  A  is  the  angle  included  between  the  plane 
of  the  great  circle  through  AB  and  that  of  any  other  standard  great 
circle.  This  "  standard  "  great  circle  may  be  the  meridian  through  A, 
in  which  case  the  bearing  of  B  from  A  is  identical  with  the  azimuth 
of  B  from  A. 

But  the  bearing  of  A  from  B  is  the  angle  made  by  BA  with  a 
plane,  through  B,  parallel  to  that  of  the  '*  standard  "  great  circle 
through  A.  Consequently  it  is  not  equal  to  the  azimuth  of  A  from  B, 
unless  A  and  B  both  lie  upon  the  same  meridian,  or  both  upon  the 
equator. 

The  bearing  of  AB  is  identical 
whether  determined  from  A  or  from  B. 

Suppose  a  traverse  or  triangulation 
survey  commences  with  a  line  AN, 
and  the  azimuth  (or  bearing)  of  this 
from  the  meridian  at  A  is  determined. 
Then,  after  working  through  a  con- 
siderable distance,  it  is  desired  to 
check  the  accuracy  of  the  work  by 
means  of  an  astronomical  observation 
of  the  azimuth  of  a  line,  say  BM. 

The  bearing  of  BM  with  reference 
to  an  axis  through  B  parallel  to  the 
original  meridian  AP  is  calculated  by 
the  method  of  co-ordinates  as  ex- 
plained in  Chapter  V. ;  but  the 
azimuihy  as  determined  by  an  astrono- 
mical observation,  refers  not  to  this 

axis,  but  to  a  meridian  through  B,  which  converges  and  meets  the 
original  meridian  at  the  poles. 

To  make  use  of  the  check,  therefore,  it  is  necessary  to  compute 
the  angle  between  the  true  meridian  through  B  and  that  line  through 
B  which  is  parallel  to  the  original  meridian  AP. 

Thus  let  the  latitude  of  A  =  Z,  and  that  of  B  =  Z^,  and  let  the  differ- 
ence in  longitude  be  Zg- 

Then  the  "  convergence  "  of  the  meridians  is  the  difference  between 
180''  and  A  +  B,  i.e.  c^  =  180  -  (A  +  B),  where  A  and  B  are  the  angles 
of  the  spherical  triangle  formed  by  AB  and  the  two  meridians  AP 
and  BP. 

The  known  data  in  the  triangle  is  therefore 

AP  =  90-Z, 
BP  =  90-Zi. 


Tia.  270. 
Conrergenoe  of  the  Horidian. 
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By  the  application  of  fonnula  7,  p.  617, 

tan^-?=^ji^-gcotiP, 
2        C08  J(a  +  b)        ^ 


t.e. 


t.e. 


t.e. 


or 


A  +  B_co6i(90-^-90  +  Q         I, 
2        COB  i(90  -  li  +  9b  -  Z)       •  2' 

cot    I'qO  - -^^  "^  ^^  =  "^  *^^ "  ^)  cot  ^ 
cot .  ^^SO     -  2  -;  =  rin  i(J  A)       '  2' 

c,^co6^^(;_Z.^)cot^, 
2     sin  ^(l  +  Ij)         2' 

tan'^-tan^    sin  i(U I,) 

**°  2 "  **°  2  •  cos  i(r-X)- 


When  AB  is  small  compared  with  the  radius  of  the  earth,  we  may 
substitute  for  the  tangent  of  the  angle  the  value  of  the  angle  in  radian 
measure,  i,e, 

J    sini(Z  +  g  ,^ 

This  equation  is  equally  true  when  c^  and  Zj  are  both  expressed  in 
minutes,  or  both  in  seconds,  as  this  result  is  obtained  by  multiplying 
each  side  of  the  equation  by  the  same  factor. 

When  A  and  B  lie  upon  the  same  parallel,  i,e.  when  l  =  li,  the  equa- 
tion reduces  to 

Ci  =  ij .  sin  Z (12a) 

When  A  and  B  lie  upon  the  same  meridian  Z^  =  0,  and  C|  =  0.  Also 
when  A  and  B  Ue  upon  the  equator  l  —  l-i^O,  and  hence  from  equation 
(12)ci  =  0. 

Ci  increases  in  value  as  I  and  I|  approach  90*^,  and  tends  to  the 
limit  C] « Zj. 

If  the  latitude  and  longitude  of  the  first  point  A  is  known,  that 
of  the  last  point  B  can  be  calculated  from  the  '*  latitudes "  and 
"  departures  "  (or  "  co-ordinates  ")  by  means  of  specially  prepared 
tables. 

These  may  give  (for  various  latitudes,  from  the  equator  to  the  poles) 
the  lengths  in  feet  or  other  units,  of  1  minute  or  1  second  of  arc  in 
both  latitude  and  longitude.  The  values  tabulated  will  depend  upon 
the  particular  spheroid  which  has  been  adopted  (see  pp.  435-6).  For 
small  areas  it  may  be  sufficient  to  consider  the  esirth  as  a  sphere,  and 
to  calculate  the  required  values  upon  this  assumption. 

According  to  Clarke's  spheroid,  as  adopted  by  the  U.S.  Coast  and 
Geodetic  Survey,  1  minute  of  latitude  varies  from  6045-95  ft.  at  the 
equator  to  6107-85  ft.  at  the  pole,  while  1  minute  of  longitude  varies 
from  6087  15  ft.  at  the  equator  to  nil  at  the  pole. 

A  rough  value  is  that  a  minute  of  latitude  or  a  minute  of  longitude 
at  the  equator  corresponds  to  an  arc  of  1-15  miles. 
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Example. — In  a  survey  conducted  from  A  in  lat.  N,  48®-36'-6'  and  long. 
118°-64'-6'  W.  to  a  point  E,  lat.  N.  48*'-57'.25',  long.  U9*'-16'-12J'  W.,  what 
would  be  the  theoretical  difference  between  the  azimuth  of  the  final  line  at  £, 
determined  astronomically,  and  the  bearing  as  calculated  by  means  of  co-ordinates 
from  the  meridian  at  A  ? 

In  formula  (12)  /,=2r-6J'=  1266''-6, 

J(Z+Zi)=48M6'-16', 

log  1266-5  »  3- 10261 
log  sin  48°-46'- 16' =1-87626 
log  sec  ll^-l(r=  -000002 

log  Ci =2-97887 
.-.  c= 952-42  seconds 
=  15'262t^about. 

Example  2  (Lond,  B,8c.) — At  a  point  in  A  latitude  50^  N,  a  straight  line  is 
ranged  out,  which  runs  due  east  at  A.  This  straight  line  is  prolonged  for  60 
nautical  miles  to  B.  Find  the  latitude  of  B,  and  if  it  be  desired  to  travel  duo 
north  from  B  so  as  to  meet  the  50°  parallel  again  at  C, 
find  the  angle  ABC  at  which  we  must  set  out,  and  the 
distance  BC. 

{N,B, — A  nautical  mile  subtends  one  minute  at  the  earth^s 
centre.     Regard  the  earth  as  a  sphere.) 

The  line  AB  (Fig.  271)  being  a  straight  line  is  a  portion 
of  a  great  circle,  and  subtends  60'=  1°  at  the  centre  of  the 
earth. 

At  the  point  A  it  makes  an  angle  of  90°  with  the  meri- 
dian AP,  where  P  represente  the  Pole. 

The  distance  BC,  being  due  north  and  along  a  straight 
line,  is  a  portion  of  the  great  circle,  i.e.  of  the  meridian, 
through  B.     PAB  is  therefore  a  spherical  triangle. 

The  arc  PB  may  be  calculated  by  means  of  equation  3,  p.  426,  because 
AP=90°-50°=40%  AB=1°,  and  z.  A  =  90°, 

.  •.  cos  PB  =  cos  40°  cos  1°  +  sin  40°  sin  1°  cos  90° 
=  cos  40°  cos  1°  as  cos  90° =0 

Iogcos40°=r8842640 
log  cos  1°  =  19999338 

logco8PB  =  r-8841878 

and  PB = 40°-0 -624  nearly. 

But  PC =40°, 

.-.  BC=0'-624, 

which  represente  -624  nautical  mile. 

The  angle  at  B  may  be  found  by  the  application  of  the  sine  formula,  i.e.  equa- 
tion 4,  p.  427. 

sinB^^     jin90°    _ 

sin  40°    sin  40°-0'-624* 

log  sin  90° =0-0000000 

log  sin  40°  =  1-8080675 

log  cosec  40°-0'-624=0-1918386 


log  sin  B= 1-9999061 
B=88°-48'-40' 


2f 
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EXAMPLES. 

1.  In  the  example  on  p.  433  find  the  di£Ference  in  longitude  between  A  and  B, 
and  from  this  deduce  the  convergenoe  of  the  meridianB,  and  the  value  of  the 
angle  at  B. 

2.  (U.  of  L.)  If,  startinff  from  a  point  in  latitude  50^  north,  it  is  desired  to  lay 
out  a  "  straight  line  "  on  the  earth^s  surface,  which  will  be  again  in  latitude  50° 
at  the  end  of  60  nautical  miles,  in  which  direction  will  it  be  necessary  to  proceed  ? 
Determine  the  angle  with  the  meridian  of  the  starting-point.  At  the  end  of 
thirty  nautical  miles  along  this  line,  how  far  (in  nautical  miles)  would  the 
observer  be  from  (a)  the  60  parallel  of  latitude,  (6)  a  "  straight  line  "  running 
due  east  (or  west  as  the  case  may  be)  from  the  starting-point,  assuming  the 
earth  spherical  7 

{N.B,  One  nautical  mile  subtends  1  minute  at  the  earth's  centre,  and  in 
spherical  trigonometry  if  0=90^  cos  A=tan  b  cot  c  ;  cos  c=cos  a  cos  b  ;  and 
sin  a^sin  c  an  A.) 

3.  (I.C.E.)    What  is  the  difference  between  "bearing"  and  "azimuth"  7 
Explain  what  course  on  the  earth's  surface  would  be  followed  by  the  following 

lines : 

(a)  A  line  laid  out  with  a  fixed  azimuth  of  85°. 

(6)  A  line  laid  out  with  a  fixed  bearing  of  85°.  The  starting-point  of  the  line 
is  in  lat.  50°  N.  in  each  case. 

4.  (I.C.E.)  A  certain  boundary  line  has  been  defined  as  a  line  running  due 
east  frx>m  a  given  point.  Describe  Ihe  operations  needed  so  as  to  trace  the  line 
for  15  miles,  and  fix  monuments  on  it  at  intervals  of  1  mile. 


Chapter  XVI 

ASTRONOMICAL  TERMS 

The  Shape  and  Size  of  the  Earth. — It  has  already  been  explained  in 
Chapter  YI.  that  the  figure  of  the  earth  as  defined  by  the  imaginary 
mean  level  of  the  sea  is  very  irregular.  This  figure,  termed  the 
"  geoid,"  has  the  distinctive  property  that  its  surface  at  any  point  lies 
in  a  plane  tangential  to  the  direction  of  gravity  at  that  point. 

To  simplify  calculations,  however,  some  more  or  less  regular 
figure  must  be  assumed  as  an  approximation,  and  consequently  the 
globe  is  usually  considered  either  as  an  oblate  spheroid,  or,  for  many 
purposes,  as  a  sphere. 

A  spJiere  may  be  defined  as  that  figure  which  is  formed  by  the 
revolution  of  a  circle  or  a  semicircle  about  its  diameter  :  every  point 
on  its  surface  is  thus  equidistant  from  the  centre. 

Similarly  a  spheroid  is  the  figure  traced  by  the  revolution  of  an 
ellipse  about  one  of  its  axes ;  when  the  major  axis  becomes  the  axis 
of  revolution  a  Prolate  Spheroid  is  formed,  and  when  the  minor  axis  is 
the  axis  of  revolution  an  Oblate  Spheroid  is  the  result. 

The  earth  then  is  often  considered  as  an  oblate  spheroid,  the  semi- 
major  axis  of  the  ellipse  (or  the  equatorial  radius,  a,  of  the  earth), 
being  approximately  20,922,932  feet,  while  the  semi-minor  axis  of 
the  ellipse  (or  the  polar  radius,  6,  of  the  earth)  is  about  20,853,375  ft. 

The  ellipticity  is  expressed  by  the  fraction which  reduces  to 

69,557  1 


20,922,932     300-80'  

— 2 — >  which 

reduces  to  00815. 

The  figures  given  above  refer  to  the  spheroid  adopted  for  the 
Survey  of  India,  and  are  known  as  Everest's  First  Constants. 

Everest's  Second  Constants,  though  not  used  on  the  Indian  Survey, 
give  0  =  20,920,902  ft.,  and  6  =  20,853,642  ft.,  the  ellipticity  being 
1/31104. 

The  standard  of  the  U.S.  Coast  and  Geodetic  Survey  is  Clarke's 
spheroid,  in  which  a  =  20,926,062  ft.,  and  6  =  20,855,121,  the  ellipticity 
being  1/294-98. 

In   Clarke's  later  spheroid   (1880)    a  =  20,926,202   ft.,    and   6  = 
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20,854,895,  while  in  his  first  figure  of  1858  a  =  20,926,348,  and  6  = 
20,855,233,  and  the  ellipticity  1/294-26. 

During  the  years  1903-6  the  U.S.  Coast  and  Greodetic  Survey 
calculatea  that  the  best  values  for  the  United  States  would  be,  a  = 
6,378,283  metres,  with  a  probable  error  of  ±  74  metres,  and  ellipticity 
of  1/(297-8  ±0-9). 

When  considered  as  a  sphere  the  mean  radius  may  be  assumed  as 
20,890,000  feet. 

Motion  of  the  Earth. — The  earth  revolves  about  its  minor  or 
shorter  axis,  on  an  average,  once  in  twenty-four  hours.  This  axis  is 
known  as  the  Polar  Axis,  and  the  points  at  which  it  intersects  the 
surface  of  the  earth  are  termed  the  north  and  south  Geographical  or 
Terrestrial  Poles ;  while  the  trace  upon  the  surface  of  the  globe,  which 
is  made  by  any  plane  containing  this  axis,  is  termed  a  meridian.  Thus, 
if  the  earth  is  considered  as  spherical,  each  meridian  constitutes 
a  complete  circle,  while  if  the  earth  is  considered  as  spheroidal, 
each  meridian  traces  an  ellipse.  The  intersection  with  the  surface 
of  the  globe,  of  any  plane  perpendicular  to  the  polar  axis,  is  a  circle, 
whether  the  earth  be  considered  as  a  sphere  or  as  an  oblate  spheroid. 

The  particular  plane  which  passes  through  the  centre  of  the  polar 
axis,  and  at  right  angles  to  it,  is  known  as  tL  Equatorial  Plane,  wMe 
its  trace  with  the  surface  of  the  globe  is  known  as  the  EquaJtor. 

If  the  earth  is  treated  as  a  sphere,  any  plane  passing  through  its 
centre  traces  out  upon  the  surface  a  circle  Imown  as  "  a  greaJt  circle," 
and  other  planes  trace  out  *'  small  circles." 

In  addition  to  the  motion  of  rotation  about  its  own  polar  axis, 
the  earth  has  a  motion  of  rotation  relative  to  the  sun,  in  a  plane 
inclined  at  an  angle  of  about  23°-27'  to  the  plane  of  the  equator,  the 
time  of  a  complete  revolution  being  a  year  (see  below). 

According  to  Kepler's  First  Law,  the  earth's  orbit  or  path  is  elliptical 
in  shape,  and  the  sun  is  so  situated  that  it  occupies  a  position  in  one 
focus  of  the  ellipse. 

When  on  December  31  the  earth  is  at  the  nearest  point  of  its 
orbit  to  the  sun,  it  is  said  to  be  in  Perihelion ;  and  when  on  July  1 
it  is  at  the  most  distant  point  of  its  orbit  from  the  sun,  it  is  said  to  be 
in  Aphelion, 

Kepler's  Second  Law  states  that  the  velocity  of  the  earth  in  its 
orbit  is  not  constant,  but  the  motion  is  such  that  the  radius  vector, 
which  joins  the  sun  to  the  earth,  sweeps  over  equal  areas  about  the 
sun  in  equal  intervals  of  time. 

The  phenomena  of  night  and  day  are  the  result  of  the  earth's 
rotation  about  its  polar  axis,  while  the  ''  seasons  "  are  due  to  the 
annual  motion  of  the  earth  in  its  orbit  round  the  sun. 

Solar  System. — Like  the  earth,  other  heavenly  bodies  move  in  dis- 
tinct orbits,  and  in  the  same  direction  round  the  sun.  These  bodies  are 
known  as  Planets,  the  chief  or  largest  being  Mercury  and  Venus — which, 
being  nearer  the  sim  than  the  earth,  are  termed  **  inferior  planets," — 
and  Mars,  Ceres,  Jupiter,  Saturn,  Uranus,  and  Neptune,  which,  being 
more  remote  from  the  sun,  are  termed  "  superior  planets." 
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The  "  periodic  "  time  of  a  revolution  varies,  increasing  as  the 
planet  is  more  distant :  thus  Mercury  has  a  periodic  time  of  about 
88  days,  and  Neptune  of  nearly  165  years. 

Again,  travelling  round  some  of  the  planets  are  smaller  celestial 
bodies  known  as  satellites,  e.g.  the  earth  has  one  such  body,  the  moon  ; 
Mars  has  two ;  Jupiter  and  Uranus  have  four  each ;  while  Saturn 
has  at  least  eight,  in  addition  to  three  rings,  which  are  probably 
composed  of  innumerable  very  small  satellites. 

The  sun,  then,  together  with  its  planets  and  satellites,  comprise 
what  is  known  as  the  solar  system. 

The  Sim,  however,  is  merely  one  star  in  the  universe,  which  includes 
all  the  *'  fixed  stars,"  and  many  of  these  are  vastly  greater  than  the 
sun,  and  probably  have  planetary  systems  of  their  own. 
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Fio.  272.— The  Stare. 

The  Stars. — The  *'  fixed  stars  "  are  not  actually  at  rest  in  space, 
but  have  definite  motions  of  their  own,  though,  on  account  of  their 
great  distance  from  the  earth,  their  relative  positions  appear  to  alter 
exceedingly  little  during  long  intervals  of  time. 

For  the  purposes  of  classification  the  fixed  stars  have  been  arranged 
into  groups  known  as  Constellations,  the  stars  in  each  group  being 
either  lettered  or  numbered. 

Pig.  272  shows  the  chief  stars  of  the  Northern  Hemisphere.  The 
star  a  in  the  constellation  of  Ursa  Minor  is  known  as  Polaris  or  The 
Pole  Star. 

Ursa  Major  is  sometimes  known  as  "The  Plough,"  "The  Waggon," 
or  "  The  Great  Bear,"  while  Ursa  Minor  is  known  as  "  The  Little 
Bear  "  constellation. 
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The  circle  of  twelve  constellations  through  which  the  "  ecliptic  " 
passes  constitutes  the  Signs  of  the  Zodiac. 
These  constellations  taken  in  order  are : 

(1)  Aries  (Ram).  (7)  Libra  (The  Balance). 

(2)  Taurus  (Bull).  (8)  Scorpio  (Scorpion). 

(3)  Gemini  (Twins).  (9)  Sagittarius  (The  Archer). 

(4)  Cancer  (Crab).  (10)  Capricomus  (Goat). 

(5)  Leo  (Lion).  (11)  Aquarius  (Water-bearer). 

(6)  Virgo  (Virgin).  (12)  Pisces  (Fishes). 

The  nearest  of  the  fixed  stars  is  at  a  distance  (about  25  x  10^' 
miles)  of  nearly  270,000  times  that  (about  93  x  10*  nailes)  of  the  sun 
from  the  earth,  and  in  consequence  of  this  enormous  distance  the 
relative  positions  of  the  stars  appear  exactly  the  same  from  every 
point  of  view  upon  the  earth's  surface.  Further,  the  relative  positions, 
with  the  exception  of  a  comparatively  small  number  of  the  nearer 
stars,  appear  unaltered,  even  &om  different  positions  upon  the  earth's 
orbit.  These  nearer  stars,  however,  appear  to  have  a  small  motion 
relatively  to  the  other  *'  fixed  stars,"  and  to  trace  out  small  elliptical 
orbits  in  the  heavens,  as  the  earth  travels  along  its  orbit. 

This  apparent  movement,  which  is  quite  distinct  from  any  real 
movement  that  the  star  or  other  body  may  possess,  is  known  as 
Parallax f  which  may  be  defined  generally  as  the  apparent  displacement 
of  an  object  due  to  the  real  displacement  of  the  observer.  For  instance, 
in  this  case,  the  apparent  movement  of  the  stars  is  due  to  the  real 
displacement  of  the  observer  from  one  position  to  another  upon  the 
earth's  orbit. 

Diurnal  Parallax  or  Geocentric  Parallax  (see  p.  445)  is  the  correc- 
tion to  be  applied  to  reduce  observations  from  various  points  upon  the 
earth's  surface,  to  the  centre  of  the  earth.  For  the  fixed  stars  this  is 
negligible,  but  it  is  appreciable  when  observations  are  taken  to  the  sun 
or  the  moon. 

Annual  Parallax  is  the  correction  necessary  to  reduce  observations 
on  the  nearest  stars  to  the  centre  of  the  sun.  It  is  the  angle  sub- 
tended at  the  observed  star,  by  the  mean  radius  of  the  earth's  orbit, 
and  is  usually  very  small,  being  less  than  one  second  for  the  nearest 
of  the  fixed  stars. 

To  an  observer  upon  the  earth  the  fixed  stars  seem  to  be 
dotted  over  the  surface  of  a  vast  sphere,  known  as  the  Celestial 
Sphere  (Fig.  273),  at  the  centre  of  which  the  earth  is  apparently 
situated. 

Owing  to  the  real  rotation  of  the  earth  about  its  polar  axis  every 
twenty-four  hours,  the  celestial  sphere  appears  to  rotate  about  the 
same  axis  during  that  time,  and  hence  in  astronomical  problems  it 
is  convenient  to  imagine  the  earth  as  stationary  and  consider  the 
apparent  movements  of  the  various  celestial  bodies  as  real  movements, 
relative  to  the  earth.  Actually,  of  course,  the  fixed  stars  are  at 
varying  distances  from  the  earth ;  they  only  appear  to  lie  upon  the 
surface  of  a  sphere. 
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The  Celestial  Poles  are  the  points  at  which  the  polar  axis,  when 
produced,  intersects  the  celestial  sphere. 

The  Celestial  Equator  is  the  great  circle  traced  upon  the  celestial 
sphere  by  that  plane  which  passes  through  the  centre  of  the  earth 
and  is  perpendicular  to  the  polar  axis. 

The  Ecliptic. — ^As  mentioned  above,  the  earth  travels  in  its  orbit 
round  the  sun,  making  a  complete  circuit  in  the  year.  Consequently, 
the  sun  appears  to  move  relatively  to  the  fixed  stars  in  a  direction 
from  west  to  east,  and  the  periodic  time  of  a  complete  revolution  is 
one  year. 

But  the  polar  axis  of  the  earth  is  not  perpendicular  to  the  plane 
of  its  orbit  round  the  sim ;  it  is  inclined  to  the  normal  at  an  angle  of 
about  23''-27'.    Consequently,  the  apparent  path  of  the  sun  among 

Z= Zenith. 

N=Nadir. 

PPi=0ele8tial  Poles  and  Polar 
Axis. 

E,E£i= Equator. 
CCi=Ecliptio. 
T=Fir8t  Point  of  Aries. 
Q=Fir8t  Point  of  librjk 
HHi=^  Horizon. 
PZEiH...P=Meridian  (in   plane  of 
paper). 

ZEN W= Prime  Vertical,  perpen- 
dicular to  Plane  of 
Meridian  (shown  dis- 
torted in  figure). 

E  and  W=East  and  West  Pointo, 
at  junction  of  Horizon 
and  Prime  Vertical. 

Fio.  273.— Cfelestial  Sphere. 


the  fixed  stars  is  not  in  the  equatorial  plane,  but  is  in  a  plane  inclined 
at  about  23°-27'  to  this. 

The  trace  of  the  plane  upon  the  celestial  sphere  is  a  great  circle 
which  is  known  as  the  Ecliptic.^ 

The  two  points  at  which  the  Ecliptic  intersects  the  equatorial 
plane  are  known  as  the  Equinoctial  Points.  That  point  through  which 
the  sun  passes  from  south  to  north  of  the  Equator,  i,e,  at  the  Spring 
or  Vernal  Equinox,  is  termed  the  First  Point  of  Aries  ( T ),  while  the 
other,  i.e.  at  the  Autumnal  Equinox,  is  known  as  the  First  Point  of 
Libra  {Q). 

The  poles  of  the  Ecliptic  lie  at  the  intersection  of  the  celestial  sphere, 
with  an  axis  through  the  centre,  and  perpendicular  to  the  plane  of  the 
Ecliptic. 

Natation  is  the  nodding  of  the  Celestial  Poles,  to  and  from  the 
poles  of  the  EcUptic ;   this  causes  a  variation  of  several  seconds  in 

^  The  Mean  Obliquity  of  the  Ecliptic  in  1920  was  23''-26'-58''-89,  and  the  mean 
annual  diminution ^O^'^GS  (Newoomb,  "Tables  of  the  Sun,*'  Nautical  Almanac). 
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the  obliquity  of  the  Ecliptic  from  the  equatorial  plane.  The  effect  is 
due  chiefly,  though  not  entirely,  to  the  action  of  the  moon. 

The  Moon  rotates  about  the  earth  in  an  elliptical  orbit,  inclined 
at  an  average  angle  of  about  S^'-S'  to  the  plane  of  the  Ecliptic,  which 
is  intersected  at  points  called  the  Nodes.  The  nodes  are  not  stationary, 
but  have  a  retrograde  motion  of  about  \9^  per  year. 

Relatively  to  the  earth,  the  moon  appears  to  move  from  east  to 
west,  but  it  has  a  motion  from  west  to  east,  relatively  to  the  fixed 
stars. 

Like  the  earth,  the  moon  rotates  about  its  polar  axis ;  but  since 
in  this  case  the  time  of  one  such  revolution  corresponds  with  the  time 
of  a  complete  circuit  of  its  orbit,  the  same  face  of  the  moon  is  always 
directed  towards  the  earth. 

The  phenomena  of  New  and  Full  Moon  occur  when  the  moon, 
the  Sim,  and  the  earth  lie  in  the  same  vertical  plane,  though  not 
necessanly  in  the  same  straight  line.  At  new  moon  the  moon  lies 
between  the  sun  and  the  earth ;  it  has  the  same  longitude  as  the 
sun,  and  is  said  to  be  in  conjunction.  At  full  moon  the  earth  lies 
between  the  sun  and  the  moon ;  the  latter  is  then  said  to  be  in 
opposition. 

During  the  interval  between  new  moon  and  full  moon  the 
illuminated  limb  increases  in  size,  and  the  moon  is  said  to  be  waxing. 
During  the  interval  between  full  moon  and  new  moon  the  illuminated 
limb  decreases  in  size,  and  the  moon  is  said  to  be  waning. 

The  interval  between  two  successive  new  moons,  i.e.  the  time  of  a 
complete  revolution  relative  to  the  sim,  is  known  as  a  Lunar  Month 
(about  27^  days).  A  Sidereal  Month  (about  29^  days)  is  the  time  of 
a  complete  revolution,  relative  to  the  fixed  stars. 

When  the  moon's  disc  passes  between  a  star  and  the  earth,  the 
star  is  said  to  be  occulted,  and  the  phenomenon  is  known  as  an 
occuUation. 

When  the  moon  passes  in  front  of  the  sun's  disc,  a  Solar  Eclipse  is 
the  result,  while  a  Lunar  Eclipse  is  caused  by  the  passing  of  the  shadow 
of  the  earth  over  the  moon,  i.e.  when  the  earth  passes  directly  between 
the  Sim  and  the  moon. 

Zenith,  Nadir. — If  a  person  occupies  any  position  upon  the  earth's 
surface,  and  a  straight  line  is  drawn  upwards  in  the  direction  of 
the  force  of  gravity  at  that  point,  the  intersection  of  such  a  line 
with  the  celestial  sphere  is  termed  the  Zenith  of  the  observer, 
i.e.  the  Zenith  is  the  point  on  the  celestial  sphere  immediately 
overhead. 

Similarly,  if  the  straight  line  be  produced  downwards  through  the 
centre  of  the  earth,  the  other  intersection  with  the  celestial  sphere  is 
termed  the  Nadir. 

The  Celestial  or  Rational  Horizon  is  the  great  circle  traced 
upon  the  celestial  sphere  by  that  plane  which  is  perpendicular  to 
the  Zenith-Nadir  line,  and  which  passes  through  the  centre  of  the 
earth. 

The  Sensible  Horizon  is  the  circle  in  which  the  plane  through  the 
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HourAngix. 


position  of  the  observer  and  tangential  to  the  earth's  surface  (or 
perpendicular  to  the  Zenith-Nadir  fine)  cuts  the  celestial  sphere. 

The  Visible  Horizon  is  the  line  in  which  the  more  distant  visible 
features  of  the  earth's  surface  appear  to  cut  the  celestial  sphere :  on 
land  this  will  consequently  be  of  very  irregidar  form  owing  to  the 
existence  of  hills,  etc. 

In  Fig;^275  th^plane  OC  marks  the  Celestial  Horizon  ;  the  plane 
PR  the  EaSemSfl^rizon,  and  the  cone  PV  the  Visible  Horizon. 

A  Celestial  Meridian  is  the  great  circle  formed  on  the  celestial  sphere 
by  the  intersection  of  a  plane  passing  through  the  two  Celestial  Poles. 
The  meridian  of  any  particular  point  is  that  great  circle  which  passes 
through  the  Zenith  and 
Nadir  of  the  point  as 
well  as  through  the 
poles. 

Great  circles  which 
pass  through  the  Zenith 
and  Nadir  are  known 
as  vertical  circles :  thus 
the  meridian  of  a  place 
is  also  a  vertical  circle. 

The  vertical  circle 
which  passes  through 
the  east  and  westpoints 
is  known  as  the  Prime 
Vertical,  The  plane 
which  traces  the  Prime 
Vertical  on  the  celes- 
tial sphere  thus  passes 
through  the  Zenith  and 
Nadir,  and  is  at  right 
angles  to  the  meridian 
of  the  place. 

The  Prime  Vertical 
does  not  pass  through  the  Celestial  Poles  unless  the  observer  happens 
to  be  situated  at  one  of  the  Terrestrial  Poles,  when  the  elevated  pole 
is  also  his  Zenith. 

Latitude,  Longitude. — The  position  of  a  point  upon  the  earth's 
surface  is  defined  in  terms  of  "  Latitude  "  and  "  Longitude."  Latitude 
is  the  angidar  distance  measured  from  the  equatorial  plane  towards 
the  nearer  pole,  along  the  meridian  of  the  place.  The  latitude  of  a 
point  upon  the  Equator  is  thus  0°,  while  at  the  North  and  South  Poles 
it  is  90°  N.  and  90°  S.  latitude  respectively  ;  and  all  other  points  lie 
between  these  limits. 

It  will  be  seen  that,  on  the  celestial  sphere,  latitude  is  the  arc 
of  the  meridian  intercepted  between  the  Zenith  and  the  Equator. 
The  remainder  of  the  quadrant  between  the  Zenith  and  the  pole  is 
known  as  the  Co-latitude,  i.e.  co-latitude  =  90**  -  latitude. 

The  Longitude  of  a  place  is  the  angular  distance  which  the  meridian 


.    Fig.  274. 
Celestial  Sphere,  illustrating  Astronomical  Terms. 
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of  the  place  makes  with  some  standard  meridian,  and  is  measured  from 
0°  to  180°  either  towards  the  east  or  towards  the  west. 

The  standard  meridian  adopted  as  the  zero  by  the  English  is  that 
which  passes  through  Greenwich. 

Longitude  may  be  otherwise  defined  as  the  spherical  angle  at  the 
poles,  included  between  the  standard  meridian  and  the  meridian  of 
the  place. 

Dedination  (8)  and  Sight  Ascension  define  the  positions  of  heavenly 
bodies  on  the  celestial  sphere,  exactly  as  Terrestrial  Latitude  and 
Longitude  define  positions  upon  the  earth. 

Thus  the  Declination  of  a  star  is  the  angular  distance  from  the 
Equator  to  the  star,  measured  along  the  celestial  meridian,  while  Co- 
dedinalicn  is  the  remainder  of  the  quadrant ;  i.e.  it  is  the  arc  of  the 
meridian  intercepted  between  the  star  and  the  nearer  or  elevated 
pole. 

Thus  co-declination  =  90**  -  declination. 

Co-declination  is  also  known  as  Polar  Distance. 

Bight  Ascension  is  the  angular  distance  between  the  meridian 
of  the  star  and  the  "  standard  "  meridian.  It  is  measured  from  the 
west  towards  the  east,  and  is  expressed  in  hours,  minutes,  and  seconds, 
twenty-four  hours  representing  360°. 

The  "  standard  "  meridian  is  that  which  passes  through  the  "  First 
Point  of  Aries  "  (see  p.  439).  This  point  is  not  fixed  in  space,  but  is 
gradually  moving  in  a  retrograde  direction  at  a  rate  of  about  50^-25 
per  annum,  with  the  result  that,  although  it  stUl  retains  the  original 
name,  the  point  is  no  longer  in  the  constellation  Aries,  but  is  now 
in  the  adjoining  constellation — Pisces. 

Similarly,  the  other  equinoctial  point,  the  **  First  Point  of  Libra," 
has  gradually  moved  into  the  constellation  Virgo. 

This  gradual  movement  is  known  as  the  Precession  of  the  Equinoxes, 

At  the  Vernal  Equinox,  t.e.  on  March  21,  the  declination  of  the 
sun  is  zero,  and  the  nght  ascension  (B.A.)  also  zero. 

At  the  Autumnal  Equinox,  on  September  23,  the  declination  of 
the  sun  is  again  zero,  and  the  right  ascension  is  180°  or  12  hours. 

On  June  21  the  sun  has  travelled  90**  from  the  First  Point  of  Aries, 
along  the  ecliptic,  and  has  reached  its  most  northerly  declination  of 
N.  23*^-27'  nearly,  the  R.A.  being  90°  or  6  hours.  This  is  called  the 
Summer  Solstice. 

The  Winter  Solstice  occurs  on  December  22,  when  the  sun  has 
described  an  arc  of  90°  from  the  First  Point  of  Libra.  The  declination 
then  has  its  maximum  value  of  about  23°-27'  south,  and  the  B.A.  is 
270°  or  18  hours. 

The  positions  of  the  sun  at  the  Summer  and  Winter  Solstices  are 
known  as  the  Solstitial  Points,  while  the  meridian  passing  through 
these  points,  along  which  the  declination  is  measured,  is  known  as  the 
Solstitial  Colure.  Similarly  the  Equinoctial  Colure  is  the  meridian 
which  passes  through  the  equinoctial  points. 

The  Altitude  of  a  body  is  the  angular  distance  from  the  plane  of 
the  horizon,  measured  along  the  great  circle,  or  "  vertical,"  which 
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passes  through  the  body  and  the  zenith  and  nadir  of  the  observer. 
When  this  great  circle  also  passes  through  the  poles,  the  "  vertical " 
becomes  a  meridian,  and  the  altitude  is  a  '^  Meridian  Altitude." 

The  Go-altitude  is  the  remainder  of  the  quadrant,  i,e.  (90°  altitude), 
and  it  is  sometimes  called  the  Zenith  Distance,  being  the  angular 
distance  from  the  object  to  the  observer's  zenith. 

In  Fig.  275,  if  S  represents  a  star  or  other  celestial  body,  the 
true  altitude  is  the 

angle   SOC   at    the  ^^-^^^ 

centre  of  the  earth  :  ^^^-^"^^^^^f^S 

but  before  this  can 
be  deduced  from  the 
observed  altitude  it 
may  be  necessary  to 
apply  some  or  all 
of  the  following  cor- 
rections : 

(1)  Refraction. 

(2)  Dip. 

(3)  Index  Error. 

(4)  Parallax. 

(5)  Semi-diameter. 
For  instance,  in 

Fig.  275  let  P  represent  the  position  of  the  observer,  and  S  the  position 
of  the  celestial  body,  the  true  altitude,  the  angle  SOC,  of  which  is 
required. 

Refraction. — Then  because  the  density  of  the  air  decreases  as  the 
distance  from  the  earth  increases,  it  follows  that  a  ray  of  light  which  is 
emitted  from  S,  and  traverses  the  different  strata,  in  an  oblique 
direction,  becomes  refracted,  as  explained  in  Chapter  II.  Hence  the 
particular  ray  which  reaches  the  observer  at  P  has  travelled  in  some 
curved  path,  such  as  that  indicated  by  the  curved  line  PS  in  Fig.  275 ; 
and  as  the  eye  cannot  correct  for  this,  the  ray  appears  to  come  in  a 
straight  line  from  S^,  where  the  straight  line  PS^  is  tangential  to  the 
curve  PS  at  P. 

The  angle  SOS^  is  known  as  the  correction  for  refraction,  and  the 
value  may  be  obtained  from  such  tables  as  Chambers'  Mathematical 
Tables. 

An  approximate  formula  for  Astronomical  Refraction  may  be 
deduced  as  follows : 

It  is  found  by  experiment  that  if  a  ray  of  light  passes  from  an 
original  stratum  through  a  series  of  parallel  strata  of  various 
densities,  the  final  deviation  of  the  ray  is  exactly  the  same  as  that 
which  would  result  from  the  direct  passage  of  the  ray  from  the  initial 
through  the  final  stratum.  Consequently,  it  is  only  necessary  to 
consider  one  deviation  of  the  ray. 

When  the  altitude  of  the  body  is  considerable,  the  spherical  shape 
of  the  different  strata  of  the  atmosphere  may  be  neglected,  and  they 
may  be  assumed  plane.    Hence  in  Fig.  276,  where  Z  is  the  zenith. 
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P  the  position  of  the  observer,  S  that  of  the  star,  and  S^  the  apparent 
position,  by  the  law  of  refraction  (p.  46) 


sinZQS 
sinPQN 


=  /*! 


Fio.  276.— Refraction. 


»  68'  X  tangent  of  apparent  zenith  distance, 
or  68'  X  co-tangent  of  apparent  altitude. 


where  /i  is  the  index  of  refraction, 

but  ZQS  =  ZQSi  +  SiQS  and  PQN  =  ZQSj, 

.-.  /i  sin  ZQS,  =  sin  (ZQS,  +  S^QS) 

=  sin  ZQSi  cos  S^QS  + 
cos  ZQSi  sin  S,QS, 

but  as  SjQS  is  very  small,  cos  S^QS  =  1  and 
sin  S^QS-S^QS  in  radian  measure,  approxi- 
mately, 

-.*  fi  sin  ZQSi «  sin  ZQS^  +  S^QS .  cos  ZQS,, 
and  SiQS  =  (/x  -  1)  tan  ZQS,, 

i.e.  the  refraction  is  proportional  to  the  tangent  of  the  apparent  zenith 
distance. 

Reducing  Z.  S^QS  to  seconds  and  substituting  for  /i^  the  formula 
may  be  written : 

Refraction  in  seconds 
at  a  pressure  of  30  inches 
of  mercury,  and  a  tem- 
perature of  50**  F. 

The  above  formula  should  only  be  used  for  rough  calculations, 
however,  as  the  index  of  refraction  varies  with  the  density  of  the  air, 
i.e.  it  is  dependent  upon  temperature  and  pressure  or  altitude. 

For  more  accurate  results,  tables  should  be  consulted,  and  allowance 
made  for  these  factors  :  the  spherical  shape  of  the  strata  is  also  taken 
into  account  in  the  preparation  of  the  tables.  Below  about  15''  to 
20^  altitude  the  correction  for  refraction  is  large  and  not  very  reliable : 
as  the  object  approaches  the  zenith,  or  the  altitude  approaches  90°,  the 
correction  diminishes  until  it  is  zero  for  a  body  exactly  overhead. 

Dip. — ^Now  if  a  theodolite  is  employed,  the  horizontal  direction 
PR  is  known,  and  the  angle  S^PR  is  observed ;  so  that  the  altitude 
of  S  from  the  sensible  horizon  is  equal  to  the  observed  angle  S^PR 
minus  the  correction  for  refraction  S^PS.  But  at  sea  it  is  impracti- 
cable to  use  a  theodolite,  and  the  altitude  is  observed  from  the  visible 
or  sea  horizon,  i.e.  the  angle  Sj^PV  is  observed  (Fig.  275). 

From  this  the  altitude  of  S  from  the  sensible  horizon  is  deduced, 
i.e.  SPR  =  SiPV  -  SiPS  -  RPV,  where  the  latter  angle  RPV  is 
known  as  the  correction  for  dip.^  The  values  of  this  correction  for 
various  heights  of  the  observer  above  sea-level  are  tabulated  for  the 
convenience  of  seamen. 

^  See  also  Chap.  VI.  p.  185. 
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An  expression  for  the  angle  of  dip,  d,  may  be  easily  deduced  from 
Fig.  275.  The  angle  df  =  Z.  RPV  =  Z.  POT,  where  PT  is  tangential  to 
the  sphere  at  T  and  OT  is  radial, 


.'.  tan 


,     PT        /(r  + 
^=OfV 


hf  -  r2 


"aJ      ~W     '  ^^  approxmiately     /— , 


where  r  is  the  radius  of  the  earth  OT,  and  h  is  the  height  of  the  point 
P  above  sea-level. 

From  this  d  may  be  deduced,  and  corrected  for  refraction,  because 
the  line  PT  is  actually  slightly  curved. 

Example. — ^An  observer  is  30  ft.  above  the  level  of  the  sea — what  is  the 
correction  to  be  applied  for  dip  ? 


^^^  V  20,8^,000"  V  10,446,000"  V  348,170"*^^^^' 

.-.  d=6'-48}''  about. 

In  Molesworth's  tables  d  is  given  as  5^-14'^,  and  is  calculated  by 
the  empirical  formula  d  in  seconds  =  bl-^y/h.  This  includes  an  allow- 
ance for  refraction  of  about  ^V^^)  ^^  ^^^  equation  above  reduces  to 
d  =  63-8\/A,  when  d  is  expressed  in  seconds. 

Index  Error. — If  the  reading  on  the  instrument  verniers  is  not 
zero  when  the  altitude  is  zero  (or  when  the  same  body  is  observed  by 
reflection  and  by  direct  vision  with  a  sextant),  but  has  a  value  say  c, 
the  values  of  any  vertical  angles  observed  with  the  instrument  will  be 
too  large  or  too  small  by  this  amount,  according  as  e  is  above  or  below 
the  zero,  for  the  zero  angle. 

The  index  erroris  said  to  be  +e  when  this  amount  must  be  added 
to  the  observed  altitude,  i.e.  when  the  actual  reading  is  -  e  for  an  angle 
of  zero  altitude. 

Parallax  is  the  correction  to  be  applied  in  order  to  deduce  the  true 
altitude  SOC  from  the  altitude  SPR  above  the  sensible  horizon. 

In  Fig.  275  the  angle  SOC  is  equal  to  the  angle  PBO,  because  PR 
and  00  are  parallel,  each  being  perpendicular  to  OP  (I.  29).  But 
the  angle  PBO,  being  the  exterior  angle  of  the  triangle  PSB,  is  equal 
to  the  sum  of  the  interior  and  opposite  angles  SPR  and  PSB  (I.  32), 
i.e.  the  true  altitude  SOC  is  equal  to  the  apparent  altitude  SPR  + 
the  angle  PSB. 

The  angle  PSB  is  termed  the  correction  for  parallax,  and  it  is 
added  to  the  .corrected  apparent  altitude  in  order  to  obtain  the  true 
altitude. 

When  the  apparent  altitude  SPR  is  nil,  i.e.  when  S  lies  on  the 

horizontal  line  PR,  e.g.  at  Sg,  the  angle  of  parallax  is  the  angle  whose 

PO  .    . 

tangent  is  p^-,  and  this  is  known  as  the  horizontal  parallax. 
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Or  since  the  angle  is  very  small  its  value  is 

=r-  radians  nearly, 

where  R  is  the  radius  of  the  earth,  and  L  is  the  distance  from  the  earth 

to  the  observed  cel^tial  body  82. 

When  the  observed  bodv  has  a  greater  altitude,  and  is  at  S  say, 

TN 
the  angle  of  parallax  is  approximately  -p  radians,  where  PN  is  the 

perpendicular  distance  from  P  to  OS,  i.e,  it  is 

R  cos  a      jj' 
—  -—     radians, 

because  the  angle  OPN  is  equal  to  the  altitude  SOC  (i.e.  a).     Thus 
the  parallax  in  altitude  is 

Horizontal  Parallax  x  cos .  altitude. 

For  celestial  bodies,  as  the  parallax  is  very  small,  the  apparent 
altitude  SPR  may  be  used  in  this  formula. 

Obviously,  then,  the  correction  for  parallax  decreases  as  the  altitude 
increases,  and  becomes  zero  when  the  observed  body  is  at  the  zenith. 
For  observations  upon  the  fixed  stars  the  correction  for  parallax 
is  negligible,  but  it  must  be  taken  into  account  for  observations  upon 
the  sun  and  the  moon. 

On  p.  1  of  the  NaiUical  Almanac  the  values  of  the  sun's  horizontal 
parallax  is  given  for  intervals  of  ten  days.  The  parallax  for  angles 
of  altitude  can  be  deduced  from  these  by  multiplying  by  the  cosine 
of  the  apparent  altitude. 

Semi-diameter. — ^A  further  correction  which  it  is  necessary  to  apply 

in  the  case  of  observations  upon  the  sun 
is  that  for  semi-diameter.  It  is  obvious 
that  if  it  were  attempted  to  adjust  the 
cross-hairs  of  a  telescope  exactly  to  the 
centre  of  the  sun's  disc,  there  would  be 
considerable  liability  to  error.  Con- 
sequently, observations  are  alwajB  taken 
either  to  the  upper  or  the  lower  limb 
for  measurements  of  altitude,  and  to 
the  east  and  west'  limbs  for  measure- 
^<*-  277.  ments  in  azimuth,  and  an  allowance  made 

Correction  for  Semi-diameter.      afterwards. 

For  instance,  in  Fig.  277,  if  the  alti- 
tude to  the  lower  limb  of  the  sun  is  a^,  that  of  the  centre  of  the 

D 

sun  will  be  a^  +  y 

Similarly,  if  the  altitude  of  the  upper  limb  of  the  disc  is  observed 
to  be  ag,  that  of  the  centre  will  be  og  -^  o^,  where  s"  is  the  correction  for 
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semi-diameter,  and  D  is  the  angle  subtended,  at  the  centre  of  the  earth, 
by  the  diameter  of  the  sun. 

The  value  of  this  correction  depends  upon  the  position  of  the  earth 
upon  its  orbit,  i.e.  upon  the  apparent  position  of  the  sun  on  the  ecliptic, 
and  may  be  obtained  from  the  Nautical  Almanac. 

According  to  Professor  Auwers,^  the  semi-diameter  of  the  sun  at 
the  earth's  mean  distance  =  IB'-l^lS. 

The  Azimuth  of  a  point  is  the  angle  between  the  plane  of  the 
meridian,  and  the  "  vertical  "  plane  through  the  point ;  i.e.  it  is  the 
spherical  angle  at  the  Zenith,  between  the  plane  which  passes  through 
the  Zenith,  Nadir,  and  the  poles,  and  the  plane  which  passes  through 
the  Zenith,  Nadir,  and  the  point  in  question.  The  arc  of  the  horizon, 
intercepted  between  these  two  planes,  is  thus  a  measure  of  the  azimuth 
of  the  point. 

The  Celestial  Pole  which  is  above  the  observer's  horizon  is  known  as 
the  "  Elevated  Pole,"  and  the  value  of  the  azimuth  computed  from 
astronomical  observations  is  the  nearest  angle  from  the  elevated  pole 
to  the  object,  measured  either  to  the  east  or  to  the  west :  it  is  accord- 
ingly not  greater  than  180**. 

The  computed  value  is  then  transformed  into  a  "  whole  circle," 
azimuth  measured  from  0°  to  360**  in  a  clockwise  direction.  Some- 
times the  S.  is  taken  as  zero,  and  the  angle  measured  through  the  west : 
sometimes  the  N.  is  taken  as  zero,  and  the  angle  measured  through 
the  east. 

Asvthe  azimuth  of  a  point  is  the  angle  between  the  two  vertical 
planes  which  pass  through  the  position  of  the  observer,  it  may  be 
measured  in  a  plane  tangential  to  the  earth,  i.e.  in  a  horizontal  plane 
through  the  observer's  position.  Consequently,  other  angles  measured 
in  this  plane — though  they  may  not  be  true  "  azimuths  " — ^are  often 
called  measurements  "  in  azimuth." 

The  Hour  Angle  of  a  star  is  the  spherical  angle  at  the  pole,  between 
the  declination  circle  of  the  star  and  meridian  of  the  observer.  The 
arc  of  the  Equator  intercepted  between  these  two  planes  is  thus  a 
measure  of  the  hour  angle. 

When  expressed  in  time,  the  hour  angle  of  a  star  is  the  time  interval 
in  sidereal  time  that  has  elapsed  since  the  star  crossed  the  meridian. 

Culmination,  Elongation. — ^As  already  explained,  each  of  the  fixed 
stars  appears  to  describe  a  circle  round  the  earth,  and  to  cross  the 
meridian  of  the  observer  twice  every  twenty-four  hours. 

When  a  star  or  other  celestial  body  appears  to  cross  the  meridian, 
it  is  said  to  "  transit."  Thus  in  one  revolution  of  the  earth  upon  its 
axis,  each  star  transits  twice. 

At  each  "  transit  "  the  star  is  said  to  culminate,  the  upper  culmina- 
tion being  on  that  side  of  the  pole  which  contains  the  Zenith.  In  other 
words,  a  star  culminates  at  the  Lower  Transit  when  its  altitude  is  a 
minimum  {Lower  Culmination),  and  at  the  Ujyper  Transit  when  its 
altitude  is  a  maximum  (Upper  Culmination). 

When  the  circle  described  by  a  star  in  the  heavens  does  not  fall 

^  Nautical  Almanac. 
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Fio.  278. 


below  the  horizon  of  the  observer,  the  star  is  said  to  be  a  circumpolaT 
star  (see  Fig.  278).  In  such  a  case  the  arc  PS  must  be  less  than  the  arc  PH^, 
i.e.  less  than  EZ,  because  EZ  =  PH, ;  so  that  a  circumpolar  star  is  one 

the  co-declination  {i,e.  PS)  of  which  is  less 
than  the  latitude  (i.e.  EZ)  of  the  observer. 

For  example,  the  Pole  Star,  or  Polaris, 
which  is  classified  as  a  in  the  constellation 
Ursa  Minor,  is  a  circumpolar  star  for  most 
points  in  the  Northern  Hemisphere,  as  at 
present  it  describes  a  circle  of  only  about  1  J° 
radius  from  the  pole.  This  distance  is  slowly 
decreasing. 

When  at  its  greatest  distance  E.  or  W.  of 
the  observer,  the  star  is  said  to  dongate  oi  to 
be  at  elongation. 

Time. — ^As  the  earth  rotates  from  W.  to  E.,  the  apparent  motion 
of  the  fixed  stars  across  the  heavens  is,  like  that  of  the  sun,  from  E.  to 
W.  As,  however,  the  earth  is  also  travelling  round  the  sun,  the  sun 
appears  to  move  relatively  to  the  stars,  in  a  direction  from  W.  to  E., 
and  to  make  a  complete  circuit  of  the  heavens  in  one  year. 

The  time  interval  between  two  successive  upper  transits  of  the 
"  First  Point  of  Aries  "  over  the  same  meridian  is  known  as  a  Sidereal 
Day^  and  the  instant  of  crossing  is  termed  Sidereal  Noon,  The  day  is 
divided  into  24  hours,  reckoned  consecutively  from  0  at  one  noon  to 
24  hours  at  the  following  noon.  Each  hour  is  divided  into  60  minutes, 
and  each  minute  is  again  subdivided  into  60  seconds. 

Thus  (a)  the  sidereal  time  at  any  instant  is  obviously  the  hour 
angle  (when  expressed  in  time)  of  the  First  Point  of  Aries. 

(b)  The  sidereal  time  at  which  a  particular  star  transits  is  the 
measure  of  its  right  ascension,  or  the  B.A.  of  a  star  is  the  sidereal  time 
of  its  transit. 

(c)  The  hour  angle  of  a  particular  star  at  any  instant,  is  equal  to 
the  sidereal  time  -  the  star's  R.A. 

An  Apparent  Solar  Day  is  the  time  interval  between  two  successive 
upper  transits  of  the  centre  of  the  sun  across  the  same  meridian,  and 
the  time  of  the  transit  is  known  as  Ajyparent  Noon. 

The  time  taken  for  the  earth  to  make  a  complete  circuit  of  its  orbit 
is  known  as  a  year.  There  are  several  definitions,  but  they  are  not 
very  important  from  a  surveyor's  point  of  view. 

A  Sidereal  Year,  for  instance,  is  the  time  interval  between  two 
successive  transits  of  the  sun  through  the  meridian  of  any  one  of  the 
fixed  stars  ;  a  Solar  or  Tropical  Year  is  the  time  interval  between  two 
successive  vernal  equinoxes  ;  an  Anomalistic  Year  is  the  time  interval 
between  two  successive  passages  of  the  sun  through  perigee  ;  a  Civil 
Year  is  composed  of  an  exact  number  of  mean  solar  days  as  defined 
in  the  Gregorian  Calendar,  etc. 

According  to  Bessel,  there  are  366-24222  sidereal  days  in  a  tropical 
year,  i.e.  during  that  time  the  First  Point  of  Aries  appears  to  have  made 
366*24222  revolutions  from  east  to  west,  relatively  to  the  earth.    But 
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in  the  meantime  the  sun  appears  to  have  moved  through  one  complete 
revolution  from  west  to  east,  relatively  to  the  First  Point  of  Aries. 
That  is  to  say,  during  a  tropical  year  the  sun  appears  to  have 
made  (366-24222  - 1)  revolutions  from  east  to  west,  relatively  to 
the  earth,  and  therefore  the  sum  of  366-24222  sidereal  days  « the  sum 
of  365-24222  apparent  solar  days. 

Although  of  constant  value,  it  would  be  very  inconvenient  to 
adopt  the  sidereal  day  as  the  unit  of  civil  time,  because  of  the  lack  of 
agreement  with  the  phenomena  of  night  and  day. 

Apparent  solar  time  would  likewise  be  impracticable,  as,  for  the 
following  reasons,  the  length  of  an  apparent  solar  day  is  variable,  and 
cannot  be  subdivided  by  means  of  a  clock  whose  rate  is  uniform. 

(1)  The  sun  does  not  move  at  a  uniform  rate  along  the  ecUptic 
(see  Kepler's  Second  Law,  p.  436),  as  equal  areas  are  swept  over 
by  the  radius  vector,  and  not  equal  angles  in  equal  intervals  of 
time;  and 

(2)  Even  if  the  rate  along  the  ecliptic  were  imiform,  the  rate 
parallel  to  the  Equator  {i.e.  the  rate  of  change  of  R.A.  of  the  sun)  would 
not  be  imiform,  owing  to  the  obUquity  of  the  two  planes. 

Mean  Solar  Time  is  therefore  used  for  civil  purposes,  and  a  Mean 
Solar  Day  is  an  average  of  all  the  apparent  solar  days  which  occur 
during  a  revolution  of  the  earth  on  its  orbit.  A  mean  solar  day  is 
thus  equal  to  1-0027379  sidereal  days. 

An  alternative  method  of  defining  the  mean  solar  day  is  to  state  that 
it  is  the  time  interval  between  two  successive  upper  transits  of  the 
meridian  by  the  Mean  Sun,  the  mean  sun  being  an  imaginary  point 
which  travels  round  the  ecliptic  in  exactly  the  same  time  as  the  real 
sun,  but  its  motion  is  such  that  the  rate  of  change  of  R.A.  is  imiform. 
This  is  not  equivalent  to  saying  that  the  mean  sun  moves  at  a  uniform 
rate  along  the  ecliptic,  but  that  the  projection  of  its  movement  along 
the  Equator  is  uniform.  Mean  noon  then  occurs  at  the  instant  at 
which  the  mean  sun  crosses  the  meridian. 

Astronomical  time  is  measured  continuously  0  to  24  hours  from 
noon  to  noon.  Civil  time  is  measured  in  two  periods  each  of  12  hours. 
The  astronomical  day  dates  from  one  noon  to  the  following,  while 
the  civil  day  dates  12  hours  later,  and  is  the  period  from  one  midnight 
to  the  next.    Thus 

1  A.M.  June  1,  civil  time,  is  13  o'clock,  June  1,  astronomical  time. 
1  P.M.  June  1,  civil  time,  is    1  o'clock,  June  2,  astronomical  time. 

The  time  interval  between  the  apparent  noon  and  the  mean  noon 
is  termed  the  Equation  of  Time;  i.e.  the  equation  of  time  is  the 
amount  which  must  be  added  to  or  subtracted  from  the  apparent 
time  to  obtain  the  mean  time,  and  the  value  and  sign  of  this 
correction  may  be  obtained  from  the  Nautical  Almanac,  page  I  of 
each  month.  On  the  opposite  page  (II)  is  tabulated  in  a  similar 
manner  the  correction  to  be  appUed  to  convert  mean  time  to 
apparent  time.  The  hourly  variation  in  the  equation  of  time  is  also 
given  on  page  I  of  each  month. 
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The  equation  of  time  is  zero  four  times  during  the  year,  i.e.  about 
April  15,  June  14,  September  1,  and  December  25 ;  so  that  on  these 
four  occasions  apparent  time  is  identical  with  mean  time. 

A  curve  showing  the  variation  in  1919  is  given  in  Fig.  279,  the 
maximum  values  being  about 


M. 

+  14 
-  3 
+  6 
-16 


s. 


24  on  Feb.  11. 
49  on  May  15. 

20  on  July  27, 

21  on  Nov.  4. 


Abbreviations. — The  following  abbreviations  are  in  conmion  use : 


L.A.T. 

G.A.T. 

L.A.N. 

G.AN. 

L.M.T. 

G.M.T.^ 

L.M.N. 

G.M.N. 


Looal  Apparent  Time. 
'  Greenwich  Apparent  Time. 
Local  Apparent  Noon. 
'Greenwich  Apparent  Noon. 
Local  Mean  Time. 
Greenwich  Mean  Time. 
Local  Mean  Noon. 
Greenwich  Mean  Noon. 


L.S.T.«  Local  Sidereal  Time. 
G.S.T.= Greenwich  Sidereal  Time. 
£.= Equation  of  Time. 
R.  A = Riffht  Ascension. 
R.O.S  Referring  Object. 
7— First  Point  of  Aries. 
^f^  =  First  Point  of  libra. 


Fio.  279. — ^Variation  of  Equation  of  Time. 

The  foUowing  symbols  have  also  been  employed  in  the  following 

chapters: 

a = altitude. 
2  s  declination. 
2— latitude. 
z= zenith  distance. 

Longitude  and  Time. — As  the  time  interval  between  two  successive 
mean  noons  at  any  one  point  is  24  mean  solar  hours,  or  as  the  mean 
sun  describes  an  arc  of  360°  in  24  hours,  it  follows  that  at  B,  situated 

X 

in  longitude  aj°  W.  of  A,  mean  noon  will  occur  ^^  x  24  hours  later  than 

at  A :  if  B  is  east  of  A,  mean  noon  will  occur  earUer. 

A  difference  of  longitude  of  V  (i,e.  x=^l)  thus  corresponds  with  a 
difference  of  ^t  hour  *>  4  minutes  in  the  local  mean  times,  or 

15°  longitude  converted  into  time  =»  1  h. 
1°         „  „  „        =4m. 

15'         „  „  „        =  1  m. 

■'■  yy  >9  »  ~  ^  8» 

i-O  It  11  ••  ^   X    Ba 
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ExamipU. — ^What  would  be  the  G.M.T.  to  correspond  with  2  h.  5  m.  3  8.  ^.M. 
L.M.T.  at  B  on  June  2  in  longitude  56''-30'-15''  E.  ? 

56^  longitude  expressed  in  time =56x4  miuB.  =  3  44    0 

30'  longitude  expressed  in  time     .                .   =  2    0 

15^  longitude  expressed  in  time     .        .        .  =  1 

3  46    1 


But  as  the  longitude  is  E.,  the  olook  at  Greenwich  is  behind  the  olook  at  B, 

Therefore  the  L.M.T.  p-k.  (by  addiug  12  h.)  June  1    al4      5    3 
Deduct  for  longitude 3    46    1 

10    19    2 


».e.  G.M.T.  is  10  h.  19  m.  2  s.  P.H.  June  1. 

To  convert  Sidereal  Time  into  Solar  Time,  and  vice  versa. — ^From 
the  relationship  given  above,  i,e. 

366-2422  sidereal  days  =  365-2422  mean  solar  days, 

it  may  be  deduced  that 

1  hour  S.T.  =  1  hour  M.T.  -  9-8295  s.  M.T. 
and  1  hour  M.T.  =  1  hour  S.T.  +  9-8565  s.  S.T. 

From  these  equations  an  interval  of  S.T.  may  be  easily  converted 
into  an  interval  of  M.T.,  and  vice  versa. 

To  simplify  the  computations,  however,  tables  are  given  in  the  N,A,y 
together  with  examples  of  their  use. 

Example.— To  find  L.S.T.  at  B  in  longitude  82''-4'-30^  W.,  at  10  h.  45  m.  a.m. 
Deo.  30,  1919  (L.M.T,). 

S.      2ft.     S. 

10  h.  45  m.  civil  time  Dec.  30,  converted  to  astro- 
nomical time = Dec.  29 22    45    0 


To  convert  longitude  82''-4'-30'  to  time, 

H  M      S 

82*'=82x4m.=5  28    0 

4'=  4x4s.  =  16!-  =  6    28    18 

30^..=  2 


Therefore,  since  B  is  west  of  Greenwich,  the  G.M.T.     .     =28    13    18 

or  Q.M.T.  (Dec.  30)  .     =  4    13    18 

f.e.  this  is  the  interval  between  G.M.N.  and  the  time 

of  observation  in  mean  solar  time. 
To  convert  this  to  S.T.  we  add  9-86  seconds  approxi- 
mately for  each  hour. 

Correction  for    4  h.  =39*44  s. 

13m.=  2-14  s. 
18  s.  =     -01  s. 


41-59  8. 


The  interval  in  S.T.  is  therefore 
But  S.T.  at  G.M.N.  from  the  N.A. 

Therefore  L.S.T.  at  B  at  the  given  instant . 


0 

0 

41-6 

=  4 
=  18 

13 
31 

59-6 
30-5 

=22 

45 

301 
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Example.— To  find  the  L.M.T.  of  traoflit  of  Polaris  (t.e.  a  Unae  Minoris)  in 
longitude  20"^  £.  on  Deo.  30,  1919. 

The  S.T.  of  G.KN.  on  Deo.  30  from  the  N,A.  .        .  » 18    31    30*51 
But  in  longitude  20""  E.,  L.M.N.  oooun  1  h.  20  m. 

(solar  mean  time)  before  G.M.N. 
This  interval  ezpieased  in  S.T.  =  1  h.  20  m.  1315  s. 

Differenoe  for    1  b.  »  9*86  & 

20nLg»  3-29  a. 

1315  B. 


Consequently  the  L.S.T.  at  L.M.N.  in  20''  E.  longitude 

is  less  than  the  S.T.  at  Q.M.N.  by  1315  s.  13-15 

f .e.  L.S.T.  at  L.M.N. » 18    31     17-36 


Again  the  R.A.  of  Polaris  from  the  N.A,   .                .  =  1    32    27-40 
And  as  L.S.T.  at  L.M.N. «18    31     17-36 

The  interval  in  S.T.  between  L.M.N.  and  the  culmina- 
tion of  Polaris  (add  24  to  the  R.A.)     .  .=  71     1004 

To  convert  this  interval  to  solar  time,  we  deduct  for 
each  hour  9-83  s. 

7  h.  S.T.»  68-81  s. 

1  m.  S.T.B     -Ids. 

10  s.  =     -03  s. 

69-00  s.  1      9-00 


The  interval  in  solar  time  is  thus       ....       7      0      1-04 


That  is,  if  the  chronometer  records  L.M.T.,  the  time  of  culmination  of  Polaris 
will  be  about  7  h.  0  m.  1  s.  in  the  evening  of  Dec.  30,  1919. 

Example, — ^To  find  the  L.M.T.  of  elongation  of  Polaris  on  Dec.  30-31, 1919, 
in  longitude  38''-15'-5''  E.,  latitude  OO''  N. 

H.     M.         8. 

S.T.  of  Q.M.N.  on  Dec.  30 =  18    31    30-51 

To  obtain  L.S.T.  at  L.KN.,  subtract  9*86  s.  per  hour 
of  longitude. 

H       M       S 

38''long.»  2    32    0 
15'    „     -  10 

5^    „     =  -33 


2    33 

0-3 

2h. 

X  9-86» 

« 19-72 

30  m. 

■           •  "^^ 

:     4-91 

3  m. 

•           •  ^ 

:         -49 

25128. 

2512 


i.e.  L.S.T.  at  L.M.N. =  18    31      5-39 


From  the  formula  (10a),  p.  429,  for  a  right-angled  spherical  triangle  (the  angle 
At  the  star,  i.e.  ZSP»90°), 

cos  Pecot  PZ.tan  SP^tan  LUnp, 
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where  P  is  the  hour  angle,  I  the  latitude,  and  p  the  co-deolination  or  polar 
distance. 

The  declination  of  Polaris  on  Dec.  30  from  ^.i4.  =  88''-53'-0r-36 
Therefore  the  polar  distance  p    ,        ,        .        .  =  1°-  6'-58*'-64 

log  tan  60''    .        .»  -2385606 
log  tan  l°-6'-68'-64= 2-2897078 

and  log  cos  P         . =2-5282684 


5    52     15-82 
1     32    27-40 


7 
18 

24 
31 

43-22 
5-39 

12 

53 
2 

37-83 
6-74 

12 

61 

3109 

Pinarc =  88^-3'-57'-32 

P  in  sidereal  time       .... 
But  the  R.A.  of  Polaris 

Therefore  L.S.T.  of  Elongation  . 
But  L.S.T.  at  L.M.N. 

Therefore  interval  in  S.T.  after  L.M.T. 
Correction  (deduct  9-83  s.  for  each  hour) 

Interval  in  solar  time  after  L.M.N.   . 
Therefore  L.M.T.  of  Elongation » Oh.  51  m.  31-09 s.  a.m.  on  Dec.  31,  1919. 


EXAMPLES 

1.  What  would  be  the  correction  for  dip  when  the  eye  is  situated  at  a  distance 
at  a  height  of  25  ft.  above  sea-level  ? 

2.  (I.C.E.)  (a)  A  lies  to  the  west  of  B  and  the  meridian  distance  between 
them  is  1  h.  30  m.  The  longitude  of  B  is  62''-30'-40'  W.  What  is  the  longitude 
of  A? 

(6)  How  would  you  determine  the  rate  at  which  a  chronometer  is  gaining  or 
losing  time  by  astronomical  observations  ? 

3.  (I.C.E.)  On  a  certain  date,  the  right  ascension  of  a  Draconis  was  14  h. 
2  m.  5  s.  From  the  NatUical  Almanac  and  the  longitude  of  the  place,  the  local 
sidereal  time  of  local  mean  noon  was  found  to  be  6  h.  35  m.  44  s.  The  declina- 
tion of  the  star  was  64°-47'-33^  N.     Find  the  local  mean  time  of  east  elongation. 

4.  (I.C.E.)  On  June  5  a  chronometer  was  fast  on  mean  time  at  A  3  h.  29  m. 
10  s. ;  on  June  12  the  chronometer  was  fast  on  mean  time  at  A  3  h.  29  m.  31  s. ; 
on  June  20  the  chronometer  was  fast  on  mean  time  at  B  5  h.  31  m.  39  s. ;  on 
June  26  the  chronometer  was  fast  on  mean  time  at  B  6  h.  32  m.  0  s.  If  the 
longitude  of  A  is  37''-22'-57''  E.,  what  is  the  longitude  of  B  ? 

5.  (U.  of  L.)  The  Greenwich  sidereal  time  at  Greenwich  mean  noon  on  a 
particular  day  is  found  from  the  ^.^4.  to  be  7  h.  20  m.  35  s. 

An  observation  of  a  star  is  taken  in  longitude  2°  west  at  loctJ  sidereal  time 
17  h.  30  m.  50  s. 

The  correction  of  S.T.  for  longitude  is  9-86  s.  per  hour. 
Find  the  local  mean  time  at  instant  of  observation. 
366-2422  sidereal  days  :=  365-2422  mean  solar  days. 


Approximate 
methods. 


Chapter  XVII 

MERIDIAN,  LONGITUDE,  LATITUDE,  TIME 

MBBIDIAN 

Detennination  of  the  Meridian  and  Aiimuth. — The  following  are  the 
chief  methods  employed  for  the  determination  of  the  meridian  at  a 
place,  or  for  the  azimuth  of  a  line : 

(1)  Direction  of  shadow  at  apparent  noon.  ^ 

(2)  Magnetic  compass. 

(3)  Observation  of  Polaris,  and  J  Ursa  Major  in  the 

same  vertical. 

(4)  Observation  of  Polaris  or  other  circumpolar  star 

at  cuhnination. 

(5)  The  two  greatest  elongations  of  a  circmnpolar  star. 

(6)  Equal  altitudes  of  a  circumpolar  star. 

(7)  Equal  altitudes  of  the  sun. 

(8)  Single  observation  of  a  circumpolar  star  at  elongation. 

(9)  Extra-meridian  observation  of  the  sun. 

(10)  Extra-meridian  observation  of  a  circumpolar  star. 

(1)  Direction  of  Shadow  at  Apparent  Noon. — ^The  direction  of  the 
meridian  may  be  found  very  approximately  by  noting  the  direction  in 
which  the  shadow  of  a  vertical  pole  falls  at  apparent  noon. 

Thus  in  Fig.  280,  if  0  represents  the  position  of  a  vertical  pole  or  a 
plumb-line,  and  the  end  B  of  the  shadow  is  noted  at  apparent  noon, 
the  line  OB  fixes  approximately  the  direction  of  the  meriaian. 

To  find  the  instant  of  apparent  noon  it  is  necessaiy  to  know  the 
equation  of  time  (E),  and  also  local  mean  time.  Thus  suppose  the 
observer  is  in  longitude  3°  W.,  and  his  watch  records  Greenwich  mean 
time,  while  E  as  given  in  the  N,A,  is  7  minutes  32  seconds,  i.e.  apparent 
noon  at  Greenwich  occurs  at  7  minutes  32  seconds  after  12  o'clock 
on  the  watch. 

Local  apparent  noon  occurs  ^^^^  x  24  hours  =  12  minutes  later  still 
on  account  of  the  difierence  in  longitude. 

The  direction  of  the  shadow  should  therefore  be  observed  at  19^ 
minutes  past  12  o'clock  on  the  watch,  in  order  to  determine  the 
meridian. 

If  the  Nautical  Almatiac  is  not  available,  the  approximate  time  of 
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apparent  noon  and  the  direction  of  the  meridian  may  both  be  deter- 
mined if  a  number  of  concentric  rings  are  described  upon  the  ground 
about  the  base  of  the  pole,  and  the  points  marked  upon  these  where 
they  are  intersected  by  the  locus  of  the  end  of  the  shadow  as  the  sun 
rises  and  sets  in  the  heavens. 

Thus  if  aoi  be  two  points  on  the  same  circle,  the  meridian  will  lie 
through  0,  and  the  mid-point  (Oj)  of  aa^. 

Oog  should  coincide  with  the  direction  of  the  shadow  when  this  has 
its  least  value. 

The  method  is  not  sufficiently  refined  to  allow  of  any  aUowance 
being  made  for  the  change  in  the  sun's  declination  during  the  interval 
between  the  observations. 

It  is  obvious  that  this  method  will  yield  only  very  rough  results, 
and  if  it  were  attempted  to  deduce  the  azimuth  of  a  line  OA  from  a 
distance  as  short  as  Oa  necessarily 
is,  further  considerable  error  would 
result. 

(2)  A  magnetic  compass  may  be 
employed  to  determine  the  magnetic 
meridian  at  any  point ;  and  the  true 
meridian  may  IL  be  approximately 
found  by  making  due  allowance  for 
the  magnetic  decimation  of  the  place. 

This  method  is,  of  course,  only 
approximate,  but  it  is  sufficiently  ac- 
curate to  determine  the  position  of 
the  "  N.  point "  upon  maps  of  small 
surveys ;  it  is,  in  fact,  the  method 
generally  adopted  in  such  cases. 

The  best  results  are  obtained  when 
the  compass  is  attached  to  a  theodolite 
or  other  instrument,  and  the  magnetic 
azimuth  of  one  of  the  survey  lines  or  of  some  referring  object  is 
found  as  described  in  Chapter  V. 

With  the  magnetic  compass  fitted  to  an  ordinary  theodolite,  the 
readings  cannot  be  observed  to  less  than  about  |°,  and  in  most  districts 
there  is  a  considerable  daily  variation  in  the  declination,  as  has  already 
been  mentioned  on  p.  59. 

If  the  magnetic  declination  of  the  needle  for  the  locality  is  unknown, 
or  if  the  district  is  not  free  from  local  attraction,  the  residt  may  be  far 
from  truth. 

(3)  Gircumpolar  Stars  on  the  same  Vertical  {vide  Fig.  272). — 
It  is  found  that  certain  stars  lie  on  the  same  meridian  ;  that  is  to  say, 
the  line  joining  particular  stars  passes — ^when  produced  if  necessary — 
through  the  celestial  poles. 

Two  stars  which  approximately  fulfil  these  conditions  are  Polaris 
(or  a  Ursae  Minoris)  and  the  middle  star  of  the  three  which  form  the 
handle  of  the  "  Plough."  The  latter  star,  i.e.  J  Ursae  Majoris,  is  known 
by  the  Arabic  name  of  Mizar,  and  through  a  moderate  telescope  it 


Fia.  280. — Shadows  from  Sun. 
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may  be  seen  to  be  a  double  star.  The  small  star  near  it  is  known  as 
Alcor. 

Polaris,  or  Pole  Star,  revolves  round  the  pole  in  a  very  small  circle, 
while  Mizar  describes  a  much  larger  circle  in  the  heavens.  Twice 
during  the  24  hours  the  two  stars  will  appear  to  lie  in  the  same  vertical ; 
and  consequently,  at  these  times,  the  Pole  will  also  be  situated  approxi- 
mately on  the  same  line. 

The  azimuth  of  a  line  joining  the  instrument  station  0  to  some 
referring  object  A  can  therefore  be  deduced  by  directing  the  cross- 
wires  of  the  telescope  to  A  and  noting  the  readings  of  both  verniers  of 
the  horizontal  circle,  then  turning  the  telescope  towards  the  two 
chosen  stars  and  re-clamping  when  they  appear  both  to  lie  upon  the 
same  vertical,  i.e.  when  the  cross-hairs  appear  to  intersect  each  of 
the  stars  in  turn  as  the  telescope  is  slightly  rotated  in  a  vertical 
plane. 

Coincidence  with  the  stars  having  been  obtained  with  the  tangent 
screw,  the  two  verniers  are  again  read. 

To  check  the  observation,  the  telescope  is  now  redirected  to  the 
referring  object,  when  the  readings  should  again  agree  with  the  original 
values.  If  not,  the  difference  is  probably  due  to  "  slip."  If  the 
discrepancy  is  very  little,  a  mean  of  the  two  values  may  be  adopted, 
otherwise  the  observations  should  be  rejected.  The  difference  between 
this  mean  reading  at  A  and  the  reading  obtained  when  sighting  the 
stars  is  a  measure  of  the  azimuth  of  OA. 

When  using  a  theodolite  for  observations  upon  the  stars,  it  is 
necessary  to  illuminate  the  cross-hairs.  This  may  be  done  by  means 
of *a  small  lamp,  the  light  from  which  is  directed  into  the  interior  of  the 
telescope  through  the  horizontal  or  transverse  axis,  one  side  of  this 
being  made  hollow  for  the  purpose.  The  lamp  is  supported  upon  a 
bracket  attached  to  the  A  frame. 

In  the  absence  of  such  a  contrivance,  light  may  be  reflected  from  a 
lamp,  through  the  object-glass  into  the  telescope,  by  means  of  a  sheet 
of  white  paper  or  cardboard. 

As  both  stars  have  their  greatest  velocity  in  azimuth  at  the  instant 
of  observation,  it  is  impossible  to  use  both  JTaces  of  the  instrument,  so 
that,  in  addition  to  any  error  due  to  the  fact  that  the  two  stars  are  not 
exactly  upon  the  same  meridian,^  any  lack  of  truth  in  the  adjustments 
or  levelling  of  the  instrument  may  introduce  errors  of  unknown 
magnitude  in  the  results  (see  Chapter  IV.). 

This  method  is  accordingly  not  adopted  for  very  accurate  work. 

An  alternative  but  rougher  method  which  does  not  necessitate 
the  use  of  a  theodolite  is  as  follows.  A  vertical  pole  (or  preferably  a 
long  plumb-line)  is  fixed  at  a  convenient  point  0,  and  when  the  two 
stars  have  revolved  until  they  are  seen  to  lie  upon  the  vertical  line 
thus  set  out,  a  second  pole  B  is  fixed  in  the  direction  of  the  line 
joining  the  first  pole  to  the  stars.  This  may  be  arranged  by  one 
observer,  who  can  put  himself  in  position  on  the  opposite  side  of  0 

^  The  mean  R.A.  of  Polaris  is  about  1  h.  31  m.  11-7  s.,  while  that  of  Mizar  is  about 
13  h.  20  m.  40  8.    See  Question  10,  p.  492. 
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to  the  stars  (i.e.  if  Polaris  and  ^  are  being  observed,  to  the  south 
of  0).  The  line  OB  then  marks  out  the  approximate  meridian 
through  0. 

(4)  Observation  of  a  Gircnmpolar  Star  at  Culmination. — ^The  chrono- 
meter time  at  which  Polaris  or  other  circumpolar  star  cuhninates  is 
deduced  from  the  N.A,y  as  explained  in  the  example  on  p.  452.  The 
horizontal  angle  between  the  referring  object  and  the  chosen  star  is 
observed  at  the  exact  instant  of  transit  by  means  of  a  theodolite,  and 
the  azimuth  of  the  referring  object  is  deduced  as  in  Method  (3). 

The  objection  to  an  observation  at  culmination  is  that  the  star  at 
that  period  has  its  greatest  relative  velocity  in  azimuth — consequently, 
there  is  not  sufficient  time  to  use  both  faces  of  the  instrument,  and 
the  results  ar^  liable  to  error,  because  it  is  practically  impossible  to 
ensure  that  the  instrument  is  in  perfect  adjustment. 

The  nearer  the  star  is  to  the  pole,  i.e,  the  greater  its  declina- 
tion, the  less  is  its  apparent  velocity,  and  hence  the  smaller  is  any 
error  due  to  a  given  error  in  determining  the  L.M.T.  of  culmination 
(seep.  488). 

As  in  other  astronomical  observations,  it  is  advisable  that  the 
R.O.,^  which  must,  of  course,  be  luminous  for  night  operations,  shall 
be  at  some  considerable  distance  from  the  instrument  station,  in  order 
that  it  may  be  unnecessary  to  alter  the  focussing  of  the  telescope,  as 
otherwise  errors  may  be  introduced  if  the  draw  tube  is  not  perfectly 
true.  Errors  of  bisection  and  centering  may  be  considerable  also  if 
the  R.O.  is  not  sufficiently  distant. 

To  obtain  more  reliable  results,  a  number  of  observations  may  be 
made  upon  various  stars,  some  at  upper  and  some  at  lower  culmina- 
tions, and  using  *'  face  right "  and  '^  face  left "  in  alternate  cases. 

A  comparison  of  the  results  will  show  what  degree  of  accuracy  is 
being  obtained.  The  accuracy  of  a  single  observation  can  also  be 
computed  (see  Appendix  I.  p.  509). 

This  obviously  depends  upon  a  number  of  considerations,  e,g.  upon 
the  particular  instrument  available.  With  a  6-in.  theodolite  rea<£ng 
to  20",  the  probable  error  due  to  reading  alone  might  be  ±3-5  seconds 
(sjee  p.  107),  but  errors  due  to  inaccurate  adjustment  might  be  much 
more  appreciable,  and  several  times  as  large  as  this. 

The  difficulty  of  obtaining  exact  time  is  also  a  serious  source  of 

error.    If  Polaris  is  being  observed,  for  instance,  as  this  star  appears 

to  describe  a  circle  in  the  heavens  at  about  l°-7'  from  the  pole,  its 

67'  X  27r 
velocity  will  be  -kj — wf:  minutes,  or  about  18  seconds  of  arc  in  1  minute 

of  time.  This  is  the  apparent  velocity  in  azimuth  at  culmination,  so 
that  1  minute  error  in  time  will  produce  about  18  seconds  of  error  in  the 
azimuth  of  the  referring  object. 

In  the  case  of  other  circumpolar  stars  the  error  may  be  consider- 
ably larger,  as  it  is  proportional  to  the  zenith  distances. 

By  uie  observation  of  two  stars,  one  at  the  upper  and  one  at  the 

^  On  the  Survey  of  the  Transvaal  and  Orange  River  Colony,  a  bull's-eye  lantern 
shining  through  a  circular  aperture  in  an  iron  plate  was  employed. 
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lower  culminatioii,  the  effect  of  such  an  error  in  time  tends  to  be  elim- 
inated, as  the  sign  of  the  error  would  be  different  in  the  two  cases. 

On  the  Transvaal  and  Orange  River  Colony  Survey  ^  this  method 
was  adopted,  a  10-in.  Repsold  micrometer  instrument  being  used, 
and  the  final  probable  error  in  different  examples  varied  from  i:0'-13 
to  ±0''20. 

On  the  Orange  River  base,  for  instance,  eight  pairs  of  stars  were 
observed  on  each  of  two  nights,  and  six  pairs  on  a  third  night,  i.e. 
equivalent  to  twenty-two  pairs  in  all.  A  comparison  of  the  results 
showed  a  p.e.  in  the  adopted  azimuth  of  dbO'^-lS,  the  greatest  range  of 
variation  being  y-bT. 

At  other  stations  more  observations  were  taken  in  some  cases,  e.g. 
on  the  South  End  Houts  River  Base  thirty-eight  pairs  in  all  were 
observed,  yielding  a  result  with  a  p.e.  of  ±  O'-IS,  and  a  range  of  varia- 
tion of  V'Se. 

A  single  F.R.  and  F.L.  observation  of  a  single  star  with  a  6-in. 
theodolite  reading  to  20''  might  be  expected  to  give  a  result  within,  say, 
20"  of  truth,  if  the  time  was  known  fairly  accurately  (see  pp.  486-488); 
or  the  mean  of  two  observations  at  upper  and  lower  culmination 
within  about  10'',  as  the  error  due  to  time  would  be  eliminated. 

(6)  Two  Greatest  Elongations  of  a  Circumpolar  Star. — ^As  already 
mentioned,  a  circumpolar  star  appears  to  trace  a  circle  in  the  heavens. 
Thus  in  Fig.  281  let  the  circle  represent  the  path  of  a  circumpolar  star 

S,  and  let  0  be  the  position  of  the  observer  and 
R  any  referring  object. 

At  a  little  before  the  time  of  elongation, 
as  determined  from  the  Nautical  Almanac,  a 
theodolite  is  set  up  and  levelled  at  0,  the 
cross-hairs  directed  to  R,  and  the  readings  of 
the  two  horizontal  scale  verniers  noted. 

The  telescope  is  directed  to  the  star  a  minute 
or  so  before  it  is  at  its  greatest  elongation  to 
the  east,  say.  The  upper  plates  are  then 
clamped,  and,  exact  coincidence  having  been 
obtained  with  the  slow -motion  screw,  the 
vernier  readings  are  noted  and  the  horizontal 
angle  ROS'  computed. 
Fig.  281.  As  the  motion  of  the  star  in  azimuth  is  nil 

at  the  instant  of  elongation,  and  unappreciable 
for  several  minutes  before  and  after  the  exact  instant,  there  is  sufficient 
time  for  the  angle  ROS'  to  be  re-measured  on  the  opposite  face  of  the 
instrument  in  order  to  eliminate  errors  due  to  lack  of  adjustment. 

About  twelve  hours  later  the  star  elongates  on  the  opposite  side  of 
the  pole,  and  the  angle  ROS'  is  similarly  observed  from  a  mean  of  four 
readings,  i.e.  two  vernier  readings  "  face  right "  and  two  "  face  left." 
The  mean  of  the  mean  values  of  the  angle  ROS'  and  the  angle  ROS"^ 
{i.e.  the  mean  of  the  eight  readings)  gives  the  value  of  the  angle  ROP, 
where  P  is  the  celestial  pole,  and  therefore  of  the  azimuth  of  the  line  OR. 

^  Geodetic  Survey  of  the  Transvaal  and  Orange  River  Colony. 
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The  objection  to  this  method  is  that  one  observation  must  be  made 
in  daylight,  and  this  is  seldom  possible  with  an  ordinary  instrument. 
A  further  objection  is  the  long  interval  which  elapses  between  the  two 
observations,  during  which  time  refraction  possibly  alters  very  con- 
siderably, or  the  sky  may  become  overcast. 

With  suitable  instruments,  however,  very  accurate  results  can  be 
obtained.  The  mean  of  the  results  of  observations  upon  several  stars 
may  be  adopted  if  necessary. 

The  time  of  elongation  may  be  calculated  as  explained  in  Example 
2,  p.  452. 

(6)  Equal  Altitudes  of  a  Circumpolar  Star  (Fig.  281). — To  obviate 
the  necessity  of  taking  one  of  the  observations  in  daylight,  and  to 
lessen  the  long  interval  between  the  two  observations  of  Method  (6), 
the  method  of  Equal  Altitudes  may  be  employed. 

The  time  interval  between  the  two  sets  of  observations  should  be 
as  long  as  possible,  so  that  the  star  shall  have  a  considerable  velocity 
in  altitude,  i.e.  shall  not  be  very  near  its  culminating  points  where  the 
curve  appears  very  flat,  and  a  small  change  in  altitude  causes  consider- 
able displacement  in  azimuth. 

The  instrument  is  set  up  at  0,  the  cross-wires  directed  to  R,  and 
the  readings  of  the  two  horizontal  scale  verniers  recorded.  The 
telescope  is  then  directed  to  the  star,  which  is  in  a  position  S^,  say,  and 
exact  coincidence  obtained.  The  vertical  angle  a^  is  recorded,  and 
also  the  values  of  the  angle  BOS^  from  both  verniers. 

The  "  face  "  of  the  instrument  is  then  changed,  the  telescope  re- 
directed to  R,  both  verniers  read,  and  after  an  interval  of,  say,  15  to  20 
minutes,  the  same  star  is  again  bisected  with  the  cross-hairs,  and  the 
horizontal  angle  ROS2  and  the  vertical  angle  ag  recorded. 

[An  alternative  method  of  procedure,  which  is  perhaps  preferable, 
is — ^instead  of  bisecting  the  star,  and  adopting  whatever  reading  of 
€4  results — ^to  set  the  vernier  of  the  vertical  circle  at  a  suitable  defimite 
value  for  the  angle  cii,  e.g.  at  an  even  minute,  and  to  follow  the  star 
with  the  telescope  until  it  makes  its  own  contact  with  the  horizontal 
web.  The  instrument  is  then  clamped,  the  intersection  of  the  cross« 
wires  moved  laterally  to  bisect  the  star  accurately,  and  the  horizontal 
angles  read.  Similarly,  the  star  would  be  allowed  to  make  its  own 
contact  at  a  definite  angle  for  02.] 

After  culmination,  the  path  of  the  star  is  again  observed  in  the 
telescope,  until  it  is  found  that  at  S3  it  has  returned  to  the  same  altitude 
02.  The  approximate  time  can  easily  be  predicted.  The  angle  ROS3 
is  then  observed  on  both  verniers. 

The  face  of  the  instrument  is  changed  to  its  original  face,  R  inter- 
sected, the  vertical  circle  vernier  adjusted  to  read  a^,  and  the  star 
observed  in  the  telescope  until  it  coincides  exactly  with  the  intersection 
of  the  cross- wires,  when  the  angle  ROS4  is  recorded. 

The  values  of  the  vertical  angles,  a^  and  Og,  are  not  used  further, 
but  the  azimuth  of  R,  i.e.  the  angle  ROP,  is  computed  as  the  mean 
of  the  eight  readings  of  the  horizontal  angles  to  S^,  02^  S3,  and  S4. 

In  Fig.  281  the  star  is  observed  when  on  the  same  side  of  the  pole 
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as  the  zenith,  but  if  more  convenient  observationB  may  be  taken  to  a 
star  upon  the  lower  portion  of  its  orbit. 

Uidess  unavoidable,  the  altitudes  a^  and  og  should,  however,  not 
be  very  small,  as  refraction  is  then  uncertain. 

(7)  Equal  Altitudes  of  the  Sun. — The  method  of  procedure  is  very 
similar  to  that  described  above,  except  that  the  observations  are  carried 
out  during  the  day  instead  of  at  night,  and,  as  the  position  of  the 
centre  of  the  sun's  disc  cannot  be  directly  estimated  with  any  degree 
of  certainty,  the  east  and  west  limbs  must  be  observed  in  azimuth,  and 
the  upper  or  the  lower  in  altitude  ;  also  a  dark  glass  must  be  employed. 

In  the  measurement  of  the  horizontal  angles,  if  one  limb  is  observed 
in  the  forenoon  and  the  opposite  limb  in  the  afternoon,  the  correction 
for  semi-diameter  is  eliminated. 

The  time  interval  between  the  two  observations  must  be  recorded, 
in  order  that  allowance  may  be  made  in  the  calculations  for  any  change 
in  the  sun's  declination. 

Thus  in  the  spherical  triangle  PZS^  (Figs.  274  and  282),  where  S^  is 
the  position  of  the  sun  in  the  forenoon, 

PSi  =  90  -  (s  -  ^\  nearly,  where  8(8)  is  the  total  change  in 

declination  between  the  two  obser- 
vations, and  8  is  the  mean  declina- 
tion, both  8(S)  and  8  being  obtained 
from  the  N.A. 

FZ  =»  90  - !,  where  I  is  the  latitude. 
ZSi  =  90  -  a,  where  a  is  the  altitude. 

Therefore  by  equation  (2),  p.  517, 

cos  PSi  ^  cos  PZ  cos  ZSj  +  sin  PZ  sin  ZS^  cos  Z.  Z^, 
where  Z.  Z^  is  the  azimuth  ^  FZS^,  i.e. 

sin  •{  8  — ^  >  =  sin  Z .  sin  a  +  cos  I  cos  a  cos  Z^, .        .     (1) 

and  similarly  in  the  spherical  triangle  PZSj,  where  S2  is  the  position 
of  the  sun  in  the  afternoon, 

sin  { 8  +  -^  >  =  sin  Z  sin  a  +  cos  I .  cos  a  cos  Zj.        .    (2) 

From  (1)  and  (2)  we  have  by  subtraction 
sin  (s  +  -~^|  -  sin  |s  -  .  U|  =  cos  I .  cos  a  (cos  Zj  -  cos  Z^), 

i.e.  2 .  cos  8  sin  -^  =  cos  Z .  cos  a  2  sin    ^  ^    ^  sin    ^Z    ^$ 

from  equations  (11)  and  (13),  p.  516. 
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Z  +  Zf 

But  8(8)  is  very  small,  as  is  (Z^  -  Zj) ;  and  -^9—  is  approximately 

equal  to  Zj,  say,  consequently  we  may  write  the  equation  as 

8(8) .  cos  8  -  cos  I .  cos  a .  sin  Zj  (Z^  -  Zg), 

Zrj  8(8) .  COS  8  /Qv 

1  —  112=  — ,-   —  — ; — ^-,     .        .        •    w; 
COS  { .  COS  a .  sir 


t.6. 


sinZ2' 


t 


or  as  by  the  sine  rule,  if  ZPS2  =  »  nearly,  i.e.  half  the  observed  interval 
between  the  two  observations, 


.    t 

2  _  smZ, 


sin  SjZ    sin  SjP 


sm 


%.e. 


or 


cosa 
1 


2     sinZa         1 
-  =  — ^  nearly, 
coso 


cos8 


.    t     cos  a  sin  Z«' 
therefore  equation  (3)  ^  may  be  written 

(Zi-Z,) ?(?)_ 


7    •    * 
cos  t .  sin  - 

From  equation  (3)  or  (4)  we  may  there- 
fore find  the  difference  between  the  azimuth 
of  the  sun  in  the  two  positions  Sj  and  S^. 

Thus  in  Fig.  282,  if  6^  and  6^  are  the  bear- 
ings of  Si  and  S^  respectively,  from  the 
referring  object  B,  the  bearing  of  the  centre 

line  of  the  angle  SjZS,  is  ^^^. 

If  the  declination  is  changing  to  the 
north,  %.e,  increasing,  Zi>Z2,  and  the  centre 
line  lies  west  of  the  meridian  by  an  amount 

Z  -  Z« 

^       ^  consequently  the  bearing  of  the  meridian  from  R  is 

2  2     ' 


W 


Fia.  282. 


t.e. 


^i±^-i 


8(8) 


^     7    •    t 
cos  £ .  sm  - 


(6) 


^  Fuie  CJhaayenet,  Spherical  and  PracUeal  Asironomff, 
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SimQarlj,  if  the  decimation  is  changing  to  the  south,  i.e.  decreasing, 
the  bearing  of  the  meridian  from  R  is 

^  +  J M_^.         ...    (6) 

cos  e .  sm  - 

These  equations  refer  to  the  Northern  Hemisphere.  For  the 
Southern  Hemisphere,  the  terms  north  and  south  are  transposed. 

From  the  results  of  these  equations  the  true  azimuth  of  R  can  be 
easily  computed. 

(8)  Single  Observation  of  a  Oircumpolar  Star  at  Elongation. — ^As 
in  Method  (6),  the  horizontal  angle  which  the  line  joining  the  instru- 
ment station  0  to  the  referring  object  R  makes  with  the  direction  08 — 
the  line  joining  0  to  a  circumpolar  star  at  its  greatest  elongation,  west 
or  east — is  observed  on  both  faces  of  the  instrument. 

From  this  single  observation,  the  azimuth  of  OR  can  be  calculated 
if  the  latitude  of  the  observer  is  known.    A  small  error  in  the  assumed 

latitude  makes  a  much  smaller  error  in  the  com- 
puted  direction  of  the  meridian,  so  that  it  is 
j^j^l^)^       usually    sufficiently    accurate    to    measure    the 
\     latitude  from  a  map. 

»\         If  a  map  is  not  available, the  latitude  maybe  de- 
V —    j    termined  by  one  of  the  methods  enumeratea  later. 
\      /         In  the  spherical  triangle  PZS  (Fig.  283)  we 
\  /     have  the  following  data : 
X^^^^^X^^  PS  =  co-declination  or  polar  distance  of  S 

/i  (from  N.A.), 

Fio.  283.  PZ  =  co-latitude, 

Z.FSZ==90^  because  the  star  is  at  elongation, 
therefore  by  the  application  of  the  sine  formula  (1),  pp.  486,  487, 

-:,.  y  TJ'za     sin  Z.  PSZ .  sin  PS 
sm  ^  riMO  = : — =r= 

sm  FZ 
sin  PS  /     cos  8 


sinPZ 


('or5??-fUecausesinZ.PSZ=l.      .    (7) 
\      cos  1/ 


But  by  observation  the  horizontal  projection  of  the  angle  ROS  or 
the  angle  RZS  is  known,  therefore  tne  azimuth  of  R  is  obtained  by 
adding  or  subtracting  the  angle  PZS  as  the  case  may  require. 

An  analysis  of  the  errors  in  azimuth  which  result  from  a  given  error 
in  latitude  or  declination  or  the  hour  angle  is  given  on  p.  617. 

Very  accurate  results  should  be  obtained  by  this  method,  especially 
if  a  number  of  stars  be  observed  and  the  azimuth  computed  separately 
from  each.  In  this  way  the  probable  error  of  the  observations  can  be 
computed,  and  by  takmg  a  sufficiently  large  number  the  p.e.  of  the 
result  can  be  made  as  small  as  is  required. 

If  the  declination  and  latitude  are  known  accurately,  and  as  a 
small  error  in  time  has  very  little  effect,  the  errors  are  chiefly  due  to 
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instrumental  defects  and  personal  causes.  Thus  with  a  6-in.  theodolite 
reading  to  20^^,  the  maximum  error  of  a  single  reading  should  be  10"^. 
Taking  F.R.  and  F.L.  observations  on  two  verniers,  this  error  would 
be  reduced  to  S'^.    But  as  readings  are  taken  both  on  the  star  and  on 

E,  the  error  would  become  5\/2  =  T'i  say,  due  to  reading  alone.  Other 
errors  not  eliminated  by  F.R.  and  F.L.  observations  {e.g.  dislevelment, 
bisection,  etc.)  would  increase  this  to  15"  to  20",  say,  i.e.  a  single  F.R. 
and  F.L.  observation  on  Polaris  might  be  expected  to  yield  a  result 
within  IS''  to  20"^  of  truth. 

Baxtmple. — ^Polaris  was  observed  at  its  western  elongation  on  Aug.  30,  1919, 
and  the  horizontal  angles  measured  from  the  refeiring  object  (which  was  to  the 
west  of  the  star)  were : 


0 


Face  Bight  (mean  of  2  verniers)    34    16    20 
Face  Left  (mean  of  2  verniers)  .    34    16    40 

Average    .        .    34     16    30 

From  the  N.A.  a=88°-62'-22^-73  and  the  polar  distance  PS=l^-7'-37'-27. 
From  the  map  the  latitude  was  60"^  N.  and  the  co-latitude  PZ=40''. 

log  sin  PS  =2-2937695 
log  sin  PZ  =1-8080675 

log  sin  /lZ= 2-4857020 

.-.  z.Z=:lM6^-12M5  nearly. 

The  azimuth  of  R  west  of  north  is  therefore  l  Z+34°-16'-30',  i.e.  36''-l'-43^  or 
the  azimuth,  considering  due  south  as  zero,  =  323^-68'- 17^ 

The  time  of  elongation  may  be  predicted  as  explained  in  Example  2,  p.  452. 

If  observations  are  made  at  elongation  on  two  stars  which  elongate 
about  the  same  time,  it  is  not  necessary  to  know  the  latitude,  as  that 
term  may  then  be  cancelled. 

Thus  if  Zi  and  Z2  are  the  azimuths  at  elongation  of  two  stars  whose 
declinations  are  8^  and  82,  and  z  is  the  horizontal  angle  between  them, 

then  as  sin  Zi  =  ???^,  and  sin  Z.-???^, 

cos  I  coal 

.   sinZi^cosSj 
'  *  sin  Z2    cos  82' 

sin(z=b  Zg)  _  cos  81 


%.e. 


sin  Z2        cos  82' 


where  the  angle  between  the  stars,  2  =  Z^  -  Z2  when  the  stars  are  in 
conjunction,  oxz-Z^  +  Z^  when  in  opposition ;  i.e. 

sing  cosZg^cosg  sinZg _ cos Sj 
sin  Z2  cos  82' 

,     rj  cos  8-1  -r-  X 

i.e.  cot  Z«  = ^  cosec  z  T  cot  2, 

*    cos  82 
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or  similarly,      cot  Zi  *  cot  z  T J^  cosec  z, 

cos  Oj 

the  -  sign  being  taken  when  the  stars  are  in  conjunction  and  the  + 
sign  when  they  are  in  opposition. 

As  before,  the  azimuth  of  a  referring  object  B  may  be  determined 
if  from  it  the  bearings  ROS^  and  ROS,  of  two  stars  of  known  declination 
are  measured,  and  the  value  of  z  computed. 

(9)  Single  Observation  upon  the  Bun  when  out  of  the  Meridian. — 
If  the  bearing  of  one  limb  of  the  sun  with  reference  to  some  referring 
object  R  be  observed  exactly  at  apparent  noon,  and  the  result  corrected 
for  semi-diameter,  the  direction  of  the  meridian  may  be  found  approxi- 
mately. 

As  in  the  case  of  observations  upon  a  star  at  culmination  (Method 
(4)),  only  one  face  of  the  instrument  can  be  used. 

More  accurate  results  may  be  obtained  by  observations  to  the  sun 
when  the  latter  is  near  the  Prime  Vertical,  its  motion  in  azimuth  being 
then  much  less  rapid. 

The  bearing  of  the  centre  of  the  sun  from  OR  is  found  in  the  usual 
way,  and  the  altitude  is  noted  at  the  same  instant :  corrections 
for  parallax,  refraction,  dip,  and  semi -diameter  are  applied  where 
required. 

In  the  spherical  triangle  PZS  (Fig.  274)  the  following  data  are 
known,  therefore : 

PZ  =  co-latitude — obtained  from  a  map  or  observed 

independently. 
PS  «  co-dechnation  (from  N.A.), 
ZS  =  zenith  distance  =  (90  -  altitude). 

By  the  application  of  formulae  (9)  or  (7)  or  (2),  p.  517,  the  value 
of  the  angle  PZS,  i.e.  the  azimuth  of  tlie  sun  at  the  moment  of 
observation,  may  be  computed,  i.e. 

cos*  — ^  =  sin  « .  sin  («  -  PS)  cosec  PZ  cosec  ZS, 

or       tan*  —^  «  cosec  8 .  sin  {s  -  PZ)  am  («  -  ZS)  cosec  («  -  PS), 
or  sin  8  «  sin  2  sin  a  +  cos  I  cos  a  cos  Z, 

where  Z  =  ^PZS,  and  «  =  ?^^-±PS 

To  obtain  the  declination  from  the  N.A.  it  is  necessary  to  know 
the  G.M.T.  of  the  observation ;  or  the  L.M.T.  and  the  longitude,  as  the 
rate  of  change  of  declination  of  the  sun  is  considerable,  especially  at 
the  equinoxes,  when  it  may  be  as  much  as  59  seconds  or  more  per  hour. 

At  the  solstic-es  the  rate  is  zero. 

If  possible,  both  faces  of  the  instrument  should  be  employed,  and 
the  mean  of  the  two  results  adopted. 

If  the  hour  angle  SPZ  and  the  altitude  and  declination  are  known. 
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the  direction  of  the  meridian  may  be  found  by  the  application  of  the 
sine  formula  (1),  p.  517,  %.e. 

sinSZP  =  ^i5^.sinSPZ.       .        .        .    (8) 
sm  SZ 

The  hour  angle  is  deduced  from  the  difference  between  L.M.T.  of 
observation  and  that  of  culmination. 

Similarly,  the  triangle  maybe  solved  when  the  hour  angle,  and  either 
the  latitude  and  altitude,  or  the  latitude  and  declination  are  known. 

The  effect  upon  the  result  of  a  small  error  in  one  of  the  quantities 
may  be  ascertained  by  differentiation,  as  shown  on  p.  488. 

With  a  6-in.  theodolite,  and  single  F.B.  and  F.L.  readings,  the 
result  should  not  be  more  than  30*'  to  1'  out  of  truth.  If  two  or  three 
independent  sets  of  F.R.  and  F.L.  observations  are  taken,  a  much 
greater  degree  of  accuracy  can  be  obtained ;  and  if  the  results  be  com- 
pared, the  probable  error  of  a  single  observation  by  a  certain  observer 
with  a  certain  instrument  may  be  roughly  ascertained. 

Example.— On  March  24, 1919,  at  10  A.M.,  in  latitude  22''-36'-0',  and  longitude 
117^-30'- 16'  W.,  the  average  apparent  mean  altitude  of  the  sun  when  out  of  the 
meridian  was  52^-16'-9'*o£  The  average  bearing  of  the  sun  from  a  referring 
object  R  was  dO^'-W-W.    Find  the  azimuth  of  OR. 

O  /  0 

Mean  apparent  altitude  .  =62    16      9*06 

Correction  for  refraction  ^     .        .        .  =  44 

62    16    26-06 

Correction  for  semi-diameter  '    16    3-90 
Correction  for  parallax  ' 

(8'-83  X  cos  62M60  6-40 

True  altitude  . 

L.M.T.  of  observation  (approx.)  *  .        .22        0         0  (Mar.  23.) 
Allow  for  longitude         ... 

Q.M.T.  of  observation    ....      6      60         1  (Mar.  24.) 

Declination  N  at  G.M.N.^ 
Change  in  5  * 

(Variation =69*'-09  per  hour) . 

Declination  at  time  of  observation 
and  Polar  distance  (PS) 

In  the  spherical  triangle  PZS  we  have 

PZ=co-lat.       =  67    25      0 
PS=oo.declin.=  88    47    29-9 
ZS= co-alt.       =  37    28    25-64 

2)193    40    66-54 

s         =  96  60  27-77 

*-PZ=  29  25  27-77 

«-PS=     8  2  67-87 

*-ZS=   69  22  213 


16 

9-30 

62 

31 

34-36 

H. 

M. 

s. 

22 

0 

0 

7 

60 

1 

6 

S 

1 

o 

=  1 

6 

46-4 

=s 

5 

447 

=      1 

12 

30-1 

=88 

47 

29-9 

^  Chambers*  M<Uhematiedl  Tables,  *  Nautical  Almanac,  p.  27. 

*  Ibid.  p.  1.  «  See  Example  on  p.  452.  *  Ibid.  p.  26. 

2h 
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By  the  application  of  fonnola  (9),  p.  517 

log  coBeo  s        .  »  -0031030 

log8in(«-PZ)  .  =1-6913242 

log8in{*-ZS|.  =1-9347262 
log  coaec  (»  -  PS)  =  -8537882 

2)  -4829416 

log  tan  iZ=  -2414708 

JZ=  e0°.9'-57'-6 

Z=120*'.19'-65' 

By  the  application  of  fonnula  (11),  p.  517 

log  Bin  «        .  =1-9968970 

log  Bin  (b-PS)=M462118 
logcoeeoPZ.  =  0346468 
log  ooseo  ZS  .   =   -2158119 

2)1  •3935676 

log  cos  iZ=  1-6967838 

JZ=  60°-9'-57'-6 
Z=120y9'.66;;^a8  before. 

Bnt  the  bearing  of  the  Bun  from  R =  30''-14'-16'' 

Therefore  the  azimuth  of  R  measured  clookwiBe  from  the  north =90°-6'-39' 

(10)  Extra-Meridian  Obsenration  of  a  Oircmnpolar  Star. — ^The  pro> 
cedure  in  this  case  is  similar  to  that  described  in  Method  9  for  an 
extra-meridian  observation  of  the  sun,  with  the  exceptions  that — 

(1)  No  corrections  are  necessary  for  semi-diameter  or  parallax. 

(2)  The  declination  varies  very  slowly,  so  that  it  is  not  necessary  to 

know  accurately  the  L.M.T.  or  G.M.T.  in  order  to  obtain  this 

quantity  from  the  N,A, 

The  apparent  velocity  of  a  star  which  is  near  the  Pole,  and  near 

elongation,  is  much  less  than  that  of  the  sun,  consequently  there  is 

more  opportunity  of  taking  F.B.  and  F.L.  observations  without  undue 

haste. 

Method  10,  of  which  Method  8  is  a  particular  case,  is  therefore 
rather  more  reliable  than  Method  9,  though  as  the  work  must  be  done 
at  night  the  sun  b  rather  more  convenient  for  many  purposes. 

Example, — ^At  a  certain  time  on  Nov.  2  the  hearing  of  a  Andromedae  from 
a  referring  object  R  was  84°-16'-0'.    The  mean  altitude  corrected  for  refraction 
wa8  48°-14'-27^    Latitude,  46*-18'-20'  N.    Declination  from  N,A.  28°-36'-7''-3. 
Find  the  azimuth  of  R. 

O  /  #  O  /  4r 

Lat.  .        .        .  =45    18    20 

Therefore  co-lat.=PZ= 44    41     40  44    41     40 


Altitude  .        .        .  =48     14    27 

Therefore  co-alt.  =  ZS= 41    45    33  41  45  33 

Declination  N .        .  =28    36      7-3 

Co-declin.=PS.       .   =61    23    52-7  61  23  527 

2)147  61  05-7 

8         =  73  55  32-9 

«-PS=  12  31  40-2 
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By  the  applioation  of  formula  (11),  p.  517 

log  sin  «        .  » 1-9826800 

log  sm  (*- PS)  =  1 -3362872 
log  ooeec  PZ  =  1628434 
log  ooaeo  ZS     =    1765251 

2)16483357 
log  008  I = 1-8241678 

|=48*»-9'-32'-74 
Z«96^-19^-5^-6 

If  the  star  is  in  the  west  at  the  time  of  observation,  a  sketch  will  show  that  the 
bearing  of  A  from  the  north  is  360^-  {84**-16'-0'+96°-19'-5'-5),  i.e.  179°-24'-64'-6 
nearly. 

If  the  hour  angle  is  known,  i,e,  the  M.T.  interval  since  culmination  converted 
into  L.S.T.  and  then  into  arc,  l  Z  may  be  found  by  the  sine  formula  (1),  p.  517, 
».e.  if  z  P=48^-66'.6^ 

log  sin  P       =1-8773611 

log  sin  PS    =  1-9434777 
log  cosec  ZS=  -1765251 

log  sin  Z =1-9973539 
Z=96*'-19'-6'-4 


LONaiTUDE 

Longitude  is  calculated  by  the  comparison  of  local  time  with  the 
time  at  the  standard  meridian.  E.g.  if  the  meridian  at  Greenwich  is 
adopted  as  the  standard  or  zero  meridian,  the  longitude  of  a  place  A 
may  be  found  by  noting  the  difference  between  Greenwich  time  and 
the  local  time  at  A. 

Thus  if  mean  noon  at  A  occurs  at  12.36  p.m.  G.M.T.,  the  longitude 
of  A  will  be  8°-45'  W.  (see  Chapter  XVI.). 

The  determination  of  longitude  thus  involves  two  problems : 

(1)  The  determination  of  local  time. 

(2)  The  determination  of  Greenwich  time. 

Local  Time 

The  chief  methods  adopted  for  the  direct  determination  of  local 
time  are : 

(1)  Shadow  from  sun  (very  rough). 

(2)  Meridian  transit  of  the  sun  or  a  star. 

(3)  Equal  altitudes  of  the  sun  or  a  star. 

(4)  Extra-meridian  observation  of  the  sun  or  a  star. 

(1)  Shadow  flrom  Bun. — ^Local  apparent  noon  may  be  very  roughly 
ascertained  by  noting  the  time  at  which  the  shadow  of  a  vertical  pole 
thrown  by  the  sun  is  of  minimum  length  (see  p.  454),  or  more  easily 
by  taking  the  mean  of  the  times  at  which  the  end  of  the  shadow  cuts 
concentric  circles  described  about  the  foot  of  the  pole  or  plumb-line. 

Local  mean  noon  may  be  deduced  from  this  by  adding  or  subtract- 
ing the  equation  of  time  found  from  the  Nautical  Almanac. 
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(2)  Meridian  Trannt  of  the  Sun  or  of  a  Star. — ^If  the  direction 
of  the  meridian  is  accurately  known,  the  transit  of  the  sun  or  a 
star  may  be  observed  with  a  theodolite,  and  the  chronometer  time 
noted. 

When  the  sun  is  observed,  the  mean  time  of  transit  of  the  two 
limbs  is  noted. 

This  determines  local  apparent  noon,  to  which  is  added  or  sub- 
tracted the  equation  of  time  to  compute  local  mean  noon. 

When  a  star  is  observed,  the  local  mean  time  of  transit  is  calculated 
from  the  Nautical  Almanac  (as  in  Example  1,  p.  452)  and  compared 
with  the  time  recorded  on  the  watch  of  the  observer. 

(3)  Equal  Altitudes  of  the  Son  or  a  Star. — ^When  the  direction  of 
the  meridian  is  not  accurately  known,  the  time  of  transit,  as  recorded 
on  a  watch,  may  yet  be  ascertained  by  noting  the  times  at  which  the 
sun  or  a  star  has  an  equal  altitude  before  and  after  culmination,  and 
taking  a  mean  of  the  values  (cf.  Fig.  281). 

By  this  means  several  sources  of  error  are  avoided,  e.g. 

(a)  The  actual  altitude  is  not  required,  so  that  errors  of  graduation, 

index  error,  etc.,  are  eliminated. 
(6)  Refraction  will  probably  have  about  the  same  value  for  each 

observation,  so  that  no  correction  need  be  applied, 
(c)  In  observations  upon  the  sun  the  semi-diameter  correction  is 

unnecessary,  if  the  same  limb  is  observed  upon  each  occasion. 
Consequently  very  accurate  results  may  be  expected  when  a  suitable 
star,  %.e.  one  with  a  large  polar  distance,  is  observed. 

(4)  Extra-Meridian  Observation  of  the  Sun  or  a  Star. — ^By  means 
of  an  extra-meridian  observation  on  the  sun  or  a  star,  the  hour  angle 
may  be  calculated  if  the  latitude  and  declination  are  known,  and  if 
the  altitude  is  observed,  i.e.  by  the  application  of  formula  (10),  p.  517, 

p 

sin  -Q  =  \/sm  {s  -  SP)  sin  («  -  ZP)  cosec .  SP .  cosec  ZP, 

or  from  the  fundamental  formula  (2),  p.  617 

sin  a  =  sin  2  sin  8  +  cos  I  cos  S  cos  P, 

or  if  the  azimuth  of  the  star  (or  the  sun)  from  the  meridian  is  observed, 
in  addition  to  the  altitude,  the  sine  formula  may  be  applied,  i.e. 

.    -D    sin  Z .  sin  SZ  ... 

BmP« .— =^ .        .        .        .    (9) 

sm  SP  ^  ' 

Then  if  the  time  of  culmination  is  known  from  the  Nautical  Almanac 
(see  p.  462),  and  the  hour  angle  computed  from  one  of  the  above 
formulae,  the  local  mean  time  of  observation  may  be  deduced,  and 
compared  with  the  time  recorded  on  the  watch  of  the  observer. 

The  best  results  may  be  expected  when  the  sun  or  star  is  near  the 
prime  vertical  (see  p.  439). 
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A  single  F.R.  and  F.L.  observation  should  yield  a  result  within, 
at  most^  one  second  of  time  (see  Example,  p.  490),  but  with  several 
observations  of  course  much  greater  accuracy  can  be  obtained. 

i^a»wipte.— On  March  24, 1919,  in  latitude  22°-36'-(r,  and  longitude  117**-30'-16^ 
W.,  the  mean  apparent  altitude  of  the  aun's  lower  limb  was  62°-16'-9^-06.  The 
chronometer  read  10  h.  Om.  Os.  a.m.  What  was  the  chronometer  error  on 
L.M.T.? 

Mean  apparent  altitude.  .  =52     16      9*06 

Correction  for  refraction  from  tables  ^      =  44 


Correction  for  semi-diameter  '     16    3-90 
Correction  for  parallax  '  .  5-40 

True  altitude  . 


Chronometer  time  (a.m.)  approximately 
Correction  for  longitude    . 

Therefore  G.M.T.  of  observation,  i.e.  the 
interval  since  G.M.N.  on  March  24 


Declination  N  at  G.M.N.' 
Change  in  h  (59^-09  per  hour)  ^ 

Declination  at  time  of  observation 

and  Polar  distance  (PS). 

We  have  then  in  the  spherical  triangle  PZS 

ZS= co-alt.  =  37  28  26^64 
PS=co.declin.=  88  47  29-90 
PZ=co-lat.      =    67    26      0-00 

2)193    40    6554 

«=  96  60  27-77 
5-PS=  8  2  57-87 
*-PZ=    29    25    27-77 

Applying  formula  (10),  p.  517 

log  sin  8°-2'-57'-87       =  I  - 14621 18 

log  sin  29°-25'.27'-77  =1-6913242 
log  cosec  88°.47'-29'-9=  -0000966 
log  cosec  67^-25'-0'-0  =  -0346468 

2)2-8722794 
log  sin  ? =1-4361397 

|=16°-50'-3r-22 
P=31°-41'-2^-44 
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^  Chambers*  MaihmaXicaJi  Tables.  *  NafUieal  Almanac^  pp.  1»  26,  27. 
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H.  M.  8. 

Pin  time ==2  6  4416 

».e.  L.A.T.  of  obflervation         .  =  9  53  15-84  A.M. 

Equation  of  time        .   6    37*20 

h59  6  38-79 

Therefore  L.M.T.  of  obeervation^  9  59  54-63  a.m. 


Error  of  chronometer  on  L.M,T.  = 5-37  fast. 

Similarly,  if  the  azimuth  were  known  120^-19'-55'  from  the  north  (oi  Example 
on  p.  467),  then  applying  the  sine  formula 

log  sin  120°-19'-65'       « 1-9360683 

log  sin  37°.28'-25'-64     =  1-7841881 
log  oosec  88°-47'.29'-90= j0000966 

log  sin  P«  1-7203530 

P=31°-41'-2'-44 

from  whioh  the  error  of  the  chronometer  is  calculated  as  before. 

Example, — On  Nov.  2  of  a  certain  year  in  latitude  45°-18'-20'  an  observa- 
tion upon  the  star  a  Andromedae  gave  an  altitude  (corrected  for  refraction) 
of  48^-14'-27'.  The  declination  from  the  i\^.i4.=28°-36'-7'-3  N.  What  was  the 
L.S.T.  of  the  observation  7 

PZ=  co-latitude  »  44  41  40 
ZS^co-altitude  »  41  45  33 
PS= co-declination  =     61    23    52-7 

2)147     51       5-7 

s=     73    55    32-9 

«-PS»     12    31    40-2 
«-PZ=    29    13    52-9 

By  formula  (10),  p.  517 

log  sin  («-PS)==  1-3362872 

log  sin  («-  PZ)-^  1-6887200 
log  cosec  PS  =:  0565223 
log  cosec  PZ     =     1528434 

2)1-2343729 
log  sin  ?=  1-6171865 

?=  24*'-28'-3' 
P=  48*'-66'-6' 


To  convert  aro  into  time  (1^=4  m.) 

H.     M.  8. 

48''«3    12  0 

56'=         3  44 

6'=  -4 


H.   M.      8. 
The  interval  in  S.T.  since  culmination  thus =3    15    44-4 
But  the  R.A.  of  the  star  from  the  N,A.      »0      3    60-2 


Therefore  L.S.T.  of  observation  .        .        .  =  3     19    44-6 

If  the  longitude  is  known,  and  the  sidereal  time  at  G.M.N.  («.e.  14  h.  43  m. 
39-73  s.),  theL.M.T.  can  be  calculated  as  in  the  previous  example. 
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Greenwich  Time 

The  chief  methods  of  finding  Greenwich  mean  time  are  : 

(1)  By  means  of  a  chronometer. 

(2)  By  means  of  signals. 

(3)  Lunar  distances. 

(4)  Lunar  occultations. 

(5)  Moon-culminating  stars. 

(6)  Meridian  altitude  of  the  moon. 

(7)  EcDpses  of  Jupiter's  satellites. 

(1)  The  Ohronometer  is  employed  chiefly  for  nautical  purposes,  but 
it  is  not  always  so  convenient  for  survey  work. 

The  "  rate  "  of  the  chronometer,  i.e.  the  rate  at  which  it  gains  or 
loses,  must  be  accurately  determined  by  frequent  comparisons  with 
standard  time,  so  that  the  error  of  the  watch  at  the  time  of  any  given 
observation  may  be  calculated. 

It  is  not  necessary  that  the  chronometer  shall  always  record  Green- 
wich mean  time  directly,  provided  that — 

(i.)  The  error  at  some  specified  instant  is  known. 

(ii.)  The  "  rate  "  of  the  chronometer  is  uniform  and  also  known. 

(2)  Signals. — Greenwich  or  Standard  time  may  be  transmitted 
either  by  ordinary  or  by  wireless  telegraphy.  Heliograph  and  other 
signals  have  also  been  adopted. 

If  the  difference  in  longitude  between  two  stations  A  and  B  is 
required,  it  is  advisable  that  a  number  of  telegraphic  signals  be  sent 
in  each  direction,  and  the  mean  result  adopted.  This  procedure 
eliminates  errors  due  to  the  fact  that  the  transmission  of  the  signal  is 
not  instantaneous,  but  occupies  a  definite  period  of  time.  It  also 
enables  the  readings  at  certain  instants,  and  the  rates  of  the  chrono- 
meters at  A  and  B  to  be  compared. 

If,  then,  at  each  station  the  time  of  transit  of  a  chosen  star 
is  observed,  the  interval  between  the  transits  at  A  and  B  may 
be  recorded,  and  from  this  the  difference  in  longitude  can  be 
computed. 

For  accurate  work  the  observations  are  conducted  on  several 
nights,  and  a  number  of  stars  observed ;  where  practicable,  also,  the 
two  operators  are  interchanged  between  the  stations,  in  order  to 
eliminate  the  '*  personal  equation." 

(3)  Limar  Distances.  —  The  moon  moves  comparatively  quickly 
relatively  to  the  fixed  stars,  so  that  if  the  distance  subtended  between 
the  bright  limb  of  the  moon  and  certain  stars,  or  the  sun,  is  measured, 
the  G.M.T.  of  the  observation  can  be  deduced  from  the  Nautical 
Almanac.  For  although  lunar  distances  are  not  tabulated  now  as 
formerly,  they  may  be  calculated  from  the  spherical  triangle  formed 
between  the  pole,  the  moon,  and  the  other  selected  celestial  body,  the 
data  being  the  two  polar  distances  and  the  included  angle  wluch  is 
equal  to  the  difference  of  the  right  ascensions. 

However,  a  theodolite  is  not  suitable  for  the  determination  of 
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longitude  by  this  method,  as  the  angular  distance  to  be  observed  is 
usually  in  an  oblique  plane.    A  sextant  is  accordingly  employed. 

It  is  advisable  that  the  altitudes  of  the  two  bodies  should  be 
observed  in  addition  to  the  lunar  distance. 

The  method  is  not  very  satisfactory,  because — 

(i.)  The  calculations  are  laborious.  To  "  clear  the  distance "  a 
number  of  corrections  are  necessary,  those  for  "  refraction,"  "  parallax," 
and  semi-diameter  being  the  most  important. 

The  distance  from  the  earth  to  the  moon  being  only  about  thirty 
times  the  diameter  of  the  earth,  the  reduction  of  observations  to  the 
centre  of  the  earth  is  very  essential. 

(ii.)  The  results  obtained  are  very  liable  to  error  unless  a  large' 
number  of  observations  are  taken  and  the  mean  adopted.  For 
instance,  an  error  of  10'  in  the  measured  distance — and  sextant 
observations  can  rarely  be  relied  upon  for  more  accurate  results 
than  this — will  produce  an  error  of  about  5'  in  longitude,  which 
corresponds  to  a  displacement  of  over  five  miles  at  the  Equator. 

(4)  Lunar  Occultations. — This  method  is  strictly  a  special  instance 
of  the  method  of  lunar  distances. 

The  local  time  at  which  a  certain  star  is  occulted  by  the  moon  is 
observed,  and  at  that  instant  the  uncorrected  lunar  distance  is  equal 
to  the  semi-diameter  of  the  moon. 

The  6.M.  times  of  immersion  and  emersion  of  certain  stars  are 
tabulated  in  the  N.A.^  but,  owing  to  parallax,  the  stars  thus  tabulated 
only  appear  to  be  occulted  at  certain  latitudes,  and  not  at  other 
positions  upon  the  earth's  surface. 

The  telescope  of  an  ordinary  6-in.  theodolite  is  hardly  powerful 
enough  to  observe  the  occultations,  and  even  with  a  larger  telescope 
the  mean  of  a  number  of  occultations  would  be  required. 

(5)  Moon  -  Culminating  Stars. — In  the  Nautical  Almanac,  imder 
the  heading  of  Moon-Culminating  Stars,  are  tabulated : 

(i.)  The  right  ascension  of  the  moon's  bright  limb,  at  the  instant  of 
transit — ^lower  and  upper — at  Greenwich,  and 

(ii.)  The  variations  in  right  ascension  for  a  difference  of  1  hour  in 
longitude. 

From  this  data  it  is  obvious  that  the  G.M.T.  at  which  the  R.A.  has 
a  particular  value  may  be  calculated. 

Consequently,  if  the  R.A.  of  the  moon  can  be  determined  in  the 
field,  the  G.M.T.  of  the  observation  can  be  deduced. 

The  method  employed  is  to  observe  the  transit  across  the  meridian 
of  a  star  which  has  approximately  the  same  declination  and  B.A.  as 
the  moon,  and  measure  the  interval  in  sidereal  time  which  elapses 
between  that  and  the  transit  of  the  moon's  bright  limb  over  the 
meridian. 

Suitable  stars  are  given  in  the  N.A.  for  each  day  of  the  year. 

Knowing  the  K.A.  of  the  star,  the  R.A.  of  the  moon's  bright 
limb  is  deduced,  and  the  corresponding  G.M.T.  calculated  from  the 
N.A.  A  comparison  of  the  G.M.T.  so  derived  with  the  L.M.T.  of  transit 
of  the  moon's  bright  limb  enables  the  longitude  to  be  computed. 
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(6)  Meridian  Altitude  of  the  Moon. — If  the  meridian  altitude  of 
the  moon  is  observed,  and  if  the  latitude  is  known,  the  declination 
may  be  calculated.  From  this,  as  in  the  N,A.y  the  declination  of  the 
moon  is  tabulated  for  every  hour  of  G.M.T.,  and  also  as  the  variation 
in  10  minutes  is  given,  the  G.M.T.  of  observation  may  be  deduced. 
Corrections  must  be  applied  for  parallax,  refraction,  and  semi- 
diameter. 

(7)  Eclipses  of  Jupiter's  Satellites. — The  G.M.T.  of  the  immersion 
or  emersion  of  Jupiter's  satellites  are  tabulated  in  the  N,A,^  so  that 
if  the  L.M.T.  is  noted  at  which  the  eclipse  of  one  of  the  satellites  is 
commenced  or  completed  by  the  shadow  of  Jupiter,  the  G.M.T.  may 
be  found  and  the  longitude  deduced. 

Captain  Sumner's  graphical  method  enables  the  position  of  the 
observer  to  be  plotted  upon  a  globe  or  chart,  if  two  altitudes  of  the 
sun,  with  the  G.M.T.  of  the  observations,  are  noted. 

Thus,  knowing  the  G.M.T.  of  the  first  observation  and  the  equation 
of  time,  the  longitude  of  the  sun  can  be  found,  the  value  being  G.M.T. T 
E.  The  declination  of  the  sun  is  also  known,  so  that  on  the  globe 
may  be  plotted  a  point  above  which  the  sun  is  exactly  overhead.  This 
point  is  known  as  the  sub-solar  point.  From  the  observed  altitude 
of  the  sun  the  zenith  distance  may  be  computed,  allowing  for  dip, 
refraction,  parallax,  and  semi-diameter.  Then,  upon  the  globe,  the 
locus  of  places  which  have  the  same  zenith  distance,  is  a  circle,  with 
the  sub-solar  point  as  centre,  and  the  angular  zenith  distance  as  radius. 
This  circle  is  known  as  the  circle  of  position. 

Similarly,  a  second  sub-solar  point  is  plotted  and  a  Becond  circle  of 
position  drawn,  with  the  data  from  the  second  observation. 

The  two  circles  wiU  intersect  in  two  points — one  of  which  will  be 
the  position  of  the  observer,  the  choice  being  easily  determined  by 
inspection. 

Stars  may  be  utilised  for  the  same  purpose,  the  centres  of  the  circles 
being  then  sub-stellar  points. 

There  are  several  modifications  of  this  method  of  procedure,  owing 
to  the  fact  that  generally  the  position  of  the  observer  is  very  approxi- 
mately known,  and  hence  it  is  unnecessary  to  draw  the  whole 
circle.  In  fact,  upon  a  chart  the  arc  is  usually  so  limited  in  extent 
that  it  may  be  represented  as  a  straight  line  which  is  perpen- 
dicular to  the  line  joining  the  zenith  to  the  observed  body,  i.e. 
perpendicular  to  the  azimuth  of  the  sun  or  star  at  the  moment  of 
observation. 

The  method  is  not  often  adopted  by  Surveyors,  being  more  fre- 
quently used  for  navigation  purposes  :  the  reader  is  therefore  referred 
to  other  works  for  a  fuller  description. 
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Latitude 

The  following  are  a  few  of  the  chief  methods  employed  for  the 
determination  of  latitude : 

(1)  Altitudes  of  Polaris  at  upper  and  lower  culminations. 

(2)  Meridian  altitude  of  the  sun  or  a  star. 

(3)  Meridian  altitude  of  one  or  more  **  pairs  "  of  stars. 

(4)  Circum-meridian  altitudes. 
(6)  Extra-meridian  altitudes. 

(6)  Extra-meridian  altitudes  of  Polaris. 

(1)  Altitude  of  CMreumpolar  Star  at  Upper  and  Lower  Oulminations. — 

As  already  mentioned,  and  as  may  be  seen  from  Fig.  284,  the  latitude 
of  a  place  (i.e.  the  arc  £Z)  is  equal  to  the  altitude  of  the  Pole  {i,e,  the 
arc  HP).  Consequently  as  the  altitude  of  the  Pole  is  the  mean  of  the 
altitudes  of  the  Pole  star  (or  any  other  circumpolar  star)  at  its  upper 
and  lower  culminations,  the  latitude  may  be  determined  from  the 
measurement  of  these  two  quantities,  after  applying  the  usual  correc- 
tions for  refraction,  etc. 

It  is  not  necessary  in  such  a  case  that  the  declination  of  the  star 
should  be  known,  but  the  times  of  culmination  must  be  ascertained 
(see  Example  1,  p.  452). 

The  two  observations  are  necessarily  twelve  hours  apart,  and 
consequently,  as  in  Method  6  for  meridian,  this  method  cannot  often 
be  resorted  to. 

(2)  Meridian  Altitude  of  the  Son  or  a  Star. — If  the  declination  of 
the  sun  or  of  the  star  is  known,  it  is  unnecessary  to  take  observations 
at  the  two  points  of  culmination :  sufficient  data  is  obtained  if  the 
altitude  at  either  one  or  the  other  is  observed. 

It  is  always  advisable  that  both  faces  of  the  instrument  should  be 
used :  but  as  the  observed  body  is  not  at  rest,  one  at  least  of  the 
observations  is  necessarily  made  when  the  sun  or  star  is  slightly  of! 
the  meridian,  and  consequently  the  result  obtained  is  not  as  accurate 
as  those  derived  by  the  methods  to  be  described  later. 

In  the  case  of  a  star  near  the  Pole,  e,g, 
^^...Z^^^^^  Polaris,  the  error  introduced  in  altitude  is 

^X.  small,  but  it  is  more  considerable  in  the  case 

^       of  the  sun  or  of  stars  at  some  distance  from 
,"""    Y'      the  Pole. 

) M  The  latitude  is  best  deduced  from   the 

^,        /        altitude  —  corrected   for   refraction,   and,   if 
'\   /         necessary,  for  parallax,  semi-diameter,   and 
^^^^j  dip — ^by  means  of  a  sketch. 

^  Thus  in  Pig.  284,  if  the  plane  of  the 

Fio.  284.  paper  represents  the  plane  of  the  meridian 

ZPNHE,  the  celestial  body  may  lie  upon 
any  of  the  four  arcs  H^P,  PZ,  ZE,  or  HE,  where  P  represents  one 
of  the  Poles,  Z  the  zenith,  E  the  Equator,  and  H  or  H^  the  horizon. 
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If  upon  any  of  the  remaining  arcs,  the  body  would  be  below  the 
horizon,  and  as  a  rule  invisible. 

The  altitude  in  each  of  the  four  cases  ^H^Sx,  H^Sg,  HS3,  HS4. 

The  declination  in  each  of  the  four  cases  ==  +EiSp  +  ES2, +ES3, 
-ES4. 

The  latitude  is  therefore  the  arc  EZ  or  H^P,  i.e. 

(1)  Latitude  =  90°  -  (declin.  -  alt.),  i.e.  alt.  +  co-declin.  .  (10) 

(2)  Latitude  -  declin.  +  alt.  -  90°,  i.e.  alt.  -  co-declin.  (11) 

(3)  Latitude  =»  90°  -  (alt.  -  declin.),  i.e.  co-alt.  +  declin.  .  (12) 

(4)  Latitude  =  90°  -  (alt.  +  declin.),  i.e.  co-alt.  -  declin.  .  (13) 

Example. — ^An  observation  for  latitude  was  made  on  Dec.  30,  1919,  in 
longitude  S2^-ll'-2(f  E.,  the  meridian  altitude  of  the  sun's  lower  limb  being  then 
40°- 16'- 13'.  What  was  the  approximate  latitude  of  the  place  (a)  the  sun  being 
south  of  the  observer's  zenith  ^  (b)  the  sun  being  north  of  the  observer's  zenith  ? 

O  f  M 

Apparent  altitude =40    16    13 

Correction  for  refraction  ^  (allowing  for  temperature  and 

barometer — ^from  tables) =  1     10^ 

40    14     li 

Correction  for  semi-diameter '       .  .16    17.6 

Correction  for  parallax  ?=  8''-96  x  cos  40°-16' 6;9     16    24-4 

True  altitude =40    30    27-4 


H.  M.  0. 

To  convert  longitude  to  time  82''=  6  28  0 

17'=  1  8 

30*= _2 

=  6  29  10 

G.  A.T.  at  the  time  of  observation, 

i.e.  at  L.M.N.  on  Dec.  29      .   =  18  30  60 


Sun's  declination  at  G.A.N.,'  Dec.  30  (and  it  is 
decreasing  at  the  rate  of  9^*17  per  hour) '     .  =  23     13    16-0 

Therefore  at  18 h.  30m.  60s.  Dec.  29,  the  in- 
crease was  9*17x6^     =  60*4 

Sun's  declination  («)  at  L.A.N.        .        .        .  =23     14      6-4 

m-r ^— •> 

By  means  of  a  sketch  it  may  be  seen  that  in  case  (a) 

1^^=90"- (a -fa) 

=  90^-63°-44'-32'-8- 
=  26^-16'-27'-2  N. 


In  case  (6)  Lat.=90''-(a--$) 

=  90^-17^-16'-22^0 
=  72°-44'-38''0  S. 


^  Chambers'  Mathematical  Tables.  *  NauiiaU  Almanac,  pp.  1,  134,  135. 
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(3)  Meridian  Altitudes  of  Pairs  of  Stars. — ^A  greater  degree  of 
accuracy  may  be  obtained  by  observing  the  meridian  altitudes  of  pairs 
of  stars,  one  star  of  each  pair  being  north  and  one  south  of  the 
zenith. 

The  stars  selected  are,  of  course,  not  on  the  meridian  at  exactly  the 
same  instant,  as  the  two  meridian  altitudes  could  not  be  observed 
simultaneously  with  the  one  instrument.  The  exact  time  of  culmina- 
tion  of  each  of  two  stars,  which  have  only  a  slight  difierence  in  R.A., 
is  therefore  deduced  from  the  Nautical  Almanac,  and  at  the  ascertained 
times  a  F.R.  and  a  F.L.  observation  is  taken  to  each. 

The  result  is  that  the  computed  latitude  is  found  from  the  differ- 
ence in  the  altitudes,  and  from  the  sum  or  difference  of  the  declina- 
tions. Hence  any  index  error  in  the  vertical  circle,  and  some  of  the 
effects  of  refraction  are  eliminated,  especially  if  the  altitudes,  one  to 
the  north  and  one  to  the  south,  are  nearly  equal  and  greater  than 
about  45°. 

Thus  if  in  Fig.  284  P  is  considered  the  North  Pole,  the  star,  when  in 
positions  S^  and  Sg  would  be  north  of  the  zenith,  and  when  in  positions 
S3  and  S4  south  of  the  zenith. 

There  are  consequently  four  suitable  cases  of  pairing  : 

81  and  S3  S2  and  S3 

S^  and  S4  S2  and  S4. 

Thus  if  a^,  03,  03,  and  a^  are  the  altitudes,  and  8^,  83,  83,  and  84 
the  declinations  in  the  four  positions,  then  combining  S^  and  S3  from 
equations  (10)  and  (12),  p.  475, 

13  =  (90 -03) +  83, 

therefore  the  mean  value  of  the  latitude,  i.e. 

h-^h  _  <*i  -  <^  _  ^i-^a  .  on 
—  2"     — 2"^^- 

Similarly,  combining  S^  and  S4, 

lat.  =  ?l-;^4-?L+A4  +  9o. 

combining  Sg  and  S3, 

2  2     ' 

combining  S2  and  S49 

The  above  method  is  due  to  Talcott,  and  for  very  precise  work  is 
generally  carried  out  by  means  of  a  zenith  telescope. 

In  this  case,  the  stars  chosen  have  very  nearly  the  same  altitude, 
so  that  on  rotating  the  instrument  from  the  star  on  one  side  of  the 
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zenith  to  view  that  upon  the  opposite  side,  the  latter  appears  in  the 
field  of  view,  and  the  difference  between  the  zenith  distances  (or 
altitudes)  is  then  measured  directly  by  the  movement  of  a  micrometer 
wire  in  the  eye-piece  of  the  instrument. 

On  the  Transvaal  and  Orange  River  Survey,  a  10-in.  Kepsold  was 
used  as  a  zenith  instrument,  and  the  following  results  were  obtained : 

Group  (i.),  the  probable  error  of  a  single  declination  =  ±0^-40. 
Group  (ii.),  the  probable  error  of  a  single  declination  »  ±0'-62. 

Or  out  of  the  thirty-five  points  in  Groups  (i.)  and  (ii.),  the  mean  of 
the  probable  error  of  a  single  pair  was  O'-SS, 

Group  (i.),  the  probable  error  of  the  final  latitude  »  ±0*13. 
Group  (ii.),  the  probable  error  of  the  final  latitude  =  ±0*16. 

The  number  of  pairs  observed  at  a  station  varied  from  seven  on 
two  nights  at  Salt  Lake,  where  the  final  result  was  computed  to  have 
a  p.e.  of  ±0^-30,  to  sixteen  at  Blaauwberg,  where  the  result  was 
computed  to  have  a  p.e.  of  ±0*-13. 

()n  the  Greodetic  Survey  of  Egypt,^  the  practice  was  to  observe  four 
pairs  of  stars  on  at  least  three  nights,  with  a  10-in.  Repsold  theodolite. 

From  special  observations  carried  out  at  Helwan  Observatory, 
where  the  latitude  was  determined  by  the  same  method,  at  monthly 
intervals,  it  was  found  that  the  p.e.  of  a  single  night's  observations, 
considered  independently  of  other  results,  averaged  about  iO^'-l,  but 
that  the  monthly  means  varied  considerably,  i.e.  from  -  0^-9  to  +  0^-9 
from  the  mean. 

The  p.e.  of  a  monthly  set  of  observations,  as  computed  from  the 
total  series  of  eleven,  was  ±  0'-5,  i.e.  this  was  apparently  the  p.e.  of 
the  latitude  determined  at  any  particular  station  in  the  field. 

(4)  Oircnm-Meridian  Altitudes  of  the  Snn  or  a  Star. — ^The  altitude 
in  this  case  is  observed  when  the  sim  or  star  is  approximately  upon  the 
meridian,  i.e.  within  10  to  16  minutes  before  and  after  culmination. 

This  allows  several  F.R.  and  F.L.  observations  to  be  made. 

The  mean  of  several  sets  of  observations  made  upon  various  stars 
should  be  adopted  for  accurate  work. 

The  exact  L.M.T.  of  culmination  must  be  deduced  from  the  N.A., 
and  that  of  each  observation  must  be  booked. 

The  meridian  altitude,  or  the  zenith  distance  z,  may  then  be 
deduced  by  means  of  a  formula '  originally  due  to  Delambre,  i.e. 

z«2iT(Am-Bn),  ....    (14) 

where  z^  is  the  observed  zenith  distance.     A  = -. ,  B  =  A*  cot  z. 

2sin2|  2sin*^ 

in  =  — — ^,   n  =  — — j^,   { « latitude,  8  =  declination,  t  =  hour  angle, 
sm  1  sm  1 

^  B.A.  Report,  Sect  K,  1908. 
*  Caiauyenet,  Spherical  ani  PracUcal  Asbronomy,  toL  i 
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Approximate  values  of  I  and  z  must  be  assumed  in  calculating  A  and  B. 
Values  of  m  and  n  for  each  value  of  t  may  be  abstracted  from  tables. 

Mean  values  of  m  and  n  (say  m^  and  n^)  may  then  be  deduced  and 
substituted  in  the  above  formula,  i.e. 

where  z^  is  the  arithmetical  mean  of  all  the  observed  zenith  distances 

The  -  ""^  sign  is  taken  for  an  upper  culmination,  and  the  +  ""^  sign 
for  a  lower. 

The  value  of  z,  and  hence  that  of  the  meridian  altitude  {i.e. 
a =90 -2)  being  known,  the  equations  given  for  Method  2  may  be 
employed  to  determine  the  correct  latitude. 

(6)  Extra-Meridian  Altitudes  of  the  Sun  or  a  Star. — The  altitude 
of  the  body  and  the  L.M.T.  of  observation  are  taken  at  any  convenient 
time,  when  the  sun  or  the  star  is  not  on  the  meridian. 

In  the  spherical  triangle  PZS  the  following  data  therefore  is  known, 
or  can  be  deduced : 

SZ  «  co-altitude  or  zenith  distance. 
SP  =  co-declination  or  polar  distance. 
ZSPZ  =  hour  angle. 

By  the  application  of  the  sine  formula  (1),  p.  617,  the  azimuth  may 
be  calculated  as  in  Method  9  or  10,  pp.  464^467,  i.e. 

«w.  /Q7P    sinZ-SPZsinPS 
sm  ^  oLr  = : — =^- . 

smZS 

Conversely,  if  the  direction  of  the  meridian  is  accurately  known 
the  azimuth  may  be  measured  directly,  and  the  hour  angle  t  computed 
by  means  of  the  sine  formula  above,  instead  of  noting  the  L.M.T.  of 
the  observation.  In  the  case  of  an  observation  upon  the  sim  the 
L.M.T.  is  necessary  in  order  to  find  the  declination. 

The  co-latitude  may  then  be  found  by  the  application  of  the 
formula  (6),  p.  617,  i.e. 

.      PZ    sini(ZZ  +  ZP)   .      ,,Q^    Q,7v 

As  an  alternative,  the  value  of  PZ  may  be  calculated  directly  from 
the  data  by  means  of  equation  (2),  p.  617,  though  this  is  not  so 
convenient,  i.e. 

cos  ZS  =  cos  PZ  cos  PS  +  sin  PZ  sin  PS  cos  SPZ, 
i.e.  sin  a  =  sin  I .  sin  8  +  cos  { •  cos  8 .  cos  Z.  P. 

Example.— Jn  longitude  120''-30'  W.,  on  Deo.  16,  1914,  an  observation  for 
latitude  was  made  on  the  sun's  lower  limb  at  3-10  p.m.  L.M.T.,  the  altitude 
being  40°-28'-17^  What  was  the  latitude  of  the  place  7  The  sun  was  south  of 
the  observer* 
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O  /  0 

Apparent  altitude =  40    28     17 

Correction  for  refraction  ^        .        .        .  =  1     10-5 

4b~  27  ~  6-6 
Correction  for  semi-diameter '  .  .  =  16  16*7 
Correction  for  parallax  •-  804  x  cos  40''-27'  = 6*8 

True  altitude  .  ^=40    43    30 

Co-altitude  (ZS)  .  =49    16    30 


H.        M.        S. 

L.M.T.  of  observation    .  .  =  .  3    10      0 

120^-30'  W.  longitude    .  .=     820 


G.M.T.  of  observation  Dec.  16       .  =   11     12      0 


Declination  S.  at  G.M.N.*     .        .  =  23  18      9*5 

Increasing  to  S.  at  7'-26  per  hour  ' 

Therefore  correction  for  11  h.  12  m.  =  1    21-3 

DeoUnation  at  time  of  observation  =  23  19    30*8 

Co-declination                         .        .  =113  19    308 

E =          4  34*5 

Increase  at  1^*217  per  hour  =  13*6 

E.  at  time  of  observation    =          4  20-9 

Interval  since  L.M.N.       .  =  3     10  0 

Interval  since  L.A.N.        .  =  3     14  20-9 

Therefore  ^P  in  arc         .  =48°  36'  13'-6 


In  the  spherical  triangle  PZS 


ZS=  49    16    30 
PS=113     19    30*8 
^P=  48    36    13-5  J 


L  Z  may  therefore  be  calculated  by  the  sine  formula 

log  sin  P  =  1-8760393 
log  cosec  ZS=  -1204169 
log  sin  PS    =  1*9629714 


log  sin  Z       =1*9584276 
Therefore  Z  =65°-19'-42^ 


To  solve  the  spherical  triangle  again  for  ZP, 

\  (P+  Z)  =  66°-57'-27^*76  .*.  log  sin  \  (P+  Z)  =1*9233830 
J  (Z- P)  =  8^-22'-14'*26  .*.  log  cosec  J  (Z- P)  =  8369109 
\  (PS-ZS):=32°-l'-30'*4      .*.  log  tan  J  (PS- ZS)=  1*7962126 

logtan4PZ=    6565065 

\  PZ=  19°-48'-26''-8 
PZ=39°-36^-63^'6 

The  latitude  of  the  place  is  therefore  .        .        .    60°-23'-  6''*4  N. 


^  Chambers*  MathenuUieal  TaNea.         *  NaiOieal  Almanac,  pp.  1,  134,  135. 
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(6)  Extra  -  Meridian  Obeervation  of  Polaris.  —  This  method  is  a 
special  case  of  Method  6,  but,  owing  to  the  proximity  of  Polaris  to  the 
Pole,  a  special  formula  is  generally  employed. 

In  the  spherical  triangle  PZS  the  known  data  is 

PS « co-declination  {i.e.  90-8)  or  polar  distance «{?  say,  ob- 
tained from  the  N.A. 

ZS  s  co-altitude  or  zenith  distance  »  90  -  a,   determined    from 
the  measured  altitude. 
ZPS»Z.P»the  hour  angle  of  the  star  at  the  time  of  observa- 
tion. 

From  equation  (2),  p.  517, 

cos  ZS  =  cos  PZ  cos  PS  +  sin  PZ  sin  PS  cos  P, 
or  sin  a  =  sin  I  cos  p  +  cos  I  sin  j7  cos  P.      .        .    (15) 

Writing  l  =  {a-x)  say,  and  expanding  by  Taylor's  Theorem, 

sin  Z  =  sin  (a  -  a)  =  sin  a  -  a;  cos  a  -  « i  sin  a  +  «^  cos  a  +  .  .  . 

X  jr8 

COS  I  =  COS  (a-x)-  cos  a  +  a?  sin  a  -  ^  cos  a  -  -«7  sin  a  +  .  .  . 

cos  |)  =  1  -  ^  +  .   .   . 

Substituting  in  formula  (16) 
sin  a  « I  1  -  H-  I  I  sin  a  -  a;  cos  a  -  -<<  sin  a  I 

^  I  ^  "  6  I  ^^^  ^^  I  ^s  <*  +  *  sin  a  -  Q-  cos  a  I 

8ina  =  sina-a;cosa  +  pcosacosP- j8ina(a;*-2a:!pcosP  +  j>*)  + .  .  . 
or  a=j?co8P- J tana(a^-2ajpcosP  +  2?*)  + .  .  . 

Writing  x=p  cos  P  as  a  first  approximation,  and  substituting  in  the 
second  term,  and  neglecting  powers  of  p  and  x  above  the  second, 

X = 2?  cos  P  -  J  tan  a  p*  ( 1  -  cos*  P) 
=p  cos  P  -  Jy*  tan  a  sin*  P. 

But  in  the  expansions  p  and  x  are  in  radian  measure,  and  as  p 
radians  =  p'  x  sin  1',  we  can  write  the  equation  as 

x  sin  1^  =  J?  sin  1^  cos  P  -  J  p*  sin*  1^  tan  a  sin*  P,   .    (16) 
or  a?  =  2?  cos  P  -  J  sin  1^  (p  sin  P)*  tan  a, 

where  x  and  p  are  in  seconds. 


LATITUDE  481 

Thus  the  form  of  equation  generally  adopted  is 

l  =  a-pcosP  + j8inl'(p8inP)*tan  a.  .    (17) 

For  very  accurate  work  still  further  tenns  in  the  expansions  may 
be  employed. 

The  next  term  in  the  expansion  ^  is 

ip3  sin*  r  cos  P  sin*  P.        .        .        .    (18) 

The  maximum  value  of  this  may  be  found  by  differentiating  with 
respect  to  P,  i.e. 

f4='COBP.2sinPcosP-sin«P  =  0, 
oP 

%.e.  sin  P  (2  cos*  P  -  sin*  P)  =  0. 

For  a  maximum,  2  cos*  P  =  sin*  P, 

tan*P  =  i 
i.e.  P  =  54°-44' roughly. 

Substituting  in   (18)  sin  P  =  -^^   arid   cos  P=— ^,    sin    l*'- 

0000004848,  and  ;?=  l°-9'-12'  (in  1914)  =  4152^ 

eg  (maximum)  =  O^^IS. 

The  following  corrections  vary  in  sign,  and  their  values  may  be 
found  in  a  similar  manner. 

Equation  (17)  may  therefore  be  taken  to  give  the  value  of  the 
latitude  to  the  nearest  second  at  least. 

In  the  N.A,  the  values  of  the  1st  and  2nd  corrections  are  given, 
together  with  a  third  correction,  depending  upon  the  true  and  assumed 
values  of  p  and  a. 

Example, — On  July  2,  at  10  h.  16  m.  P.H.  in  longitude  36''-14'  E.,  the  observed 
altitude  of  Polaris  was  48^-16'- IC,  the  barometer  being  30^-1  and  the  temperature 
58^  F.    What  is  the  approximate  latitude  ? 

O  /  // 

Apparent  altitude      .        .        .        .      48     15    10 
Mean  refiraotion  for  this  alt.'=  -51^] 
Correction  for  temperature     =  +    1*  j-  51 

Correction  for  barometer        =  -    1^  J 

True  altitude        .        .        .   =48     14     19 
To  find  L.S.T.  of  observation, 

H.       M.       S. 

L.M.T.  of  observation =  10    15      0 

Correction  for  longitude =  ^    24    66 

G.M.T.  of  observation =  7    60      4 


^  Vide  Chauvenet,  Spherical  and  Practical  Astronomy, 
<  Chambers's  Mathematical  Tables, 


2i 
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8.T.  of  G.M.N. =  6    38    43 

Correction  for  longitude  (M.T.) »  2    24    56 

Add  0-86  Beo8.  for  each  hoar  to  oonvert  to  sidereal  time 
(of.  Example  2,  p.  461),  7 h.  50m. x 9-868.       .        .  = I 17^ 

L.S.T.  of  observation »  9    04    56 

The  R.A.  of  Polaris  ^ »   1    28    26 

Therefore  the  hour  angle  P »  7    36    30 

Therefore  the  angle  P  in  aro ^114°-  I'-dO* 

The  dedination»=88°-50'-43' .-.  p=-90-«=r-9'-17' 

=  4157^ 

The  first  correotion  p  cos  P=4157''x  oos  114''-7', 
logp  .        .        .  » 3*61878 

log  COS  114°-7'-30'=2'®li¥ 

3-23022 

andei         .        .        =  16991  sees,  or  28^-iy 

The  second  correction  »^|>'  tan  a  sin'  P, 

logi   .        .        .  =1-69897 
logp   .  .  =361878 

logp   .        .        .  =3-61878 
log  tan  48**-14'.19'=    04921 

logBinll4°-7'-30'  =1-96031 

logsinll4*-7'.30'  =1-96031 

log  sin  r    .        .  =6^68557 

log  e,=  i -59193 

6^=39-1  sees. 

As  an  alternative  the  values  of  e|  and  e^  may  be  obtained  from  the  tables  in 
the  N.A. 

The  approximate  latitude  is  therefore  a-ei+e^,  i.e. 

a=48     14     19 
e^^        28     19 

47    46    00 
e,= 39 

Z=47    46    39 

Special  Instniments. — ^A  brief  description  of  two  special  instru- 
ments occasionally  used  for  astronomical  observations  will  now  be 
given. 

The  Solar  Attachment  is  fitted  to  an  ordinary  transit  theodolite, 
and  enables  the  Surveyor  to  determine  the  direction  of  the  meridian, 
the  latitude  of  the  instrument  station,  and  local  time. 

As  shown  in  Fig.  285,  which  depicts  the  instrument  as  made  by 
Stanley,  the  *'  polar  axis  "  is  fixed  to  the  centre  of  the  telescope  tube 
and  at  right  angles  to  the  line  of  collimation.  The  '*  declination  arc  " 
revolves  about  the  "  polar  axis,"  and  carries  the  "  hour  circle,"  which 
is  read  by  means  of  a  fixed  index  mark. 

^  Nautical  Almanac,  pp.  75,  228. 
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To  lead  the  decimation  ate,  a  rotating  arm  which  carries  a  vemiei 
at  its  extremity  ia  provided.  In  addition,  this  arm  carries  a  lens  at 
each  end,  and  at  the  opposite  ends  two  small  silver  plates,  upon  each 
of  which  two  horizontal  and  two  vertical  lines  are  engraved.  The 
former  are  known  as  "  equatorial  lines,"  and  the  latter  as  "  hour  lines." 

To  determine  the  direction  of  the  meridian,  and  local  time,  the 


Fio.  286. 

instrument  is  accurately  levelled,  the  co-latitude  of  the  place  set  off 
on  the  ordinary  vertical  arc  of  the  theodohte,  and  the  declination  of 
the  sun  at  the  time  of  the  observation — corrected  for  refraction — set 
off  on  the  declination  arc. 

The  horizontal  scale  plate  of  the  theodolite  having  been  clamped 
at  zero,  the  instrument  is  rotated  about  the  ordinary  outer  vertical 
axis,  until  one  of  the  lenses  is  directed  towards  the  sun  and  throws 
the  image  of  this  upon  the  opposite  silver  plate. 
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The  declination  arc  is  then  rotated  slightly  backwards  and  forwards 
about  the  polar  axis,  and  the  path  of  tne  image  of  the  sun  upon  the 
silver  plate  noted.  If  the  image  travels  horizontally  in  such  a  way 
that  it  keeps  exactly  between  the  equatorial  lines,  the  lower  clamp 
of  the  theodolite  axis  is  tightened,  and  the  telescope  will  be  found  to 
lie  in  the  meridian. 

If  not,  the  body  of  the  instrument  is  turned  slightly  about  the 
outer  vertical  axis,  until  the  path  of  the  image  does  fall  within  the 
equatorial  lines,  when  the  declination  arc  is  slightly  rotated  about 
the  polar  axis.  The  **  polar  axis  "  is  then  parallel  to  the  polar  axis 
of  the  earth. 

The  operation  is  completed  more  quickly  if  the  approximate  direction 
of  the  north  is  known  by  means  of  a  magnetic  compass. 

It  is  claimed  that  if  a  magnifier  is  used  to  observe  the  sim's  image  upon 
the  solar  screen,  an  error  of  20'  in  the  azimuth  may  be  detected  easily. 

In  addition  to  the  direction  of  the  meridian,  the  above  procedure 
also  furnishes  the  local  apparent  time  at  the  instant  that  the  image 
lies  in  the  small  square  enclosed  by  the  hour  and  equatorial  lines. 
This  is  recorded  upon  the  hour  circle,  which  is  attached  to  the  declina- 
tion arc. 

To  find  the  latitude  of  the  observer,  the  theodolite  is  accurately 
levelled  (see  Fig.  285),  and  the  value  of  the  sun's  declination  at  apparent 
noon  corrected  for  refraction,  set  on  the  declination  arc.  Shortly 
before  noon  the  telescope  is  directed  due  north,  so  that  the  image 
travels  between  the  equatorial  lines  when  the  declination  arc  is  slightly 
rotated.  The  instrument  is  then  clamped.  The  declination  arc  is 
turned  until  it  is  parallel  to  the  telescope,  after  which  the  image  of 
the  sun  is  kept  within  the  small  square  of  the  solar  screen,  adjusting 
vertically  by  means  of  the  ordinary  vertical  circle  tangent  screw,  and 
horizontally  by  means  of  the  tangent  screw  of  the  hour  circle.  When 
the  image  ceases  to  fall  below  the  lower  equatorial  line,  i.e,  when  the 
sun  ceases  to  rise  in  the  heavens,  the  index  of  the  hour  circle  should 
indicate  XII.,  and  the  latitude  may  be  deduced  from  the  reading  of 
the  vertical  arc  upon  which  the  co-latitude  is  recorded. 

The  Prismatic  Astrolabe  ^  is  a  recent  French  instrument,  which  has 
proved  very  successful  for  the  determination  of  latitude  and  time  by 
the  observation  of  stars  at  a  constant  altitude  of  60^.  It  has  been 
used  upon  boimdary  surveys  in  the  French  colonies,  upon  the  measure- 
ment of  a  meridian  arc  in  Ecuador,  and  in  other  districts. 

In  front  of  the  object-glass  of  the  telescope  is  an  equilateral  prism 
(Fig.  286)  having  its  edges  horizontal  and  that  face  vertical  which 
is  nearest  the  telescope ;  below  this  is  an  artificial  horizon. 

The  direct  rays  from  a  star  which  has  an  altitude  of  60^,  entering 
the  prism  in  a  direction  normal  to  the  upper  face,  are  refracted  from 
the  lower  face  and  proceed  horizontally  and  normal  to  the  back 
vertical  face  of  the  prism  into  the  telescope. 

Similarly,  the  rays  which  meet  the  mercury  surface  of  the  artificial 
horizon,  and  have  an  angle  of  incidence  equal  to  60^,  are  reflected 

^  A  short  doBoripticNi  is  given  in  Engineering  News,  toL  IxjdL  No.  16,  p.  754. 
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upwards  at  an  angle  of  60°,  enter  the  lower  face  of  the  ptism  normally, 
aad  are  reflected  from  the  upper  face  horizontally  into  the  telescope. 

If  the  observed  stai  ie  setting  towards  the  right  of  the  observer,  the 
two  images  formed — one  by  the  rays  through  the  upper  surface,  and  one 
by  the  reflected  rays  through  the  lower  surface  of  the  prism — will  appear 
to  be  moving  in  the  field  of  the  telescope  towards  tie  left ;  the  upper 
image  will  be  that  reflected  from  the  mercnry.  At  any  given  instant 
the  two  images  will  lie  upon  the  Bame  vertical  line,  and  will  gradually 
approach  each  other  along  paths  inclined  to  the  horizontal.  When  the 
altitude  becomes  exactly  60°  the  two  images  will  coincide,  and  then,  as 
the  altitude  decreases,  the  images  will  again  separate,  that  from  the 
mercury  now  being  the  lower  in  the  field  of  view. 

The  rate  at  which  the  images  appear  to  move  relatively  to  each 
other  is  obviously  twice  that  at  which  a  star  would  appear  to  move 
through  the  field  of  an  ordinary  telescope  of  the  same  magnification. 
Hence  the  exact  instant  at  which  the  altitude  reaches  60°  can  be 
much  more  accurately 
determined    than     can 
the  time  of  intersection 
of    the   star   with   the 
webs    of    an    ordinary 
diaphragm. 

For  latitude  obser- 
vations stars  on  or  near 
the  meridian  are  the 
most  suitable,  while  for 
time  observations  those 
in  the  neighbourhood  of 

the   prime  vertical  are         Fm.  2S6.— Prinoiple  of  the  Prigmatio  Astrolabe, 
preferable. 

The  co-latitude  and  azimuth  may  both  be  determined  from  the 
spherical  triangle  PZS  when  the  decimation  of  the  observed  star,  the 
hour  angle  at  the  time  of  observation,  and  the  altitude  (i.e.  60°,  correc- 
tion for  refraction]  are  known.  The  hour  angle,  and  hence  local  time, 
may  be  found  when  the  declination,  altitude,  and  either  the  latitude 
or  the  azimuth  are  known.  Or  the  hour  angle  and  the  latitude  may 
both  be  found  if  the  declination,  azimuth,  and  altitude  are  known. 

Absolute  determinations  of  longitude  may  be  made  by  observing 
equal  altitudes  of  stars  and  the  moon's  bright  limb. 

The  methods  of  calculation  are  aimilai  to  those  previously  described 
in  the  present  chapter,  but  additional  computations  are  necessary  to 
predict  suitable  stars. 

Graphical  methods  may  also  be  employed,  similar  to  that  of  Captain 
Sumner's  method  mentioned  on  p.  473. 

For  a  fuller  description  of  the  instrument  and  its  adjustments,  for 
the  calculations  and  graphical  constructions  involved  in  its  use,  and 
for  a  discussion  of  the  probable  errors  of  the  observations  and  results, 
the  reader  is  referred  to  the  treatise,  Deaeriptum  et  wage  de  Vastrolabe 
d  priame,  by  A.  Claude  et  L.  Drienoourt. 
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Accuracy. — ^A  few  notes  upon  the  accuracy  of  the  various  methods 
of  determining  the  direction  of  the  meridian,  latitude,  and  longitude 
have  abeady  been  given,  with  the  descriptions  of  the  methods  in  the 
previous  pages. 

An  analysis  of  the  effect  upon  the  result  of  an  error  in  azimuth, 
altitude,  latitude,  declination,  or  hour  angle  may,  however,  be  studied 
with  advantage,  as  it  is  very  difficult  to  say  that  such  and  such  a 
method  will  cive  an  accuracy  of  such  and  such  an  amount  without 
knowing  all  the  particular  circumstances. 

If,  however,  we  know  that  using  a  6-in.  transit  graduated  to 
20""  the  probable  error  in  elevation^  with  a  single  F.R.  and  F.L. 
observation  is  about  ±6',  we  can  determine  what  effect  this  will 
produce  in  the  result  under  the  given  circumstances,  i.e.  considering 
the  magnitude  of  the  other  factors  such  as  the  hour  angle,  declination, 
etc.  Similarly,  with  measurements  in  azimuth,  time,  and  latitude  the 
effects  of  probable  errors  may  be  studied. 

Considering  the  fundamental  equation  (2),  p.  517, 

cos  ZS  «  cos  PZ .  cos  PS  +  sin  PZ  sin  PS .  cos  Z.  Z, 
or  sin  S  =  sin  Z .  sin  a  +  cos  I .  cos  a .  cos  Z.    .        .    (19) 

Differentiating  with  respect  to  S  and  Z, 

cos  S .  8(8) «  "  cos  I .  cos  a .  sin  Z .  8Z, 
8Z  cos  8  1 


8(8)         cos  I .  cos  a  sin  Z         cos  I .  sin  P' 

SZ 
or  ^      = -secZ.cosecP.        .        .        .    (20) 

o .  o 

By  differentiating  equation  (19)  with  respect  to  I  and  Z, 

sin  8  -  sin  I  sin  a  +  cos  { cos  a  cos  Z, 
0  »  cos  I .  sin  a .  8Z  -  sin  2 .  cos  a  cos  Z .  81  -  cos  I .  cos  a .  sin  Z .  8Z, 
8Z     cos  {.  sin  a  -  sin  2 .  cos  a  cos  Z 


81  cos  I .  cos  a .  sin  Z 


_    1     r  cos  I  sin  a  _  sin  I  /sin  8  -  sin  Z  sin  aM#^       ^,qv 
cos  n. cos  a  sin  Z     sin  ^  \      cos  2  cos  a      // 

_    1     rsin  a  cos*  2  +  sin  a  sin*  Z- sin  2  sin  8) 
cos  I  \  cos  I .  cos  a  .  sin  Z  > 

_    1     r  sin  g  -  sin  t  sin  8  ^ 
"  cos  I  Icos  I .  cos  a .  sin  Z/' 

*  See  p.  107. 
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Substituting   cos    P    for    the    similar   expression    to    (19),   i,e. 
sin  a  -  sin  { sin  8 
cos  I  cos  8 

8Z        cos  8  cos  P  cos  P 


82     cos  I  cos  a  sin  Z     cos  { sin  P' 

SZ 
I.e.  ^^  =  secZ.cotP,     .        .        .        .    (21) 

or  ^-cosLtanP (22) 

O/J 

Similarly,  as  equation  (19)  is  symmetrical  in  I  and  a, 

P  =  secacotP (23) 

da 

To  find  the  efEect  of  an  error  in  the  hour  angle  (equation  (8),  p.  465), 

sin  P  _  sin  Z 
cos  a    cos  8' 

.  cosP.8P_cosZ.8Z 
cos  a  cos  8 

8Z    cos  P .  cos  8 


8P    cos  Z .  cos  a 


=  cotP.tanZ.         .        .    (24) 


By  differentiating  the  equation  similar  to  (19),  viz. 

sin  a  =  sin  I  sin  8  +  cos  I  cos  8  cos  P,       .        .    (26) 
cos  a  8a  =  cos  { cos  8  sin  P .  8P, 
8P  cos  a 


8a     cos  { cos  8  sin  P 
1 


cos ! .  sin  Z 


(26) 


By  differentiating  and  solving  as  for  (21)  and  (23),  or  writing  down 
the  results  by  comparison,  observing  the  cyclic  order  of  the  notation, 

^  =  secZcotZ,      ....    (27) 
ot 

and  |^  =  Bec8cotS, (28) 

b{b) 


■J' 


sec  o . .  /  — ol  -  sm*  Z 
cos*  J 


sinZ 


(29) 
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By  the  difierentiation  of  (26), 

cos  1 .  81 .  sin  S  +  cos  8(8)  sin  I  -  sin  1 .  81 .  cos  8  cos  P 

-  sin  8 . 8(8) .  cos  I  cos  P  =  0. 

Substituting  for  cos  A  and  simplifying, 

SZ  f^^  8  -  sin  g  sin  t\  _  _  c.,^v    Tsin  I  -  sin  a  sin8\ 
\  cos  I         J  \         cos  8  J ' 

8IcosZ«  -8(8). cos S, 


/       cos  Z 

_  V       cos' S 


U         cosS  '""      •-•si^'Z 


8(8)        cos  Z  cos  Z 

Differentiating  the  same  equation  with  respect  to  a, 

cos  a .  8a  =  cos  I  •  81 .  sin  8  -  sin  Z .  81  •  cos  8 .  cos  P 

51    r       1     .    c^      .    T  (sin  a -sin  I  sin  8)1 

=^oL.\  cos  Z .  sm  8  -  sm  Z .    — , } 

V  cos  Z  ) 

sin  8  -  sin  Z  sin  a 


.    (30) 


57  rsm  6  -  sm  Z  sm  a) 

=^'1 ^^i — h 

.  8Z        1 


8a     cos  Z 


secZ.  ...    (31) 


Several  useful  conclusions  may  be  drawn  from  these  results. 
Azimuth. — ^Equation  (20)  indicates  that  in  the  determination  of 
azimuth  the  error  in  the  result  due  to  a  small  error  in  declination 

(1)  Decreases  as  the  hour  angle  increases,  and  is  a  maximum 

when  the  observed  body  is  on  the  meridian. 

(2)  Decreases  as  the  latitude  decreases,  i.e.  it  is  less  important 

near  the  Equator  than  in  the  higher  latitudes. 

Equation  (21)  similarly  indicates  that  the  error  resulting  from  a 
small  error  in  latitude 

(1)  Decreases  as  the  hour  angle  increases. 

(2)  Decreases  as  the  latitude  decreases. 

Equation  (23)  shows  that  the  error  resulting  from  a  small  error  in 
the  measurement  of  the  latitude 

(1)  Decreases  as  the  hour  angle  increases. 

(2)  Decreases  as  the  altitude  decreases. 

Equation  (24)  shows  that  the  error  due  to  an  error  in  time 

(1)  Decreases  as  the  hour  angle  increases. 

(2)  Decreases  as  the  declination  increases. 

(3)  Decreases  as  the  azimuth  decreases. 
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Latitude. — ^Equation  (31)  shows  that  the  error  in  latitude  due  to 
a  small  error  in  altitude 

(1)  Decreases  as  the  azimuth  decreases,  i,e,  is  a  miniTnuin  when 
the  observed  object  is  on  the  meridian. 

Equation  (30)  shows  that  the  error  due  to  a  small  error  in  declination 

(1)  Decreases  as  the  azimuth  decreases. 

(2)  Decreases  as  the  latitude  decreases. 

(3)  Decreases  as  the  declination  increases. 

Equation  (27)  shows  that  the  error  due  to  a  small  error  in  the  hour 
angle 

(1)  Decreases  as  the  azimuth  decreases. 

(2)  Decreases  as  the  latitude  increases. 

Equation  (22)  shows  that  the  error  due  to  a  small  error  in  azimuth 

(1)  Decreases  as  the  hour  angle  decreases. 

(2)  Decreases  as  the  latitude  increases. 

Time. — Equation  (24)  shows  that  the  error  due  to  a  small  error  in 
azimuth 

(1)  Decreases  as  the  hour  angle  decreases. 

(2)  Decreases  as  the  azimuth  increases. 

Equation  (27)  shows  that  the  error  due  to  a  small  error  in  latitude 

(1)  Decreases  as  the  azimuth  increases. 

(2)  Decreases  as  the  latitude  decreases. 

Equations  (28)  and  (29)  show  that  the  error  due  to  a  small  error  in 
declination 

(1)  Decreases  as  the  azimuth  increases. 

(2)  Decreases  as  the  latitude  decreases. 

(3)  Decreases  as  the  declination  increases. 

Equation  (26)  shows  that  the  error  due  to  a  small  error  in  altitude 

(1)  Decreases  as  the  azimuth  increases. 

(2)  Decreases  as  the  latitude  decreases. 

The  most  favourable  conditions  for  an  observation  by  any  particular 
method  can  be  deduced  from  the  above  results  by  considering  the 
effects  of  probable  errors  in  the  ascertained  data. 

For  example,  in  the  case  of  a  single  observation  on  the  sun  for  azimuth 
the  best  results  can  be  expected  when  the  sun  has  its  greatest  hour 
angle,  i.e.  when  it  is  near  the  prime  vertical,  provided  that  the  altitude 
is  then  not  so  small  that  a  large  error  is  liable  to  be  introduced  owing 
to  uncertain  refraction.  In  such  a  case  the  probable  error  in  altitude 
is  larger  than  might  be  expected  for  greater  altitudes,  so  that  although 
in  this  position  the  error  introduced  into  the  azimuth  is  smaller  in 
proportion  to  the  error  in  altitude,  it  may  be  greater  in  actual  magnitude. 

In  the  determination  of  latitude  it  will  be  seen  that  the  best  results 
are  to  be  expected  when  the  observed  body  is  on  or  near  the  meridian. 

In  the  determination  of  time,  on  the  other  hand,  by  extra  meridian 
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observations  (Method  4,  p.  468),  it  will  be  seen  that  as  errors  in  each 
of  the  three  quantities,  latitude,  declination,  and  altitude,  have  a 
minimum  efEect  when  the  azimuth  is  large,  the  best  results  are  to  be 
expected  when  the  sun  or  the  star  is  upon  or  near  the  prime  vertical, 
provided  that  this  does  not  entail  the  possibility  of  a  large  error  in  a 
low  altitude  due  to  the  uncertainty  of  refraction. 

The  p.e.  in  a  particular  example,  such  as  that  on  p.  469,  may  be 
studied  roughly  on  the  following  lines : 

a»  62^-16'    nearly.    Assumed  p.e.  after  a  single  F.B.  and  F.L. 

observation  =  ±  10*'  say. 

8=     1°-12J'     „         Assumed  p.e.   =  ±   I''  say. 

I  =   22°-35'        „         Assumed  p.e.   -  ±   3'  say. 

Z  =  120°.20' 

P=  3r-4r      „ 

By  the  application  of  formulae  (26),  (28),  and  (27)  respectively, 
the  p.e.  due  to  p.e.  in  alt.  =  ±8Pi=  ±12"-55. 

S=.-t8Pa=±  0"-76. 
U±SP3=±  l"-89. 

Therefore  8P,  the  p.e.  in  the  hour  angle, 

«  ±  V(8Pi)M8P2)MSP;iP 
«  ±  12-7''  say. 

=  ±  -86  seconds  of  time. 

This  result  only  denotes  the  p.e.  under  certain  stated  conditions. 
The  accuracy  to  be  obtained  under  general  conditions  should  yield 
a  result  with  less  than  1  second  maximum  error,  but  of  course  this 
depends  upon  the  instrument  employed,  the  accuracy  with  which 
the  latitude  is  known,  the  value  of  the  latitude,  the  value  of  the 
declination  and  azimuth,  etc. 

Other  examples  are  given  below,  to  be  solved  by  the  student. 


EXAMPLES 

1.  (U.  of  L.)    From  the  following  notes  find  the  azimuth  of  the  mark  A : 

Obseryations  for  azimuth  on  the  sun's  lower  limb,  May  10,  1910 — 

(a)  Latitude  of  station 52''-27'  N. 

(6)  Mean  of  G.M.T.'b  of  two  observations  llh.  30  m.  A.M. 

(c)  Sun*8  declination  at  mean  noon  at  Green- 
wich, May  9  (variation  for  one  hour 
^-SO'^) 17<'.ll'-38'-8  N. 


{d)  Mean  observed  altitude 

Correction  for  parallax  . 
Correction  for  semi-diameter 
Correction  for  refraction 


60°-24'-60'. 
O'^-O'-OS'-e. 
0°-16'-6r-8. 
0o.0'-47'-4. 


(e)  Mean  bearing  of  the  sun  from  Mark  A       .    32°-25^ 
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2.  (U.  of  L.)  At  a  point  in  lat  N.  55°-46'-12'  the  altitude  of  the  sun's 
centre  was  found  to  be  23^-17^-32'  at  5  h.  17  m.  p.m.  (Greenwich  mean  time). 
The  theodolite  was  first  pointed  to  a  reference  mark,  the  vernier  reading  being 
0^-00' ;  the  horizontal  angle  between  the  sun's  centre  and  the  reference  mark  at 
the  time  of  observation  was  found  to  be  68°-24'-30'.  Find  the  geographical 
aumuth  of  the  reference  mark  from  the  centre  of  the  instrument. 

DcUa :    Sun's  declination  at  Greenwich  mean  noon  on  ^      ^      , 

day  of  observation 17    46    48  N. 

Variation  of  declination  per  hour   ...  -  38 

Refraction  for  altitude  of  23''-20'    ...  2     12 

Parallax  in  altitude 0      8 

3.  Find  the  effect  upon  the  azimuth  of  1'  error  in  (i.)  latitude,  (ii.)  declination 
at  1  P.M.  and  at  6  p.m.  in  latitudes  30*^  and  50^ 

In  Question  1  what  would  be  the  effect  upon  the  azimuth  of  an  error  of  (a)  1' 
in  latitude,  (h)  10  mins.  in  mean  time  of  observation,  (c)  lO'  in  altitude  ? 

4.  (U.  of  L.)  On  the  afternoon  of  May  12  (5  p.m.  by  Greenwich  mean  time) 
at  a  place  A,  where  the  latitude  was  51°-30'-20'  N.,  the  altitude  of  the  sun's  centre 
was  found  to  be  23°-5'-20',  whilst  the  horizontal  angle  between  the  fixed  line  AB 
and  the  direction  to  the  sun's  centre  was  18*^-20^  the  sun  having  crossed  the  line 
over  an  hour  before. 

Determine  the  azimuth  of  the  sun  from  the  south  at  the  time  of  the  observa- 
tion, and  the  azimuth  of  the  line  AB,  having  given  : 

Correction  for  refraction,  57'  x  tangent  zenith  distance. 
Declination  of  sun  at  mean  noon.  May  12,  17°-59'-29''8  N. 
Increase  of  declination  per  hour  at  mean  noon.  May  12,  38^*19. 
Increase  of  declination  per  hour  at  mean  noon.  May  13,  37''*44. 
Sun's  horizontal  parallax =8'-71. 

5.  (I.C.E.)  Find  the  latitude  of  the  observer  from  the  following  data: 
Meridian  altitude  of  a  Pavonis  corrected  for  instrument,  34°-15'-0'.  Thermo- 
meter, 44^  F.  Barometer,  28-56  in.  Star  south  of  observer.  Declination  of 
a  Pavonis,  57*'-4'-30'  S. 

6.  (U.  of  B.)  The  declination  of  the  sun  on  June  1  at  G.M.N.  was  N. 
22°-2'-53''*l.  The  observed  meridian  altitude  of  the  sun's  centre  at  a  place 
longitude  75°  E.  of  Greenwich  was  71°-36'-5^     Find  the  latitude  of  the  place. 

Given  that  the  correction  for  refraction  is  19^-30. 

Given  that  the  correction  for  parallax  is  2^*90. 

Given  that  the  change  in  decimation  per  hour  is  20^*49. 

Explain  clearly  how  the  time  of  transit  across  the  meridian  can  be  calculated 
in  the  case  of  (a)  the  sun,  (6)  a  star. 

7.  (U.  of  B.)  Two  observed  meridian  altitudes  of  the  sun  on  July  17  were 
70°-8'-15'  and  70*'-8'-36'  at  a  place  whose  longitude  is  eO"*  E.  of  Greenwich. 

Find  the  latitude  of  the  place. 

The  correction  for  parallax  is  3^-0. 
The  correction  for  refraction  is  2K*1. 

Level  Correction. 
E.  O. 

20  10 

19  11 

Value  of  one  division  on  spirit  level =5'',  also  the  declination  of  the  sim  at 
G.M,N.  on  July  17  was  N.  2r-13'-57''-8,  with  an  hourly  variation  of  26''-36. 

No  correction  for  sun's  semi-diameter  is  to  be  made  ;  also  any  correction  due 
to  the  equation  of  time  may  be  neglected. 
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8.  (LC.E.)  At  a  certain  place  on  July  1, 1013,  obflerrationB  were  made  before 
noon  on  the  son  for  longitude.    From  the  f oUowing  figures  calculate  the  longitude : 

Altitude ^    41    24 

Latitude 62    44      0  N. 

Declination 23      9    13  N. 

Equation  of  time,  3  m.  30  8.,  to  be  added  to  apparent  time. 
Greenwich  mean  time,  10  h.  19  m.  46*6  s. 

9.  If  the  direction  of  the  meridian  is  known  with  a  p.e.  of  ±  5',  what  would  be 
the  p.e.  in  time  (Method  2)  awmming  that  the  time  of  tranmt  could  be  accurately 
estimated  (a)  d^SS^'-SO'  N.,  (6)  d^aO"*  N.,  and  the  latitude  50""  N.  ? 

10.  What  is  the  interval  of  time  which  elapses  before  Polaris  crosses  the 
meridian  (».e.  is  due  north)  after  the  instant  that  Polaris  and  Miear  are  observed 
to  be  in  the  same  vertical,  if  the  R.A.  of  Polaris  is  1  h.  31  m.  12  s.,  and  that  of 
Mizar  13  h.  20  m.  40  s.  (see  Method  3,  p.  466)  ? 

1 1.  (U.  of  B. )  An  observation  on  the  moon  was  made  on  the  night  of  May  16 
to  determine  G.M.T. 

The  moon's  bright  limb  was  observed  to  transit  the  meridian  of  the  place  at 
12  h.  30  m.  16  s.  on  the  watch,  and  star  w  Ophiuchi  crossed  13  m.  33^  s.  later. 
The  moon's  centre  crossed  06-06  sidereal  seconds  earlier  than  the  bright  limb. 

From  the  Nautical  Almanac  it  was  found  that  the  R.A.  of  w  Ophiuchi  was 
16  h.  27  m.  24  s.,  and  that  R.  A.  of  the  moon  at  13  hours  on  May  16  was  16  h.  12  m. 
16*09  s.  with  an  increase  of  21*21  s.  per  10  m. 

How  much  slow  was  the  watch  on  G.M.T.  7 


Chapter  XVIII 

PHOTOGRAPHIC  SURVEYING 

Photographic  Surveyixig  or  Photogammetry  is  the  art  of  producing 
plans  or  maps  from  photographs. 

The  method  was  first  applied  by  a  French  engineer  named 
Laussedat^  in  1861,  and  has  been  largely  used  since  that  date  by  the 
French,  Russian,  German,  and  Austrian  engineers.  It  has  also  been 
very  successfully  employed  on  the  Canadian  Survey^  and  in  the 
United  States. 

As  will  be  seen  later,  the  principle  is  very  similar  to  that  of  Plane 
Table  surveying,  with  the  difference  that  most  of  the  work,  which 
with  the  latter  instrument  is  executed  in  the  field,  is  here  done  in  the 
office. 

The  accuracy  attained  is  perhaps  hardly  as  great  as  with  a  plane 
table — ^though  opinions  differ  upon  this  point — ^but,  under  favourable 
conditions,  the  cost  generally  appears  to  work  out  at  a  much  lower 
rate,  and  the  field  work  is  not  so  dependent  upon  the  weather  conditions. 

High  winds  affect  both  systems,  as  does  mist  or  fog,  but  with  the 
camera  advantage  may  be  taken  of  brief  periods  of  clear  weather — 
during  which  only  a  very  few  points  could  be  located  with  a  plane 
table — ^to  obtain  sufficient  photographs  to  plot  a  considerable  area. 

Photogammetry  is  particularly  suitable  for  topographical  or  pre- 
liminary survey  work,  though  it  has  been  largely  used  for  the  surveys 
of  buildings,  such  as,  for  example,  those  of  ancient  Greece.  The  method 
is,  however,  unsuitable  for  well- wooded  country,  owing  to  the  difficulty 
of  identifying  points  upon  pairs  of  photographs  taken  from  different 
camera  stations,  and  it  is  practically  impossible  in  very  flat  districts, 
unless,  as  in  Fig.  292,  the  plains  are  commanded  by  high  ground. 
Mountainous  and  hilly  districts  with  few  trees  are  usually  very  satis- 
factorily surveyed,  as  good  views  of  one  side  of  a  valley  are  generally 
obtainable  from  the  high  ground  opposite. 

The  office  work  is  long  and  tedious,  especially  if  many  contours 
are  required  to  be  shown  upon  the  finished  map. 

The  Photo-Theodolite. — Some  form  of  photo-theodolite  is  generally 
employed  for  photographic  surveying,  and  a  brief  description  of  the 

^  A.  Lausaedat,  Recherches  ntr  les  instruments,  les  methodes  et  le  dessin  topo- 
graphiquea. 

*  E.  Deville,  Photographie  Surveying, 
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Bridges-Lee  instrument  (Fig.  287),  as  made  by  Messra.  Casella,  is 
here  given. 

It  consists  essentially  of  a  camera  box  A,  which  is  fitted  with  a 


Fia.  297.— Bridgea-Lee  Photo-TheodoUte.    (Baok  View.) 

lens  capable  of  giving  good  definition  without  distortion,  and  forming 
a  camera  of  the  fixed  focus  type.  Inside  this  box  is  a  hollow  rect- 
angular frame  I,  fitted  on  the  rear  fac«  with  two  hair-lines  K  and  K', 
the  one  being  vertical  and  the  other  horizontal.    The  intersection 
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of  these  two  hair-lines  should  be  exactly  opposite  to  the  optical  centre 
of  the  lens.  Across  the  rear  of  the  frame  is  also  carried  a  straight 
transparent  celluloid  tangent  scale^  as  shown  in  the  figure,  and  upon 
the  base  of  the  frame  is  pivoted  a  magnetic  needle  carrying  a  cylindrical 
transparent  scale  M. 

Fitting  into  grooves  in  the  lower  comers  of  the  frame  I  are  two 
small  celluloid  strips.  These  may  be  easily  removed,  and  any  descrip- 
tion of  the  view  written  upon  them  in  red  ink.    (See  Figs.  290  and  291.) 

The  back  HA  of  the  camera  box  A  is  hinged  at  the  bottom  comers, 
so  that  it  may  be  folded  downwards  to  permit  a  dark  slide  carrying 
the  sensitised  photographic  plate  to  be  fitted  in  its  place,  in  which  it  is 
held  by  the  spring  N.  When  the  front  of  the  slide  is  withdrawn  to 
expose  the  plate,  and  before  the  lens  is  uncapped,  the  frame  I  is  moved 
backwards  by  means  of  either  of  the  screws  marked  J  in  the  figure, 
until  the  hair-lines  and  the  tangent  screw  are  in  contact  with  the  plate, 
the  needle  being  simultaneously  set  free  to  swing  on  its  pivot.  When 
the  lens  is  uncapped,  sufficient  time  having  been  previously  allowed 
for  the  needle  to  come  to  rest,  the  photographs  of  the  hair-lines,  the 
tangent  scale,  and  the  circular  scale  of  the  needle  are  imprinted  on  the 
negative,  and  are  shown  on  the  finished  print  as  in  Figs.  290  and  291 . 

Before  replacing  the  front  of  the  dark  slide,  the  frame  I  must 
be  moved  forward,  i.e.  withdrawn  from  contact  with  the  plate,  by 
means  of  the  screws  J ;  the  needle  is  at  the  same  time  raised  from 
its  pivot. 

The  instrument  is,  in  other  details,  very  similar  to  a  theodolite, 
being  supported  on  a  tripod,  and  furnished  with-- 

(1)  An  inner  and  an  outer  axis,  each  of  which  is  fitted  with  a  clamp 
and  fine  adjustment  screw. 

(2)  Parallel  plates  with  three  levelling  screws,  and 

(3)  A  scale  plate  and  verniers  reading  to  single  minutes. 

Upon  the  top  of  the  camera  box  is  a  small  telescope  E  fitted  with 
a  vertical  arc  (F),  a  vernier,  and  a  clamp  (S),  and  tangent  screw  adjust- 
ment. 

There  is  also  one,  or  often  two  long  sensitive  bubbles  (G)  for 
levelling  purposes. 

'The  Principle  of  this  method  may  be  seen  from  the  following  brief 
description. 

Let  0  (Fig.  288)  be  the  optical  centre  of  the  camera  lens,  and  ¥ 
the  intersection  of  the  cross-hairs,  so  that  k'O  may  be  termed  the 
line  of  coUimation  of  the  camera.  Then  if  A  be  any  distant  object 
which  is  within  the  field  of  view  of  the  camera,  rays  from  A  will  focus 
at  a  point  a'  on  the  plate  c'i'e'j'y  where,  consequently,  an  inverted 
image  of  A  will  be  formed.  Also,  as  has  been  shown  in  Chapter  II., 
AOa'  will  be  in  one  straight  line. 

Let  a{  be  the  foot  of  the  perpendicular  from  a'  on  to  the  horizontal 
hair-line,  and  let  A^  be  the  point  vertically  below  A  in  the  horizontal 
plane  which  contains  the  hair-line  and  the  line  of  coUimation.  Also 
let  K  be  the  foot  of  the  perpendicular  from  A  on  to  the  line  of  coUima- 
tion ifc'OK. 
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It  is  now  evident  that  the  triangles  OVa'^  OkW  Oa'c^  are 
similar  to  the  triangles  OKA,  OEA|,  and  OAA^  respectively. 

Hence  if  the  negative  cdef,  shown  by  full  lines  in  Fig.  288— or  a 
positive  print  from  the  negative — ^is  placed  in  a  vertical  erect  position 
at  a  distance  Ok,  equal  to  Ok'  in  front  of  the  point  0,  and  at  right 
angles  to  the  line  of  collimation,  A;'OK,  then  the  point  a  correspond[in^ 
to  a'  will  fall  upon  the  ray  OA,  and  the  point  a^  corresponding  to  o^'  wi0 
fall  on  the  ray  OA^. 

Now  if  the  position  of  the  instrument  station  P  is  represented  by 
the  point  p  on  the  paper,  the  direction  of  the  line  of  coUimation  pk 
may  be  drawn ;  because,  if  the  cylindrical  scale  M  (Fig.  287)  carried 
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by  the  magnetic  needle  has  been  allowed  to  come  to  rest  before  the 
lens  is  uncovered,  the  magnetic  bearing  of  this  line  is  indicated  in  the 
photograph;  e.g,  in  Fig.  290,  the  magnetic  bearing  of  the  line  of 
collimation  is  96°. 

Along  this  line  set  off  a  distance  pk  (Fig.  289)  equal  to  Ok  (Fig.  288), 
i.e.  equal  to  the  focal  length/  of  the  camera  lens,  and  through  k  draw 
a  line  ckd  perpendicular  to  fh  This  line  may  be  taken  to  represent 
the  horizontal  projection  of  the  photograph  cdef  in  Fig.  288 :  it  is 
known  as  the  picture  trace. 

To  plot  on  the  plan,  the  horizontal  projection  of  a  point  A,  shown 
by  a  in  the  photograph  (Fig.  290),  the  horizontal  distance  of  a  from 
the  vertical  hair-line  is  measured  with  a  scale  or  dividers,  or  on  the  edge 
of  a  strip  of  paper,  and  marked  off  along  kd  to  a^.  The  line  joining 
p  and  a^  then  represents  the  direction  of  A  from  P. 
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If  a  second  view  is  taken  to  include  the  point  A  from  a  second 
station  Q,  a  similar  line  can  be  drawn  from  q,  and  the  intersection  of 
the  two  direction  lines  will  locate  A  upon  the  plan. 

If  the  horizontal  distance  D  from  A  to  P  is  now  scaled  from  the 
plan,  the  altitude  of  A  relatively  to  P  may  be  calculated. 

Thus  if  the  horizontal  angle  A^OE  (Fig.  288) »  d,  and  if  the  vertical 
distance  of  a  above  or  below  the  horizontal  hair-line  on  the  picture 
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is  Y  inches,  while  the  focal  length  of  the  camera  lens  is/  inches,  then 
the  angle  of  elevation  AOA^ 


=  tan- 1^  =  tan-  ^7^^— a, 
Ooi  /.  sec  0 

»=tan"^  ^  cosfl. 


•  (1) 


and  the  elevation  of  A  relatively  to  P  is 

D.^.cosfl (2) 

6  may  be  calculated  if  the  horizontal  distance  ka^  is  measured,  i.e. 


»^.a«-i*^ 


^  =  tan 


/' 
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or  it  may  be  obtained  directly  from  the  scale  at  the  top  of  the  print  or 
negative,  this  being  divided  proportionally  to  the  tangents  of  the 
angles  and  graduated  in  degrees  and  fractions. 

If  the  prints  are  enlarged,/ must  be  enlarged  in  the  same  ratio  in 
the  above  formulae. 

Method  of  Procedure. — The  first  operation  in  a  photographic 
survey,  as  in  other  methods,  is  a  careful  reconnaissance  of  the  area 
to  be  mapped,  for  the  purpose  of  choosing  the  most  suitable  instru- 
ment stations.  These  must  be  so  situated  (1)  that  all  objects 
which  are  to  be  represented  on  the  final  plan  shall  be  clearly  dis- 
tinguishable on  at  least  two  photographs  taken  from  different  points, 
and  (2)  that  the  two  direction  lines  which  locate  any  particular  point 
shall  intersect  at  an  angle  which  is  neither  too  acute  nor  too  obtuse 
(see  below). 

If  a  sketch  plan  is  made,  and  the  area  roughly  shaded  which  is 
likely  to  be  covered  by  satisfactory  intersections  from  each  pair  of 
stations,  there  is  less  likelihood  of  any  portion  being  insufficiently 
surveyed  than  when  the  photographs  are  taken  in  a  more  haphazard 
fashion. 

It  is  very  desirable  that  important  points  should  be  included  upon 
three  photographs  from  different  stations,  so  that  the  third  direction 
line  shall  check  the  intersection  of  the  first  two.  In  fact,  it  is  always 
preferable  to  take  too  many  rather  than  too  few  views. 

The  various  camera  stations  must  be  connected  by  a  triangulation 
system.  This  may  be  executed  by  the  usual  methods,  using  an 
ordinary  theodolite  and  working  from  a  more  or  less  accurately 
measured  base,  the  degree  of  precision  being  determined  by  the  extent 
of  the  survey  and  the  scale  to  which  the  plan  is  to  be  plotted. 

The  camera  stations  will  generaUy,  though  not  always,  be  triangu- 
lation stations  also,  but  the  triangulation  stations  are  not  necessarily 
all  camera  stations. 

The  choice  of  camera  stations  is  thus  largely  influenced  by  the 
nature  of  the  triangulation  which  can  be  arranged  between  them. 

In  lieu  of  using  a  separate  instrument  for  the  triangulation,  the 
angles  may  be  observed  with  the  photo  theodolite  at  the  same  time 
that  the  photographs  are  being  taken. 

The  number  of  plates  to  be  exposed  at  any  particular  station  varies 
with  the  special  conditions  of  the  case,  i.e.  upon  the  area  to  be  mapped, 
and  upon  the  field  of  view  of  the  camera.  The  time  of  exposure  is 
best  calculated  with  an  '*  exposure  meter,"  and  if  the  lighting  will 
permit  without  undue  loss  of  time,  a  small  stop  should  be  used.  Qrtho- 
chromatic  plates  with  a  colour  screen  are  preferable  for  landscape 
work. 

The  views  may  be  oriented : 

(a)  By  sighting  directly  to  another  camera  or  triangulation  station 
with  the  vernier  reading  zero,  and  then  taking  the  bearing  of  the  photo- 
graph axis  from  that  point  on  the  horizontal  scale  of  the  instrument. 
Under  such  circumstances  it  is  very  usual  to  make  the  exposures 
without  waiting  for  the  needle  to  come  to  rest,  and  so  to  neglect  the 
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magnetic  bearing  altogether.  If  desired,  however,  readings  may  be 
taken  as  a  check  at  a  few  stations. 

If  the  views  are  taken  at  36°  intervals  (i.e.  10  to  a  complete  circuit 
at  a  station),  the  photographs  will  overlap  slightly,  and  enable  the 
pictures  to  be  picked  out  very  readily ;  though  the  negatives  are 
easily  identified  if  a  description  is  written  in  red  ink  on  the  celluloid 
strips  at  the  lower  comer  of  the  frame  I  (Fig.  287).  E.g.  Q  -  72°  R  of 
P  would  indicate  that  the  photograph  was  taken  from  station  Q  in  a 
direction  making  an  angle  of  72°  to  the  right  of  the  line  joining  Q  to 
another  station  P. 

(6)  A  photograph  may  be  taken  in  any  direction  to  include  the 
objects  required,  without  reference  to  any  other  station,  when  the 
magnetic  bearing  of  the  line  of  collimation  may  be  read  on  the  curved 
scale  at  the  top  of  the  photograph. 

If  the  bearing  of  any  particular  point  shown  on  the  picture  is 
required,  it  may  be  obtain^  by  measuring  the  horizontal  distance  of 
the  object  from  the  vertical  hair-line  on  the  tangent  scale.  Thus  in 
Fig.  290  the  bearing  of  A  is  96°  on  the  curved  scale  +  6°-50'  on 
the  tangent  scale,  making  a  complete  bearing  of  102°-60'. 

Plotting  the  Survey. — The  plates  having  been  developed  by  a 
competent  photographer,  the  survey  may  be  plotted  from  the  normal 
prints — ^usually  b"  x  4:' — ^made  upon  a  glossy  paper,  employing  a 
magnifying  glass  to  pick  out  corresponding  points  on  pairs  of 
prints. 

It  is  preferable,  however,  to  enlarge  the  photographs  to  two  or 
three  times  the  original  size,  or  sometimes  even  more. 

A  pair  of  prints  covering  the  same  area  are  then  picked  out, 
and  corresponding  points  on  each  dotted  and  numbered  in  coloured 
ink. 

One  method  of  plotting  may  be  illustrated  in  Fig.  289  by  reference 
to  the  photographs  in  Figs.  290  and  291,  which  are  from  a  photographic 
survey  executed  by  the  students  of  the  University  of  Birmingham, 
under  Professor  S.  M.  Dixon. 

Fig.  292  is  reduced  from  a  portion  of  the  finished  plan  which  was 
plotted  to  a  scale  of  300  ft.  to  1  in. 

Two  points  only  are  taken  here :  (1)  the  pier  of  the  bridge,  marked 
a,  and  (2)  the  point  marked  6  on  the  hills  above  the  town. 

The  positions  of  the  camera  stations  P  and  Q  were  found  by  triangu- 
lation,  and  the  view  in  Fig.  291  from  Q  was  72°  to  the  right  of  P,  while 
the  view  in  Fig.  290  from  P  was  216°  from  another  station  R. 

The  magnetic  bearings  are  also  given  on  the  curved  scales  at  the 
top  of  the  prints.  A  Ime  pk,  5-66  in.  in  length,  equal  to  the  focal 
length  of  the  lens  is  drawn  in  the  correct  durection  from  }?,  and  a 
similar  line  qh'  from  q.  At  right  angles  to  these  are  drawn  the 
picture  planes  cd  and  c'd'.  The  horizontal  distance  of  the  point  a 
from  the  vertical  hair-line  of  the  first  photograph  is  marked  oS  (kor^ 
along  cd  to  the  right  of  k.  The  line  j^O]  then  gives  the  direction  of 
a  from  f. 

Similarly,  the  horizontal  distance  of  a  from  the  vertical  line  in  the 
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second  photograph  is  set  off  Va{  along  the  line  c'i\  so  that  the  line  qa{ 
gives  the  direction  of  a  from  g. 

The  intersection  at  A  of  the  two  lines  'pa^  and  qa{  locates  the 
representation  of  the  pier  A  upon  the  plan. 

Similarly,  the  intersection  of  pftj  and  g6/  locates  B,  the  representa- 
tion of  the  point  B  on  the  plan. 

For  a  moderately  small  survey  the  points  may  be  transferred  from 
the  photograph  to  the  picture  plane  cA  or  dd!  by  means  of  an  ordinary 
plotting  scale,  or  a  pair  of  dividers,  or  by  marking  off  the  distances 
along  the  edge  of  a  piece  of  paper. 

For  a  large  plan,  especially  if  the  prints  have  been  considerably 
enlarged  so  that  the  length  fk  is  18  to  36  in.,  say,  a  convenient 
method  is  to  take  a  long  strip  of  paper  and  mark  on  this  a  transverse 
line  to  represent  the  central  vertical  hair-line ;  then  to  place  this  over, 
the  print  so  that  the  transverse  line  coincides  with  the  vertical  line, 
and  to  mark  ofE  the  various  dotted  numbered  points  on  the  edge  of 
the  paper,  each  point  being  carefully  numbered.  The  paper  is  then 
transferred  to  the  plan  so  that  the  transverse  line  is  along  fk^  while 
the  edge  of  the  paper  lies  along  the  trace  cA.  A  long  black  thread, 
connected  by  a  piece  of  thin  elastic  to  a  paper  weight,  is  then  attached 
to  a  pin  placed  upright  in  the  plan  ^  p.  This  thread  is  then 
stretched  taut  over  a  point — ^22,  say — on  the  trace  ci,  while  a  similar 
thread  attached  to  a  pin  at  q  is  stretched  over  the  corresponding  point, 
22,  on  the  trace  c'd\ 

The  intersection  of  the  two  threads  then  locates  the  point  22  on  the 
plan,  and  this  can  be  lightly  marked  as  it  is  unnecessary  to  draw  long 
pencil  rays. 

Professor  Dixon  ^  says :  "  The  most  expeditious  method  of  trans- 
ferring the  horizontal  distances  from  the  prints  to  the  picture  lines 
is  first  of  all  to  prick  through  the  points  desired,  and  then  to  cover 
the  prints  with  the  thinnest  and  most  transparent  tracing  paper 
obtainable,  on  which  are  ruled  hair-lines  to  correspond  with  the  vertical 
lines  through  the  centre  of  each  picture.  The  points  that  have  been 
marked  on  the  prints  are  pricked  and  numbered  on  the  tracing  paper, 
which  is  then  transferred  to  the  drawing  board  for  the  survey  to 
be  plotted.  By  keeping  the  vertical  hair-line  on  the  tracing  paper 
coincident  with  the  Ime  of  direction  of  the  picture  under  consideration, 
the  points  are  easily  marked  along  the  picture  line.  With  care 
this  method  will  be  found  to  be  generally  e^s  accurate  as  is  required 
by  the  scale  of  the  map  being  plotted." 

Levels. — The  altitude  of  some  or  all  of  the  camera  stations  may  be 
determined  by  direct  or  trigonometrical  levelling,  as  was  done  in  the 
survey  shown  in  Fig.  292,  especially  if  the  photographic  work  is  for 
the  purpose  of  filling  in  the  topographical  aetail  of  a  large  scheme, 
or  it  may  be  approximately  deduct  if  the  reduced  level  of  some 
point  {e.g.  the  riulway  line  on  the  bridge  in  Figs.  290  and  291)  shown 
in  one  of  the  photographs  is  known. 

To  illustrate  this,  suppose  the  water-level  at  the  pier  A  at  the 
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instant  that  the  photograph  was  taken  is  considered  to  be  datum 
level.  The  distance  from  P  to  A  is  scaled  from  the  plan  as  2475  ft., 
and  the  distance  of  the  water  surface  at  A  below  the  horizontal  hair- 
line of  the  first  photograph  is  05  in.,  while  the  horizontal  distance 
from  the  vertical  hair-line  is  -65  in. 

By  the  formula  deduced  above,  the  reduced  level  of  the  camera  axis 

at  P  is  D  .  --  '^  ^,  i.e. 
/sec  d 

2475  X  —-    '^^-^—-  =  2475  x  —^  =  22  ft.  nearly. 
\/(5-66)2  +  (-65)*  5-69  ^ 

Similarly,  if  the  water-level  is  unchanged  in  the  interval,  the  altitude 
of  q 

=  2110  X  —  =  24  ft.  nearly. 
571  ^ 

The  altitude  of  the  point  B  calculated  from  f  is  therefore 

22  +  1875  X  ^L  =  174  ft.  above  datum, 
5-80 

while  from  station  q  the  altitude  is 

24  +  2240  X  --^A  «  190  ft.  above  datum. 
0-9o 

The  average  value  is  therefore  182  ft.  above  datum,  and  the 
variation  of  either  value  from  the  mean  about  8  feet.  This  dis- 
crepancy is  rather  excessive,  but  the  error  includes  errors  in  plotting 
the  two  stations,  and  in  scaling  four  distances  from  the  prints 
and  four  from  the  plan.  The  water-level  is  assumed  to  be  identical 
on  both  prints,  and  the  line  of  collimation  of  the  camera  to  be  truly 
horizontal.  Much  closer  results  can  be  expected,  particularly  if  the 
photographs  are  enlarged,  and  if  the  reduced  levels  of  the  camera 
stations  are  found  by  a  direct  method. 

The  reader  may,  as  an  exercise,  determine  for  himself  the  reduced 
levels  of  a  few  points  shown  on  the  two  photographs  in  Figs.  290  and 
291,  taking  the  rail  level  on  the  bridge  as  26-38  ft.  O.D. 

Contours  may  be  interpolated  if  the  altitudes  of  a  number  of 
points  are  found  in  this  way.  It  may  be  noted  that  all  points  on  the 
first  photograph  intersected  by  the  horizontal  hair-line  lie  on  a  contour 
of  approximately  22  ft.  altitude,  while  all  points  on  the  second 
photograph  intersected  by  that  hair-line  lie  on  a  contour  of  approxi- 
mately 24  ft.  altitude. 

Similarly,  views  from  other  stations  fix  other  contours,  and  hence 
the  altitudes  of  a  large  number  of  stations,  between  which  the  required 
contours  can  be  easUy  interpolated. 
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To  Deteimine  the  Focal  Length  of  the  Lens. — ^Usually  the  value 
of  the  focal  length/  is  accurately  determined  and  stated  by  the  makers 
of  the  instrument. 

If  not,  the  value  — '^ 

may  be  deduced 
experimentally  as 
follows : 

(1)  The  angle 
AOB  (Fig.  293)  sub- 
tended at  the  in- 
strument 0  by  two 

distant  objects  A  and  B  is  accurately  measured  on  the  graduated 
horizontal  limb  of  the  theodolite.  A  plate  is  exposed  to  show  A  and 
B,  and  the  distances  o!k'  and  Vk*  are  scaled  ofE  the  negative. 


Fig.  293. 


Now 


and 


and 


Z.  AOB  =  a'06'  =  a'OJfc'  +  6'Oifc', 
a'Oif^tan-i^'*' 


6'OJfc' 


tan  Y> 


.-.  ^  AOB  =  tan-i  ^  +  tan-^  ^. 

The  value  of  /  can  therefore  be  calctdated  if  the  value  of  tan 
Z  AOB  is  abstracted  from  a  table  of  tangents,  for 

tanZAOB=(-^.-^)/(l-^.-^). 

(2)  If  A  and  B  are  two  poles  equidistant  from  the  camera  0,  and 
the  distances  AB  and  EO  are  measured  on  the  ground,  and  the 
distance  a'&'  scaled  from  the  negative,  then /may  be  calculated  as 

/-a -so- 

Photographic  Surveying  in  Canada.  —  The  Canadian  equipment 
designed  by  the  Surveyor-General,  Dr.  E.  Deville,  is  much  less  elaborate 
than  that  usually  employed  in  Europe.  It  consists  essentially  of  a  plain 
fixed-focus  box  camera  provided  with  two  spirit  levels,  and  a  3-in. 
transit  theodolite  reading  to  minutes.  The  tripod  is  interchangeable 
between  the  two  instruments.  The  photographic  plates  are  6^"  x  4^, 
and  bromide  enlargements  about  14"'  x  W  are  used  for  plotting. 

The  first  photographic  survey  was  that  of  the  main  range  of  the 
Rocky  Mountains  adjacent  to  the  Canadian  Pacific  Railway,  executed 
in  1886-92,  and  covering  an  area  of  about  2500  square  miles. 

The  following  are  a  few  particulars  of  the  survey  of  a  portion  of 
the  Selkirk  Mountains  range  ^  in  British  Columbia,  made  in  1901-^ 
by  A.  0.  Wheeler. 

^  "  Photographio  Methods  employed  by  the  Canadian  Photographic  Survey,"  by 
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The  area  surveyed  was  1113  square  miles,  and  the  map  which  was 
contoured  at  100  ft.  vertical  intervals  was  produced  to  a  scale  of 
1/60,000.  The  field  work  occupied  seven  months,  the  party  numbering 
six.  One  hundred  and  twenty  camera  stations  were  occupied,  and 
765  plates  exposed.  The  distance  between  stations  varied  from  1  to 
10  miles,  being  generally  about  6  miles.  The  office  work  occupied 
14|  months,  three  men  being  engaged  upon  it.  The  cost  was  deduced 
as  follows : 

DoIUn. 
Cost  of  field  work         ....    5,073-74 
Cost  of  oflBoe  work        ....    4,395-dO 
Cost  of  material 120-00 

Total M80-34 

Cost  per  square  mile    ....    8-61  dollars. 
Cost  per  acre 1-34  oents. 

In  the  Survey  of  the  Crownest  Forest  Reserve  in  Alberta,^  made 
by  M.  P.  Bridgland  in  1913-14,  and  covering  an  area  of  1600  square 
miles,  the  cost  worked  out  at  $9*50  per  square  mile. 

Errors  in  Photogammetry. — ^The  following  are  a  few  of  the  chief 
sources  of  error  in  photographic  surveying,  apart  from  those  due  to 
any  inaccuracy  in  the  triangulation,  these  errors  having  been  previously 
mentioned. 

1.  Errors  in  orienting  the  photographs : 

(a)  When  the  directions  are  fixed  by  the  observation  of  angles 
measured  on  the  horizontal  scale  of  the  instrument,  those 
directions  are  liable  to  such  errors  as  are  mentioned  (with 
reference  to  the  theodolite)  in  Chapter  IV. 

(6)  These  directions  are  subject  to  an  additional  constant  error 
when  the  line  of  coUimation  of  the  camera  {i.e.  the  line 
joining  the  intersection  of  the  cross-hairs  to  the  optical 
centre  of  the  lens)  does  not  lie  in  the  same  vertical  plane 
as  the  line  of  coUimation  of  the  telescope  by  means  of 
which  the  bearings  are  taken. 

(c)  When  the  directions  are  fixed  by  the  bearings  read  on  the 
curved  scale  at  the  top  of  the  print  the  error  may  be  very 
appreciable,  due  to  local  magnetic  attraction,  diurnal 
variations  of  the  compass,  and  to  the  fact  that  the  scale 
is  not  so  finely  divided  as  the  main  scale  of  the  instrument. 
The  p.e.  may  be,  say,  ±15  minutes. 

2.  Errors  may  be  introduced  when  the  instrument  is  not  accu- 
rately levelled,  e.g.  through  lack  of  adjustment  of  the  bubbles.  This 
source  of  error  has  been  discussed  in  Chapter  IV.  on  the  theodolite, 
and  in  Chapter  IX.  on  the  plane  table. 

3.  Errors  in  level,  if  the  line  of  coUimation  of  the  camera  is  not 


A.  O.  Wheeler,  a  paper  read  before  the  8th  International  Geographical  Congress, 
Washington,  1904. 

1  "Photographic  Surveying  in  Canada,*'  by  M.  P.  Bridgland,  The  Geographical 
Review,  July  1916. 
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exactly  honzontal  when  the  vertical  axis  of  the  instrument  is  truly 
vertical,  and  when  the  bubble  is  in  the  centre  of  its  run.  This  error 
may  easily  be  of  considerable  magnitude,  as  it  is  difficult  to  test  the 
accuracy  of  this  adjustment,  except  by  finding  the  altitude  of  a  point 
at  a  known  distance  from  the  instrument  by  an  examination  of  the 
photographs,  and  then  comparing  the  results  with  those  obtained  by 
independent  means  with  a  theodolite  or  level.  The  telescope  on  top 
of  the  instrument  may  be  used  for  this  purpose  if  desired. 

It  will  be  seen  from  the  example  given  above  that  a  very  small 
error  in  the  position  of  the  horizontal  hair-line,  due  to  sag,  for  instance, 
will  produce  a  considerable  error  in  altitude  and  in  the  position  of 
contour  lines.  Consequently,  the  hair-lines  should  be  examined 
occasionally  to  see  that  they  are  quite  taut. 

4.  Errors  caused  by  the  displacement  of  the  image  on  the  photo- 
graph from  its  true  position  on  account  of — 

(1)  Distortion  by  the  camera  or  enlargement  lens. 

(2)  Distortion  due  to  the  plate  not  being  truly  vertical  in  the 

camera. 

(3)  Shrinkage  or  warping  of  the  print  during  the  development, 

or  toning,  fixing,  washing,  and  drying  processes. 

5.  Errors  in  measuring  the  distimces  from  the  cross-hairs  to  the 
various  points  on  the  prints. 

6.  Errors  in  transferring  the  measured  distances  to  the  picture 
trace  on  the  drawing  paper. 

7.  Errors  in  connecting — and  producing,  when  necessary — ^the 
direction  ray  between  the  station  point  and  the  marked  point  on  the 
picture  trace  to  locate  a  point  on  the  drawing. 

8.  Errors  due  to  the  difficulty  of  identifying  exactly  points  on 
pairs  of  prints.  For  instance,  a  hedge  or  a  road  may  be  seen  quite 
clearly  on  two  photographs,  and  yet  furnish  no  very  distinct  points 
that  may  be  identified  on  two  different  views. 

9.  Mistakes  of  various  kinds,  in  reading  scales  and  transferring 
distances,  confusion  of  points,  etc. 

The  displacement  on  the  plan  of  a  point  A,  which  is  located  by 
means  of  angles  0  and  <f>  a,t  p  and  q  respectively,  as  in  Fig.  294,  when 
these  angles  are  subject  to  probable  errors  of  ±Sd  and  ±8^  respect- 
ively, may  be  considered  as  follows  : 

Let  the  co-ordinates  of  A  be  X  and  Y  with  reference  to  }?  as  origin 
and  pq  as  the  axis  of  X,  and  let  pq=I>. 

Then 


and 


^  =  tanfl, 


»tan  ^, 


D-X 


and 


.  x=      Dtan^ 

tan  0  +  tan  ^' 

Y  _  D  tan  0  tan  <f> 
tan  0  +  tan  ^  * 


(3) 
(4) 


Fio.  204. 
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Then  if  ±  SX^  and  ±  SYj  be  the  probable  errors  in  X  and  Y  due  to  a 
probable  error  of  ±  SO,  and  if  ±  8X,  and  ±  S  Y,  be  the  probable  errors 
in  X  and  Y  due  to  a  probable  error  of  ±  8<f>,  then  by  differentiation, 

^v        •   D  tan  A  sec*  0     ^^  ,-v 

^^^=±(tonXHlan^)«-^''     ...    (5) 

fiv        I   D  tan  0  sec*  A    ^  *  .^. 

^^°*(taii<)  +  ten^)*-^     ...    (6) 

cjv       ,  D  tan*  6  sec*  0   5^  ,-. 

*^»"=^(tanfl  +  ta^^)«-*^      ...    (7) 

CSV  .1^  ^^^  ^  8^*  ^     KJL  /Q\ 

^^*°^(tan0  +  tan^)«-^-    •        •        •    (8) 

The  probable  displacement  of  A  therefore  due  to  probable  errors 
of  ±  S0  and  ±  8^  is 

±  V(sxi)*  +  (sx,)*~+  rsYx)*  +  (SY,)*; 

^.  ^  ^  p  sec  g  8ec_^   g^  ^j^^^  ±  8<?  =  ±  8^, 

tan  g  +  tan  0  ^ 

i.e.  ±  D  cosec  (0-\-<f}) ,  80, 

i.e.  ±  D  cosec  a .  85,      .        .  •     (9) 

where  a  is  the  angle  included  between  the  two  rays. 

The  displacement  is  therefore  a  minimum  when  cosec  a  is  a 
minimum,  t.e.  when  a  is  90^. 

If  the  rays  in  the  example  above  were  fixed  by  means  of  magnetic 
bearings,  and  the  total  p.e.  in  each  direction  angle  is  taken  as  i:  15 
minutes,  then  the  p.e.  in  the  location  of  A  is  ± D  cosec  42°  x  000436 
=  ±  1740 X  1-4945 x  000436  =  ±  11-3  ft.,  represented  by  0038  in.  on 
the  paper. 

If  the  direction  angles  were  measured  on  the  horizontal  scale,  and 
the  total  probable  error  due  to  inaccurate  centering,  bisection  etc., 
is  taken  as  ±  1',  while  the  probable  displacement  of  o^  is  ±  ^^th  of  an 
inch,  say,  corresponding  to  ±  3',  the  total  p.e.  in  0  is  ±3-2  minutes. 

The  probable  displacement  of  A  is  therefore  less  than  01  in.  on 
the  paper. 

Had  the  prints  been  enlarged  so  that  the  picture  trace  was  on  the 
opposite  side  of  A  to  j9,  the  p.e.  in  0  would  have  been  less,  as  the  dis- 
placement of  Oi  through  ^^  in.  would  produce  a  p.e.  of  only  J,  J,  or 
even  less  the  amount  given  above.  Consequently,  the  displacement 
of  a  point  on  the  plan  should  be  exceedingly  small,  and  there  should 
be  no  appreciable  triangle  of  error  formed  when  three  rays  are  employed 
to  locate  a  point. 

Stereophotogammetry  is  a  further  development  of  the  art  of 
photographic  surveying.  Two  views  of  the  same  district  are  taken, 
one  from  each  end  of  a  measured  base,  and  the  negatives  are  examined 
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by  means  of  a  special  instrument  known  as  a  steieocomparator. 
Tlirough  this  the  two  pictures  are  seen  stereoscopically,  and  a  view 
in  relief  is  obtained. 

Thus  if  A  and  B  in  Fig.  295  represent  two  objects,  e^  and  Cj  ^^^ 
two  eyes  at  a  distance  d  apart,  Ae^,  A^j,  Be^  Be^  the  rays  from  A  and 
B  to  Cj  and  gg  respectively,  the  angle  Ac^B  =  AeJR  =  p,  is 
known  as  the  parallax  of  the  objects.  With  the  naked 
eye  values  of  p  as  small  as  30"  can  be  distinguished. 
In  the  stereocomparator  the  distance  d  is  multiplied  by 
means  of  mirrors,  and  owing  to  this  and  to  the  magni- 
fication of  the  image  parallactic  angles  of  less  than  ^ 
second  can  be  distinguished  and  measured. 

From  the  co-ordinates  of  a  point  on  the  pictures — ^and 
these  can  be  measured  very  accurately  with  the  instru- 
ment— and  from  the  value  of  the  parallactic  angle  very 
precise  results  can  be  obtained.  Fio.  295. 

As  the  two  negatives  are  seen  together  stereoscopically , 
points  are  more  easily  identified  than  by  the  usual  methods,  and  the 
field  work  also  is  much  reduced. 

The  method  has  been  largely  used  by  the  engineers  of  Russia, 
Germany,  and  Austria  for  preliminary  railway  and  other  surveys,  and 
it  is  claimed  that  the  results  are  quite  as  accurate  as  those  of  a  good 
stadia  survey.  With  a  photo-theodolite  having  a  focal  length  of 
241-5  nmi.,  using  a  base-line  50  m.  long,  points  at  a  distance  of  1000  m. 
were  found  to  be  uncertain  within  0-8  metre.  And  at  average  distances 
of  200  m.  to  400  m.  with  base-lines  of  25  m.  to  50  m.,  the  accuracy  has 
been  found  to  be  within  0-2  or  0-3  metre  for  distances,  and  007  to 
012  metre  for  elevations. 

A  further  improvement  known  as  the  stereoautograph,  used  in 
conjunction  with  the  stereocomparator,  enables  the  plan  to  be  plotted 
mechanically  with  contours  complete,  and  effects  a  great  saving  in  time 
and  labour. 

For  a  further  account  of  these  instruments  the  reader  is  referred  to 
an  article  by  Mr.  Otto  Lemberger  on  Stereophotographic  Surveying, 
in  the  Engineering  News,  vol.  Ixix.  No.  13. 

Aeroplane  Photography. — ^A  brief  mention  may  be  made  here  of 
the  use  of  aeroplane  photographs  for  filling  in  detail  upon  existing 
maps.  Such  methods  were  largely  used  during  the  war  for  the  location 
of  new  trenches,  etc. 

(1)  The  scale  of  the  photograph  may  be  deduced  from  data  which 
are  shown  both  on  the  photograph  and  also  upon  an  existing  map  of 
which  the  scale  is  known.  A  special  scale  may  then  be  constructed  to 
measure  off  the  required  details  from  the  photograph,  and  these  can 
then  be  plotted  to  any  more  convenient  scale  as  desired. 

(2)  A  simpler  method  is  to  plot  directly  from  the  photograph  on  to 
the  plan  by  means  of  a  "  camera  lucida." 

The  plan  upon  which  the  new  work  is  required  to  be  plotted  is  laid 
flat  upon  the  table,  and  the  photograph  is  held  verticaUy  in  a  stand 
near  by.    The  prism  of  the  camera  lucida  is  placed  over  the  plan. 
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and  the  position  of  the  photograph  is  adjusted  until  it  is  found  by 
trial  that  the  detail  reflected  to  the  eye  immediately  above  the  prism 
exactly  coincides  with  the  existing  detail  on  the  plan  seen  directly 
through  the  prism. 

The  scale  of  the  two  sets  of  detail  can  be  very  quickly  made  to 
coincide,  and  the  new  work  pencilled  in,  as  the  image  of  the  photo- 
graph is  apparently  superposed  on  the  plan. 

It  is  likely  that  aeroplane  or  airship  surveying  methods  will  develop 
very  rapidly  in  the  future.  The  scale  of  any  particular  photograph 
could  probably  be  obtained  with  sufficient  accuracy  from  the  reading 
of  the  aneroid,  which  registers  the  height  of  the  aeroplane  above  the 
ground.  Or  again  the  scale  might  be  obtained  by  including  on  the 
photograph  the  view  of  a  measured  base-line,  the  extremities  of  which 
had  been  well  marked  so  as  to  show  clearly  on  the  photographic 
print. 


Appendix  I 

ERRORS  IN  SURVEYING 

The  discrepancy  between  the  observed  and  the  true  value  of  any  measured 
quantity  in  surveying  is  the  result  of 

(a)  Mistakes. 

(6)  Cumulative  or  systematic  errors, 
(o)  Compensating  or  periodic  errors. 
Mistakes  are  generally  avoidable  and  cannot  be  classed  under  any 
law  of  probability. 

A  few  mistakes  which  occasionally  occur  in  linear  measurements  are 
mentioned  on  p.  38,  Chapter  I. ;  and  in  angular  measurements  on  p.  105, 
Chapter  IV.  Numerous  examples  in  connection  with  other  branches  of 
surveying  will  readily  occur  to  the  reader,  e.g.  the  miscounting  of  the 
revolutions  of  a  current  meter,  miscalculation  in  arithmetical  work,  con- 
fusion of  the  rays  in  plane  table  operations,  etc. 

Cumulative  and  Compensating  Errors  may  be  due  to 

(a)  Natural  causes,  such  as  temperature,  barometric  or  magnetic 

changes,  humidity,  wind,  curvature  and  refraction,  etc. 

(b)  Defects  in  the  construction  or  adjustment  of  instruments. 

(c)  Personal  defects  in  vision,  etc. 

Oumnlative  Errors  are  those  which  tend  always  in  the  same  direction, 
i.e.  either  to  make  the  apparent  measurement  always  too  large  or  always 
too  small. 

Examples  in  linear  measurements  are  given  on  p.  38  ;  and  in  angular 
measurements  on  pp.  98-104 ;  in  levelling  on  pp.  191-205,  while  other 
instances  are  mentioned  throughout  the  volume. 

Cumulative  errors  are  directly  proportional  to  the  number  of  observa- 
tions ;  e,g,  if  the  error  in  the  length  of  a  chain  is  d  links,  the  total  error 
due  to  this  cause  in  a  distance  of  N  chains  is  N  x  e{  links ;  or  if  a  box  sextant 
has  an  index  error  of  d  minutes,  the  total  error  due  to  this  in  the  measure- 
ment of  the  angles  of  a  polygon  of  N  sides  is  N  x  (2  minutes. 

Cumulative  errors  do  not  tend  to  be  eliminated  by  adopting  a  mean 

of  several  independent  measurements  made  under  the  same  conditions ; 

e.g.  if  the  length  of  N  chains  is  measured  M  times,  the  total  error  will  be 

M.N.i 
M  X  N  X  d  links,  and  the  error  in  the  arithmetic  mean  will  be  — \^  *    =  N .  i 

links  as  before. 

Compensating  Errors  are  those  which  tend  sometimes  in  one  direction 
and  sometimes  in  the  other,  i.e.  they  are  equally  likely  to  make  the  apparent 
result  too  large  or  too  small. 

509 
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Examples  which  occur  in  linear  measurements  are  given  on  p.  39 ; 
in  angular  measurements  on  pp.  98-104,  and  in  levelling  operations  on 
pp.  191-205.    Other  instances  are  mentioned  throughout  the  volume. 

It  will  now  be  apparent  that  if  a  number  of  measurements  of  the  same 
Quantity  are  made  with  the  same  instruments,  and  under  the  same  con- 
ditions, it  would  be  possible  to  obtain  consistent  though  inaccurate  values, 
if  all  the  errors  were  cumulative.  For  instance,  if  a  chain  is  0-1  link  too 
short,  and  all  other  sources  of  error  were  eliminated,  the  measurements 
of  the  length  of  a  line  might  agree  among  themselves,  and  jet  the  result 
be  0-1  per  cent  in  error. 

Compensating  errors,  on  the  other  hand,  cause  the  variations  between 
a  number  of  observations,  variations  which  occur  to  some  extent,  however 
carefully  the  quantity  is  measured,  and  it  is  to  this  class  of  error  only 
that  the  Theory  of  Probability  can  be  applied. 

Theory  of  Errors. — The  object  of  the  Theory  of  Errors  is  to  determine 
from  the  actual  observations  that  value  which  is  most  probably  correct, 
assuming  the  errors  are  all  compensating,  i.e.  equally  likely  to  be  +^ 
or  - " ;  or,  as  explained  below,  to  find  the  "  probable  error  "  of  the 
result. 

The  probability  that  a  particular  event  will  or  will  not  occur  is 
expressed  by  means  of  a  fraction  which  lies  between  the  limits  of  1  and  0. 

For  example,  a  probability  expressed  by  \  indicates  a  certainty,  i.e. 
the  chances  are  1  in  1  that  the  event  will  occur,  while  a  probability  of 

0  indicates  that  the  chance  is  nil.    A  probability  of  -  indicates  that  the 

event  will  occur  on  the  average  one  time  out  of  n. 

An  equation  expressing  the  probability  (y)  of  an  error  of  a  given 
magnitude  x  occurring  in  an  infinitely  large  number  of  measurements 
may  be  derived  from  theory  as 

y=  *.c-*'*'ete,  ....     (1) 

where  A;  is  a  constant,  depending  upon  the  precautions  taken,  etc.,  and  e 
is  the  base  of  Naperian  logarithms,  i.e.  2*71828  (see  Appendix  II.). 

A  curve  representing  this  formula  is  shown  in  Fig.  296,  though  the 
exact  shape  depends  upon  the  value  of  k.  The  greater  the  precision  of 
the  measurements  the  higher  is  the  vertex  of  the  curve  at  0,  and  the 
nearer  do  the  outer  portions  of  the  curve  approach  the  base. 

As  the  index  of  e  is  an  even  power,  the  graph  is  symmetrical  for  +  ^* 
and  -  ^  values  of  x. 

The  probability  that  an  error  lies  between  specific  limits  Xi  and  x^  is 
therefore 

y=-^    e-*"*'^,         ....     (2) 


and  is  represented  by  the  area  under  the  curve  between  the  ordinates  a^i 
and  Xgf  the  whole  area  under  the  curve  being  unity,  i.e. 


k    f 


si' 


ERRORS  IN  SURVEYING  fill 

This  foimnla  assumes : 

(1)  +"  and  -'■  errora  are  equally  likely  to  occur. 

(2)  Small  errors  occur  more  frequently  than  large. 

(3)  As  the  error  becomes  larger  the  probability  o£  its  occurrence 
becomes  smaller,  though  the  possibiUty  of  an  error  of  any  magnitude  is 
assumed,  while  in  practice  it  is  found  that  large  (compensating)  errors 
do  not  occur. 

The  term  Probable  Errot  (p.e.)  is  applied  to  that  value  of  x  which  is 
of  such  magnitude  that  in  a  single 
measurement  the  occurrence  of  a 
larger  or  of  a  amaUer  error  is 
equally  likely.  Thus  if  in  Fig.  296 
X  represents  the  probable  error, 
and  y  the  ordinate  at  that  point, 
the  area  under  the  curve  from  00 
to  B  wiU  be  equal  to  the  area  be- 
yond B.  X  has  a  corresponding 
value  -a;  on  the  -"  side  of  the 
curve,  BO  that  the  probable  error 

should  strictly  be  expressed  as  ±a:,  ^°-  296.— Probability  Curve, 

when  the  area  under  the  curve  from 
B'  to  B  should  be  equal  to  the  sum  of  the  areas  beyond  these  points,  i.e. 


If  a  number  of  measurements  are  made  of  a  quantity  whose  true  value 
is  known,  the  true  values  of  the  errors  which  are  made  in  each  case  can  be 
ascertained.    Let  these  be  z',  x",  xf",  etc. 

From  equation  (2)  the  p.e.  of  a  single  observation  may  then  be  deduced 


y?. ....  (3) 


p.e.=  ±0-6745 

where  '£.x=x'  +  x'  +  x"'  .  .  .  and  n  is  the  number  of  observations,  i.e. 
this  expression  states  that  under  the  special  conditions  under  which  the 
measurements  are  made  it  is  equally  likely  that  the  error  in  any  individual 
measurement  is  greater  or  less  than  this  quantity. 

This  result  is  very  useful  as  a  guide  to  the  degree  of  precision 
which  has  been  obtained  or  which  is  obtainable  under  certain  stated 
conditions. 

For  instance,  in  triangulation  the  three  angles  of  each  triangle  should 
sum  exactly  to  180°  ( +  spherical  excess) ;  if  not,  the  error  in  each  trianide, 
i.e.  the  "triangulation  error,"  can  be  computed.  Consequently,  if  a 
number  of  observers  are  engaged  upon  triangulation,  and  the  p.e.  for  each 
is  calculated  from  their  various  triangular  errors,  a  comparison  of  the 
reliability  and  precision  of  each  can  be  made. 

The  error  that  may  be  expected  with  a  certain  Surveyor  with 
certain  instruments  and  under  certain  conditions  may  also  be  deduced. 

Other  criterions  of  accuracy,  viz.  Mean  Square  Error,  and  Average 
Error,  are  often  applied  to  a  series  of  observations  instead  of  the  Probable 
Error. 
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The  Mean  Square  Error  may  be  defined  as  the  square  root  of  the 
arithmetic  mean  of  the  squares  of  the  separate  errors,  i.e. 


— ,        .        .        .        .     (4r) 


where  n  is  the  number  of  observations. 

The  Average  Error  is  the  arithmetic  mean  of  all  the  errors,  disregarding 
signs,  %,e, 

e.-±^ (6) 

It  may  be  proved  by  the  application  of  equation  (2)  that  for  a  very 
large  number  of  readings 

p.e.— 0'674r5xe.m.8 (6) 

and  p.e.=  0-845  xea.  .  •    (7) 

The  general  form  of  equation  for  p.e.  is 

p.e.=  ±0-6745V— .  •  •        •    (») 

though  the  calculations  may  be  simplified  by  the  adoption  of  equation  (7), 
when  the  number  of  observations  is  very  large. 

In  many,  if  not  most,  measurements  made  in  surveying,  however, 
the  true  value  of  the  measured  quantity  is  unknown,  and  consequently 
the  true  values  of  the  errors,  i.e.  x',  a^  .  .  .  cannot  be  ascertained. 

If  the  number  of  observations  is  infinitely  large,  it  follows  from  the 
Law  of  Errors  that  the  arithmetic  mean  is  the  true  value,  and  hence  that 
the  difEerences  between  this  and  the  individual  results  give  the  true  errors. 

When  the  number  of  observations  is  limited,  however,  the  arithmetic 
mean  will  most  probably  be  in  error,  and  the  differences  between  the 
arithmetic  mean  and  the  observed  values  are  not  true  errors,  but  only 
apparent  errors  or  residuals. 

It  then  becomes  important  that,  although  the  arithmetic  mean  is  the 
result  most  likely  to  be  correct,  the  p.e.,  e.m.s.,  or  av.e.  of  this  mean  should 
be  ascertained. 

Thus  if  a;  be  the  true  error  of  any  individual  measurement,  x^  the 
apparent  error  or  residual,  and  8x  the  difference,  i,e. 

then  a?i*-2a;.8a;  +  (&c)*=a;« (9) 

But  Sx  is  constant  for  any  particular  series  of  measurements,  and  is 
the  difference  between  the  real  and  apparent  errors  in  every  case.    Also 

the  true  e.m.s.  of  a  single  observation  is  .  /  —  from  (4). 

Therefore,  taking  the  summation  of  each  of  the  terms  of  (9), 

2xi*  -  28xlx  +  (Sa?)* = n(e.m.s.)«, 
i.e.  Lxj^ + (&;)* = n(e.m.s.)*, 

because  ^^0,  the  values  of  x  being  equally  likely  to  be  +''•  or  -'•. 
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As  an  approximation,  8x  may  be  taken  as  equal  to  e.m.s.,  both  these 
values  decreasing  as  n  increases. 

/,  2xi*  +  (e.m.8.)^=n(e.m.s.)*, 
^Xi^^'in  -  l)(e.m.8.)*, 

i.e.  e.m.s.  =  ±  .  /~^\-, (10) 

V  (n-1) 


This  formula  then  gives  the  e.m.s.'s  of  a  single  observation  when  ^^^ 
is  the  sum  of  the  squares  of  the  individual  residual  errors.  In  formula 
(4)  2)x^  is  the  sum  of  the  squares  of  the  real  errors. 

Similarly, 


p.e.  =  ±  0-6745  ^/3^V,-       •  •    (H) 

V  (w-1) 


(n-1) 

Now,  it  may  be  deduced  from  theory  that  the  precision  of  a  result 
varies  directly  as  the  square  root  of  the  mmiber  of  observations;    i.e. 

if  the  p.e.  (e.m.s.  or  av.e.)  of  a  single  observation  is  deduced  as  a;  by 
the  equations  given  above,  the  p.e.  (e.m.s.  or  av.e.)  of  the  mean  of  n 

X 

observations  will  be  -7='  i.e.  the  e.m.s.  of  the  arithmetic  mean 


in -I) 
The  p.e.  of  the  arithmetic  mean 


=±y-f^ (12) 

V  n(n-l)  . 


=  ±06745     /^^.  .        .        .     (13) 

V  n(n-l) 


The  av.e.  of  the  arithmetic  mean 


^^3ut 


=  ±— T^'lL-^ (14) 


Other  results  which  may  be  useful  are : 

(1)  If  A  =  BCD,  where  A,  B,  C,  D  are  variables, 


e^  =  ±  n/(BC  .  eo)2  +  (CD .  eB)^  +  (BD .  ec)^ 

where  e^,  eg,  ec,  and  e^  are  the  errors  (p.e.,  e.m.s.,  or  av.e.)  in  A,  B,  C,  and 
D  respectively. 

(2)  If  A  =  B±C±D  .  .  . 

e^=  +  v(6b)  +60+^0    •  •  • 

As  an  instance  of  the  application  of  this  rule  may  be  mentioned  the 

case  of  triangular  error. 

Thus  if  the  p.e.  of  a  single  triangle  of  a  system  =  ±2*',  the  p.e.  of  a 

2" 
single  angle  =  ±  — tt- 

2l 
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Example  1.  If  with  a  4-in.  theodolite  the  p.e.  of  acingle  obeeiration  is  ±  1',  then 

1' 
by  adopting  a  mean  of  four  repetitions  (p.  105)  the  p.e.  is  rednoed  to  +  ~^»  30^. 

Example  2.  A  number  of  measurements  of  a  line  gave  the  following  results : 

Links.  »i,  si*. 

7017  0  0 
70U                              -  3  9 

7018  +1  1 
7020  +3  9 
7016  -2  4 
7018  +1  1 


Mean-7017  Za^»10  Zxi*»24 

Applying  equation  (11)  the  p.e.  of  a  single  measurement 

=  ±  0-6746  a/^=.  ±1-48  links  nearly. 

Similarly,  by  equation  (13),  the  p.e.  of  the  arithmetic  mean 

=  ± 'Q146k/^\=  ±  -60  link  nearly. 

^    O.  D 

The  length  of  the  line  would  therefore  be  stated  as 

7017  chains  ±-60  link. 

An  appHoation  of  formula  (7)  would  give  the  p.e.  of  the  arithmetic  mean 

=  ±•846 ^=   -63  link. 

6.  V6 

The  discrepancy  between  the  results  is  due  to  the  small  number  of  readings. 
Strictly  speaking,  the  theory  of  errors  is  not  applicable  in  such  a  case,  as  Uie 
assumption  that  n  is  a  very  large  number  is  not  true.  In  practice,  however,  it 
is  usual  to  apply  the  first-mentioned  formula  (11). 

It  must  be  noted  here  that  the  above  result  does  not  state  that  the 
length  of  the  line  is  correct  to  within  ±  0*60  link. 

In  the  first  instance,  it  infers  that  the  length  is  as  likely  to  be  between 
the  limits  70*164  and  70-176  chains  as  to  be  outside  them ;  it  does  not 
infer  that  *60  link  is  the  maximum  error. 

Secondly,  no  account  is  taken  of  cumulative  or  constant  errors,  such 
as  errors  in  the  length  of  the  tape,  etc. 

The  magnitude  of  the  p.e.  therefore  is  no  real  criterion  as  to  the  absolute 
accuracy  of  the  result,  but  it  is  a  useful  guide  as  to  the  skill  and  care  with 
which  the  work  has  been  executed. 

Weighting. — ^When  certain  of  the  observations  are  made  under  more 
favourable  conditions  than  others,  and  are  judged  more  likely  to  be  correct, 
they  may  be  "  weighted." 

Thus  suppose  the  first  observation  in  Example  2  above  is  judged 
to  be  twice  as  accurate  as  observations  2,  3,  5,  6,  while  the  fourth  is 
judged  to  be  twice  as  accurate  as  the  first. 

The  first  may  then  be  considered  equivalent  to  2,  and  the  fourth  to 
4  observations,  e,g, : 


7017x2= 

14034 

7014x1= 

7014 

7018x1  = 

7018 

7020x4= 

28080 

7016x1= 

7015 

7018x1= 

7018 

10 

10)70179 

7017-9 
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-0-9  -81x2=  1-62 

-  3-9  =  1521 

+    1  =     -01 

+  21  4-41x4=  17-64 

-2-9  =  8-41 

+   -1  =     -01 

2)3^*=  4290 

The  p.e.  of  the  weighted  mean 

=  ±.6745    /S, 
V    10-9' 

=  ±  -465  link. 
The  p.e.  of  a  single  observation  of  unit  weight 

=  ±  .6745^^-  ±  1-47  links. 

The  p.e.  of  the  first  observation 

1-47 
=  ± -is=  =  ±  1-04  links. 

The  p.e.  of  the  fourth  observation 

1-47 
=  ±-i==± -736  link. 

The  term  "  Permissible  Error  "  is  often  used  in  surveying,  and  denotes 
the  maximum  allowable  limit  that  a  measurement  may  vary  from  the  true 
value,  or  from  a  value  previously  adopted  as  correct.  It  includes  all 
classes  of  error — cumulative,  compensating,  and  mistakes. 

For  example,  if  triangulation  stations  have  been  located  by  accurate 
trigonometrical  operations,  and  the  detail  between  such  points  is  to  be 
filled  in  by  means  of  chain  surveys,  the  Surveyors  may  be  told  that  their 
permissible  error  for  the  chain  work  is  y^,  i.e.  that  if  the  distance  between 
the  two  stations  upon  which  they  are  working  differs  by  more  than  0-1 
per  cent  from  the  trigonometrical  result,  the  work  must  be  repeated,  or 
the  source  of  error  discovered.  If  the  discrepancy  between  the  chain 
and  trigonometrical  results  is  smaller  than  the  permissible  error  it  would 
be  distributed  evenly  throughout  the  work,  so  as  to  be  as  little  appreciable 
as  possible  upon  the  finished  plan. 

Examples  of  the  permissible  error  for  various  classes  of  work  have 
been  mentioned  throughout  the  volume. 

The  value  of  the  permissible  error  in  any  given  case  depends  upon  the 
scale  and  purpose  of  the  plan,  the  instruments  available,  etc. 

A  good  general  rule  is  to  so  fix  the  permissible  error  that  after  the 
necessary  adjustments  have  been  made  no  point  on  the  plan  is  likely  to  be 
displaced  an  appreciable  amoimt  from  its  true  position,  e.g.  not  more  than 
yj^  in.  say. 

This  again  depends  upon  the  class  of  work,  e,g.  for  route  surveys  it 
would  obviously  be  much  too  severe. 
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TRIGONOMETRICAL  FORMULAE 

Formulas  in  Plans  Tbigonomstbt 

a-k-b-k-c 

8  2 

S  =  area. 

sin  A_sm  B^sinC 
a  b  c 

a>»6*+c*-2&cco8A 

sin*  A  +  COB*  A  =  1    . 

sin  (A  ±  B) =siii  A  cos  B  ±  sin  B  cos  A 

cos  (A±  B)  «cos  A  cos  B  +  sin  A  sin  B 

sin  2A=2  sin  A  cos  B 

cos  2  A = cos*  A  -  sin*  A 

=  l-28in*A     . 

=  2  cos*  A  - 1    . 

sin  A  +  sin  B  =  2  sin  i(A  +  B)  cos  l(A-B) 

sin  A -sin  B=2  cos  ^(A  +  B)  sin  i(A-B) 

cos  A  +  cos  B  =  2  cos  J( A  +  B)  cos  J( A  -  B) 

cos  A  -  cos  B  =  -  2  sin  i(A  +  B)  sin  J(A  -  B) 

i      /  A  j^  "D\      tan  A  ±  tan  B 
tan(A±B)=.p^      \    — ^    . 

1  +  tan  A  tan  B 
tani(A-B)_a-6 


tan|A  = 


tani(A  +  B)    a  +  fe  ' 

sin  A    _      /{s  -b)  {s-  c) 
V       8(8- a) 
sin  A 


1+cos  A 
cot  JA  = 


1  -  cos  A 


siniA=^ 


(s-b)(8-6) 
be 


cos 


*A=/-^^ 


(1) 

(2) 
(3) 

(6) 

(6) 

(7) 

(8) 

(9) 
(10) 

(11) 
(12) 

(13) 
(U) 

(16) 

•  (16) 

•  (17) 
.     (18) 

•  (19) 


616 


TRIGONOMETRICAL  FORMULAE 


517 


S=  j8(8-a){8-b)(8-c) 

=|&.c.8mA- 

_a*smBsinC 
2 .  sin  A 

8mlia;  = =a; +  —  +  —-  +  .  . 

2  3!     5! 


^-\-e~' 


x" 


Q^       7^       7^ 

1     7^     y^     3? 
cosas—l -— +  —  —  —  +  .  .  . 

2!     4!     6! 
8ml'=0-000004848 
log  sin  1'= 6-6855748  . 


(20) 
(21) 

(22) 
(23) 
(24) 
(25) 
(26) 

(27) 

(28) 
(29) 


FORHITL&K  IN  SfHEBICAI.  TrIOONOHBTRT 

, ^-. 

S^area. 

sin  A  _  sin  B  _  sin  C 
sin  a     sin  6     sin  c 

cos  a=co8  ^  cos  c  +  sin  6  sin  c  cos  A 

cos  A  =  -  cos  B  cos  C  +  sin  B  sin  C  cos  a 

cot  A  sin  B  =  cot  a  sin  c  -  cos  B  cos  c, 

or  cos  B  =  cot  a  tan  c  when  A  =  90° 

tan  i(a  +  6)  =  ^^4!-^!  ^  h> 
*^       '    co8i(A+B)       "^ 

tanJ(a-6)=?!^Mz|)tanio 
sm^(A  +  B)        * 

tanJ(A  +  B)=2?4[?:z|)cotJC 
*  '    cosJ(a  +  6)        ' 

tan}(A-B)=?!5^«-|!cotJC 

sin^(a+&)        * 

tan  JA  =  ,  /^..  ^^)^  («H«) 

V  sin  « .  sin  («  -  a) 

V  sin  6 .  sin  c 


sin 


cos 


1 .  _      /sin  8  sin  {s  -  a) 
V      sinfe.sinc    *   ' 


(1) 

(2) 
(3) 

(4) 
(4a) 

(5) 
(6) 
(7) 
(8) 

(9) 
(10) 

(11) 
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Ten  fonnalae  for  right-angled  triangles  may  be  obtained  from  two  rules, 

known  as  Napier's  Rules  of  Circular  Parts. 
Thus  if  the  angle  C  in  the  spherical  triangle 
ABC  is  90^  and  if  five  other  parts  taken  in 
order  round  the  triangle  are  arranged  as  in 
the  diagram,  then 

The  sine  of  any  one  part,  known  as  the 
middle  part,  is  equal  to 

(1)  the  product  of  the  tangents  of  two 
adjacent  parts,  or 

(2)  the  product  of  the  cosines  of  the  two 
opposite  parts,  e,g. 


Fia.  297. 


and 


sina«»tan[^-B]  tan  6  =  cot  B .  tan 6, 
sina^coB  (^-Aj  co8(^-cj=8in  A  sine. 


etc. 


Appendix  III 
MISCELLANEOUS  EXAMPLES 

1.  (U.  of  L.)  Beferring  to  the  diagram  Fig.  298,  A,  B,  G,  D  are  four  points  in 
a  town  (fixed  on  the  ground  and  all  invisible  from  one  another)  through  which 
the  centre  line  of  a  storm-water  sewer  (to  be  laid  by  tunnelling)  is  to  pass  in 
plan. 

The  sewer  is  to  run  straight  from  A  to  B  and  from  D  to  G,  and  these  straight 
portions  are  to  be  connected  by  a  curve  EF  as  shown. 

It  is  desired  to  sink  a  shaft  at  one  end  of  the  curve,  and  it  is  found,  by  means 
of  a  rough  plan,  that  a  radius  of  600  ft.  will  bring  the  end  E  on  to  some  vacant 


/  /    _   \  \ 


Fig.  298. 


ground,  and  that  E  will  be  invisible  from  G  but  visible  from  a  point  G  100  ft. 
irom  G  along  GL. 

A  traverse  is  run  along  the  roads,  and  the  angles  and  distances  shown  are 
obtained. 

Taking  A  as  the  origin  of  co-ordinates,  and  the  bearing  of  AH  as  zero  (and 
working  to  one  decimal  of  a  foot  and  to  the  nearest  minute  only),  you  are  required 
to  calculate : 

(a)  The  co-ordinates  of  all  points  except  G,  E,  F,  and  Z. 

(b)  The  bearings  of  AB  and  DG. 

(c)  The  angles  HAB,  NDG,  and  GZB  (required  for  setting  out  the  direction 
of  AB  and  DG),  and  the  distances  AB,  DG. 

(d)  The  bearing  and  length  of  BG. 

(6)  The  angles  ZBG  and  ZGB,  and  the  distances  BZ  and  CZ. 
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(/)  The  tangent  distanoe  ZF  or  Z£,  and  the  distances  BF  and  C£. 

(g)  The  oo-ordinates  of  Q  and  £  and  the  bearing  of  GE. 

(h)  The  angle  CGE  and  the  distance  GE  (required  for  fixing  the  position 
of£). 

(f )  The  table  of  tangential  angles,  and  the  total  length  of  the  curve  required 
for  setting  out  the  curve  in  60  ft.  chords  from  £.  The  angles  are  to  be  set  ofE 
from  £Z  as  zero. 

ij)  The  depth  of  the  shaft  at  £  down  to  invert  level,  given  that  the  reduced 
level  of  the  ground  at  E  is  67-4  ft.,  the  invert  levels  at  D  and  A  are  to  be 
32-1  and  27-6  respectively,  and  the  gradient  is  to  be  uniform  along  the 
centre  line. 

{N.B, — If  you  prefer  to  work  otherwise  than  by  co-ordinates,  you  may  omit 
Nos.  (a),  (6),  {d),  and  {g). 

In  ( j),  if  you  have  been  unable  to  find  the  whole  length  of  sewer,  you  may 
assume  a  length.) 

2.  (I.C.E.)  In  order  to  ascertain  the  direction  of  the  underground  flow  of 
water,  borings  were  put  down  at  three  points  A,  B,  and  C,  B  being  true  north  of 
A,  and  C  lying  westward  of  A  and  B. 

The  distance  from  A  to  B  was  3000  ft.,  B  to  C  4000  ft.,  and  A  to  C  5000  ft. 
The  observed  undeipround  water-levels  above  datum  were  at  A  130  ft.,  at 
B  170  ft.,  at  C  10  ft. 

What  is  the  direction  of  underground  flow  7 

3.  (U.  of  L.).  A  line  AB  bears  N.  26°  £.,  and  a  line  AC  bears  N.  115°  W. 
The  surface  of  a  plane  stratum  of  rock  falls  from  A  to  B  1  in  vertical  to  15  hori- 
■ontal,  and  rises  from  A  to  C  1  vertical  to  25  horizontal.  Find  the  reduced  level 
of  a  stratum  of  rook  at  a  point  P  3000  ft.  north  of  A,  the  reduced  level  of  A 
being  120  ft.  A  graphical  method  may  be  used,  provided  great  accuracy  is 
observed. 

4.  (U.  of  L.)  When  setting  out  the  centre  line  for  a  tunnel  between  the  two 
ends  A  and  B,  an  observatory  station  C  is  chosen  on  the  top  of  the  hill  from  which 
both  A  and  B  are  visible,  but  it  is  not  on  the  centre  line  of  the  tunnel.  Let  D 
be  a  point  on  a  vertical  through  C. 

The  horizontal  projection  of  the  anffle  ACB  is  45°-58',  the  vertical  angle  ACD 
is  49°-46',  and  the  vertical  angle  BGI)  is  57 ''-42'.  The  horizontal  projection 
of  CA  is  760  yds.,  and  of  CB  800  yds. 

Find  the  horizontal  distance  between  A  and  B,  and  the  difference  in  leveL 

5.  (U.  of  L.)  It  is  required  to  determine  the  exact  distance  between  two 
inaccessible  stations  0  and  D  located  on  the  north  side  of  a  hill  by  observations 
taken  from  a  base-line  AB  on  the  south  side  of  the  hill ;  from  a  station  A  on  this 
base-line  the  station  C  can  be  seen,  but  not  the  station  D ;  and  from  a  station  B 
on  tins  base-line  the  station  D  can  be  seen,  but  not  C.  There  is  no  station  on  the 
base -line  from  which  both  C  and  D  can  be  seen.  State  precisely  how  you  would 
carry  out  tlus  work  in  the  field,  what  observations  you  would  make,  and  what 
calculations  would  be  required. 

6.  (U.  of  L.)  The  slope  of  a  certain  piece  of  ground  (which  may  be  regarded 
as  a  plane  surface)  is  1  in  4.  On  the  surface  of  tlus  groimd  a  line  AB,  376  ft.  long, 
is  laid  out  at  a  gradient  of  1  in  9. 

Find  the  slope  of  the  ground  in  a  direction  at  right  angles  to  AB  as  seen  in 
plan. 

If  AB  })e  the  centre  line  of  the  formation  for  a  path  10  ft.  wide,  horizontal 
transversely,  and  with  side  slopes  of  2  horizontal  to  1  vertical,  calculate  the 
volume  of  the  earth  to  be  moved  in  making  the  path.  There  is  to  be  neither 
cutting  nor  filling  along  the  centre  line. 

7.  (U.  of  L.)    A  line  AB  500  ft.  along  is  set  out.    The  theodolite  is  set  up 
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at  A  and  at  B,  obaerrations  of  points  C  and  D  being  made  and  the  following 
angles  leootded : 


Bearing  of  AB    . 

.    25 

degrees 

E.  of  N. 

AC    . 

.     69 

W.  of  N. 

AD    .        . 

.    20 

>f 

BC    .        . 

.  113 

99 

BD    .        . 

.    80 

ft 

Altitude  of  C  from  A  . 

.    20 

Altitude  of  D  from  A  . 

.     18 

The  point  A  is  166  ft.  above  datum.     Determine  the  heights  of  C  and  D 
above  datum  and  the  horizontal  distance  of  C  from  D. 
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ANSWERS 

Ghaptsb  I.  (p.  43) 

1.  Yes. 

2.  Simpson's  Rule,  1123|  sq.  yds. ;  Trapezoidal  Rule,  1131  sq.  yds. ;  Average 
Ordinate  Rule,  1099  sq.  yds. 

3.  (1)  441-7+2000+ 566-7 =3008-4  sq.  links  ==:  0-0301  acre. 

(2)  462-6+1976  +  650    =2987-5         „      =00299 

(3)  483-3  +  1900+633-3=2916-7         „      =0-0292 

4.  1444  sq.  ft 

6.  This  error  is  "oumulatiTe,'*  and  the  true  area  =30-18  acres  nearly. 

6.  Write  equation  as  2  log  S= log  « + log  («  -  a)  +  log  («  -  6) + log  {s  -  c)  and 
differentiate 

o*=±-^^^<  2*(«-a)-D.cJ-»  -^  and  -^are  similar  terms, 

Answer  =  ±0-056  sq.  chain. 

7.  Maximum  error  of  1  in  11-5;  16-9,  say  16  ft. 

8.  (a)  2-186  acres. 

(b)  36°-ll'  and  81^-0'  nearly.    48^-41'  and  37^-16'  nearly. 

(c)  7-541  chains. 

(d)  ±00104  sq.  chain. 

(e)  ±4^'  and  ±3^'  nearly. 
(/)  ±0-4  link  nearly. 

9.  1*431  acres. 

Chaftibb  III.  (p.  78) 

1.  (i.)  59  divisions  on  primary  =60  on  vernier, 
(ii.)  44  divisions  on  primary  =45  on  vernier. 

(iii.)  (a)  120.    (b)  60. 

2.  75^-30'.     -61  ft. 

3.  (a)  32'-17'-6.     (6)  3'-7'-6  to  be  subtracted. 

4.  70^-34'  to  nearest  minute. 

Chaptkb  IV.  (p.  109) 
1.  371'.     Yes.    No  effect. 


2.  j~6>.    0-43  inch. 
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Chaftxb  v.  (p.  144) 

1.  2*148  acres  nearly. 

2.  At  station  3  the  N.  point  of  needle  is  probably  deflected  about  3^  towards  W. 

3.  710  ft.     l62**-46'. 

4.  Southings  exceed  Northings  by  198-4  ft. ;  Eastings  exceed  Westings  by 
18*4  feet.  The  error  is  therefore  too  large  to  be  caused  by  the  miuM  ai^;ular 
error  that  data  suggests. 

Error  is  probably  in  D£.  An  assumed  error  in  D£  of  200  ft.  (which  would 
be  possible,  due  to  a  miscount  of  the  chain  lengths)  will  leave  a  discrepancy  of 
0-8  in  latitude  and  0  in  departure  to  be  balanced. 

6.  86°-42'.    Length  of  CD =61 1-6  ft. 

6.  (1)  1613-41  and  163204.    (2)  2163-6.     (3)  46''-2r  nearly. 

7.  (a)  6-317  acres.    (6)  and  (c)  6-318  acres  nearly. 

8.  (a)  1507,  128.    (6)  1295-7,  78°.36'  E.  of  N.     (c)  40°.12'. 

9.  AB,  N.  30°  E.  BC,  S.  60°.14'  E.  CD,  S.  0°-16'  E.  DA,  S.  2^-27'  W. 
AD =476-9  ft. 


Chaptbb  VI.  (p.  205) 

1.  (1)  2-31  ft.    (2)  No.    (3)  Adjust  to  6-78  on  staff  at  B. 

2.  7' ;  at  B»6-68,  at  C=7-28. 

The  axis  of  bubble  is  not  at  right  angles  to  the  vertical  axis  ;  nor  is  the  line 
of  coUimation  parallel  to  the  axis  of  bubble.  The  line  of  colUmation  may  or  may 
not  be  parallel  to  the  axis  of  the  telescope,  and  this  may  or  may  not  be  at  right 
angles  to  the  vertical  axis  of  the  instrument. 

3.  Last  point,  ohainage=500  ft.     Reduced  level =36*96  ft. 

4.  Depth  of  cut  at  1,  2,  3,  4=  1018,  7-27,  3- 10, 1-36  ft  respectively.  Height 
of  bank  at  6,  6=303,  2-70  ft.  respectively. 

6.  (a) =860  ft  radius.  Movement  on  staffs  0*016  ft. 
(6)=  172  ft.       „  „              „        =0073  ft. 
(c)=14-3ft.     „  „              „        =0-88  ft. 
(rf)=430ft.       „  „              „        =0029  ft 

7.  4-30  ft.  and  4-62  ft.     7-98  ft.  at  B. 

8.  5  miles  +  1-26  ft 

10.  (a)  0-134  ft     (b)  0116  ft 

11.  (a)=79-46  ft.     (6)=7911  ft     Axis  of  instrument  at  B=83-61,  C=81*27. 

Approximate  distance  ab= 62  chains. 


Chaptkb  Vn.  (p.  224) 

1.  110-06  ft.     17410  ft. 

2.  ±0-206  ft     ±0186  ft 

3.  136-2  ft.  above  datum. 

4.  About  666-6  ft  above  instrument  axis. 

6.  ±  v/(0^684)«T(0-0434)2+  (2-146p=  ±215  ft  say  in  aU. 

6.  D=1059  ft.  about     R.L.  of  B= 666-9  ft.  about 

7.  p.e.  in  A,=  ±0*12  ft;  in  D=  ±1*2  ft.  nearly ;  in  Ai=  ±10  ft  nearly. 
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8.  1248*36  ft.  about.    r=l(r-36,  K=00688. 

9.  1748-6  ft.    r«16M6,  K=00797. 

10.  ±0-36  ft.     ±0-39  ft 

11.  2082*8  ft 

12.  161  ft.  below  datum. 

13.  PQ=684-2  ft.    Altitudes,  P=342-2,  Q=411-7. 


Ghaptbb  Vni.  (p.  270) 

1.  012  inch.    464-6  ft 

2.  100.     1-2  ft 

3.  (1)  60-3.     (4)  118-7.     (9)  160-6  ft. 
Levels  B= 80-68.    C»112-68.    D»106-69. 

(1)  88-82.     (4)  94-80.     (9)=  173-46  ft.  above  datum. 

4.  +0-40  or  -0-37  ft.     ±007  ft  nearly. 

6.  ±2-62  ft  in  distance.     ±016  ft.  in  altitude. 

7.  644-4  ft.    641-9  ft 

8.  631-3  ft.     -  3-61  ft. 

Ghaptbb  IX.  (p.  292) 

1.  Mean  R.L.=  1374  ft  above  datum. 

2.  0-0011  in.  (».6.  negligible) ;  0-024  in.  (appreciable);  0-1  in.  (large). 

3.  301-6  ft 

Chaftbb  X.  (p.  322) 

1.  16,  14-69,  13-78,  12-26,  1013,  7-37,  400  ft 

2.  Deflection  angles :  Eight,  64' ;  2°-64' ;  4°.64' ;  6°-46^  Radius,  14-327 
chains.  Tangent  distance,  1-696  chains.  Length,  3-376  chains.  Curve  begins, 
130-66  chains ;  ends,  133-926  chains. 

3.  (i.)  0-71,  606,  6-98,  6-21  ft 

(ii.)  0-35,  0-79,  0-87,  0-87,  0-87,  0-87,  0-74  ft.  for  pegs  at  60  ft.  intervals. 

4.  17-492  and  66-687  chains.  3i=21'-83,  «,  to  «„=42'-97,  «4o=26'-22  ; 
Ai=21'-8,  A,=  l°-04'-8,  A,=  lM7'-8  .  .  .  A„=28°;  Oi=0-32  link,  o,=  l-88, 
o,  to  0,0=2-6,    04Q=1-16  liiiks. 

6.  AT=  13-267,  ATi=  14-969,  AM  =6-272,  AN=9-61,  MP=  6-996,  NP=  6-369, 
MN=  12-364  chains. 

6.  Ck)-ordinate  of  P  from  A= 2-866  and  1-764  chains;  AT=  12-324  chains; 
R= 26-429  chains. 

Chainages  at  T=  108-236 ;  at  P  117-916  ;  at  Ti=  131-30  chains. 

7.  R=:  380-4  ft.  Tangent  distances  from  B  and  C= 219-6  and  380-4  ft 
respectively. 

8.  81-213,  82-713,  87-496,  88-996  chains. 

Deflection  angles  for  transition  curve  from  T,  2'-6,  19'-7,  62'-7,  l°-ll'-6. 
The  tangent  M£  at  E  makes  an  angle  of  2''-23'-2  with  ET. 
Deflection  angles  for  circular  arc  from  E,  41'-1,  l''.62'*7,  3''-04'-3,  4''-16'-9 
.  .  .  IV-2S\ 

9.  Ai=0-6,  A,=0-4  ft. ;  L^^  160  ft.  say  2\  chains,  L,=  120  ft.  say  2  chains  ; 
«i»l-3  links,  «,=>0-66  link;  MP=9<332  chains,  NP» 6-700  chains,  AM«8164 
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ohainB ;  AN  =  12-493  ohainB  ;  ohainage  at  T*^  125*803  ohaina ;  deflection  angles 
for  first  transition  ourve  0'-4,  16',  55',  l^'-ll';  angle  TKF»2''-23'.  Deflection 
angles  for  20-chain  curve  from  £,  17',  r-43',  etc.,  to  ^=22''-30',  to  |>i  = 
23^-13'.  Ohainage  at  tj  =  141*506  chains, at  Pi, p^f  or p^  =  142006 chains, if  L= 
1  chain ;  deflection  angles  from  p,  =  1  ""-S',  2°- 17',  etc.,  to  E'  =  13*^-51',  to  T^'  =  15® ; 
pj)t  =  0'ee  link,  :p,:p,  =  0-33  link,  Tu'/'=iSi  =  0-33  link;  chainage  at  E'= 
154096  chains,  at/'=  155096  chains,  at  T'=  156-096  chains. 

10.  (a)  157-80,  158-40,  158-80,  159-00, 15900,  158-80,  158*40,  157-80,  157-00. 
(6)  159-90,  160-65,  161-50. 
(c)  161-30,  160-55,  159-70. 

Ghattkb  XL  (p.  341) 

1.  9740  sq.  yds.  31,600  cub.  yds. 

2.  Half  bi«adths»64-8,  47-8,  57-7,  42-6,  55-9,  41-3  ft  lespeotiyely.    Volume 
B  12,050  cub  yds.  nearly. 

3.  64  cub.  yds.  about. 

4.  96-6,  62,  83-2,  53-5,  65-25,  41-9  ft.   11,610  cub.  yds.  nearly. 

5.  +13-6,  +5-6,  -60,  -15-3,-9-2,  -3-9,-19,  -1-7,  +1-0  ft  about 

6.  1  in  60.    Areas  19,  242,  629,  742,  559,  398,  254»  227,  19  sq.  ft ;  34,660 
cub.  yds. 


Chaptxr  Xn.  (p.  372) 

1.  2*8  ft.  per  sec. ;  4,350,000  cub.  ft.  per  diem  roughly. 

2.  «= 0*017+     '-  ,  where  t;=yeL  in  metres  per  sec,  and  <»  number  of  sees. 

between  sucoessiYe  contacts. 

3.  81-32  cub.  ft  per  sec. 

4.  (a)  822,800  galls,  per  hr. 
(b)  941,200  galls,  per  hr. 

5.  3-073  cub.  ft  per  sec. 

6.  1670,  1331,  1438  ft 

8.  O,  A,  B,  C  are  concentric — ^failure  of  fix. 


Chaftsb  XIII.  (p.  401) 

1.  63°-51'. 

2.  A=  +  4''-09.     B=  -  3''-26.    C=  -  5'-74. 

3.  +12'-52. 

Chapteb  XIV  (p.  423) 

1.  Sag,  -6-985  ft ;  puU,  +2-914  ft ;  temp.,  + 1030  ft. :  Total,  -3041  ft 

2.  :|:00828  ft 

3.  100+0-0104+00065-0-0318=99-9851  ft 

4.  4514-99  ft.  nearly. 

5.  (i.)  +0118  ft.;  (ii.)  --0119  ft.;  (iii.)  +0119  ft;  (iv.)  (a)  +-0038  ft, 
(6) -0099  ft.;  (v.)  -00027  ft.  nearly;  (vi.)- -00019  ft.;  (vii.)  (a)  --0076, 
(6) +0057 -0057=0. 
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Chaftbb  XV.  (p.  434) 

1.  l*»-33'-20';  V-lV-2(f;  SS^'AS'-iff. 

2.  89''-24'-14'-6.    0-156  mile;  0-313  mile. 

3.  Spiral  to  pole.    Great  oirole. 

Ghafteb  XVI.  (p.  453) 

1.  5'-19',  or  with  refraotion,  4'-47'. 

2.  85*»-00'.4O'  W. 

3.  5  h.  4  m.  P.M.  nearly. 

4.  6°-57'.27'  E. 

5.  10  h.  8  m.  36-33  a. 

Chaptbb  XVn.  (p.  490) 

1.  lir-47' from  north. 

2.  24^-2'-8^  from  south,  if  sun  is  setting. 

3.  (L)  4'-3  :  0 ;  5^-8  :  0. 
(ii.)  4'-5 :  0 ;  6'0 :  0. 

(a)  3'.53'.    (6)  28^.    (c)  37". 

4.  89°-39'-36".     71°-19'-36'  nearly. 

5.  l^-18'-9'  S.  (see  Chambers'  tables  for  refraction  oorrections). 

jN.  40^-25'.22'05,  if  smi  is  south  of  Zenith, 
®-   IN.    3*'.36'-69'-25,      „        north 

fN.  4r-  7'.54'-8,         „        south 
^-   IN.    l^-23'.23'-6,        „        north 

8.  l°-46'-22'-2  W. 

9.  (a)  ±10-8  s.     (b)  ±0-63  s. 

10.  About  5  m.  16  s. 

11.  42  m.  14-4  s. 


MlSOSLLAHXOUS  (p.  519) 

2.  S.  71°-34'  W.  nearly. 

3.  83  ft.  below  datum  nearly. 

4.  1427  yds.  nearly.    B  is  129*2  yds.  above  A« 

6.  (a)  1  in  4-47.     (b)  107-28  cub.  yds. 

7.  331-3  ft.    337-2  ft.    436-6  ft 
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Aberration,  chromatio,  52 

spherical,  51 
Abney  level,  15,  66,  67 
A  bouts,  403 

Accuracy,  astronomical  observations,  486' 
490 

barometric  levelling,  224 

base  line  measurement,  422 

chaining,  39-41 

hypsometry,  224 

omnimeter,  262 

photographic  surveying,  493 

plane  table  surveying,  291 

range-finders,  269 

spirit-levelling,  202 

ta<:heometry,  252-257 

telemetry,  266 

traverse  surveying,  140-144 

triangulation,  399 

trigonometrical  levelling,  216 
Achromatic  lens,  52 
Aclinic  lines,  58 
Adjustments,  box  sextant,  72 

chain,  6 

clinometer,  67 

Dumpy  level,  147-150 

level,  Abney,  67 
Ck)oke,  153 
Gushing,  150-151 
Dumpy,  147-150 
precise,  154 
Y,  160 
Zeiss,  157-159 

omnimeter,  261 

optical  square,  5 

photo  transit,  504,  505 

range-finder,  269 

sextant,  73,  74,  75 
box,  72 

striding  bubble,  87 

telemeter,  266 

theodolite,  85-96 
Aeroplane  photography,  507 
Agonic  lines,  57 
Alidade,  274 
Alignment,  errors  due  to  incorrect,  38 

correction  for,  409,  415 
Altitude,  442 
Anallatic  lens,  231,  234 
Aneroid  barometer,  220 


Angle  of  incidence,  46 

of  reflection,  46 
Angles,  accuracy  of  measurements,  107, 399 

measurement  with  Abney  level,  66 
with  clinometer,  65 
with  hand  level,  66 
with  sextant,  70 
with  theodolite,  96,  97,  105,  106 

methods  of  plotting,  110-112 

setting  out  with  chain  and  tape,  10-11 
Aphelion,  436 
Arc  of  excess,  sextant,  75 
Areas,  determination  of,  27-37,  137 

errors  in,  41-43 
Aries,  First  Point  of,  439 
Arrows,  4 

Artificial  horizon,  75 
Astigmatism,  52 
Astrolabe,  484 

Astronomical  terms,  Ch.  xvi.  p.  435 
Aurora  BoreaUs,  59 
Average  area,  rule  for  volumes,  330 

error,  511,  512,  513 

ordinate  rule  for  areas,  30 
Axis  method  of  balancing  a  traverse,  128 
Azimuth,  430,  447 

determination  of,  454-467 

Back  sight,  164 

Balancing  a  traverse,  126  et  aeq. 

axis  method,  128 

Bowditch's  rule,  126 

graphical  method,  129 
Barometer,  aneroid,  220 

mercury,  220 
BarrandStroudrange-finders,263, 267-270 
Base  line,  accuracy  of,  422 

broken,  415 

extension  of,  420 

measurement  of,  Ch.  xiv.  p.  402 

reduction  to  sea-level,  417 
Base  of  verification,  420 
Beacon,  384 
Bearing,  431 
Bench  mark,  162 

new  Ordnance,  198,  199 
Bisection  errors,  99 
Boiling-point  thermometer,  223 
Booking,  angular  measurements,  113 

chain  survey,  9 
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Booking  (conid.) — 

traverBO  survey,  134-136 
Borda  rods,  405 

Boundary,  coi^ventional  sign,  18 
Bowditch's  rule,  126 

derivation  of,  140 
Box  sextant,  5,  12,  69,  96 

accuracy  of  measurements,  71-73 

adjustments  of,  72 

principle  of,  70 

use  of,  70 
Bridges-Lee  photo  theodolite,  493-495 
Bubble  tube,  adjustment  of,  for  level,  148, 
149,  150,  161,  153,  154,  157-159 

adjustment  of,  for  theodolite,  85,  95 

levelling  by  aid  of,  188 

radius  of  curvature  of,  188,  189,  206 

value  of  divisions,  188-189,  206 

Cadastral,  1 

Canada,  photographic  surveying  in,  493, 

503 
Celestial  equator,  439 

horizon,  440 

poles,  439 

sphere,  438 
Centering  arrangement  for  theodolite,  83 

errors  due  to  defective,  98 

of  vernier  plate,  104 
Chain,  adjustment  of,  6 

engineer's,  3 

Gunter's,  3 

metre,  3 

surveying,  Ch.  I.  p.  1 
example,  19-22 
Chaining,  accuracy  of,  39-41  . 

errors  in,  38-39 

method  of,  8 

problems  in,  10-15 
Change  points,  166 
Checks,  chain  surveys,  7,  8,  43 

traverse  surveys,  114,    116,    118,    120, 
122,  124,  126,  138-140 

triangulation  surveys,  112,  113 
Chronometer,  471 
Circle  of  position,  473 
Circumferenter,  76-78 
Ciroumpolar,  448 
Clamp  and  tangent  screw,  82 
Clarke's  spheroid,  432,  435 
Classification  of  surveys,  1,  2 
Clinometer,  accuracy  of,  67 

adjustment  of,  67 

description  of,  65 

Indian  pattern,  290 

use  of,  15,  65,  67 
Closing  error,  125 
Co-altitude,  443 
Co-declination,  442 

Coefficient  of  expansion,  levelling  staff, 
195 

invar  wires,  415 

steel  tapes,  415 
Co-Utitude,  441 
Colby's  compensation  bars,  403,  404 


Collimation,  line  of,  54 

method  of  levelling,  165,  167 
Compass  box,  55,  82,  147,  274,  495 

prismatic,  67-69 

proportional,  24 

traverse,  116-117,  120-124 

trough,  55-56,  82,  115,  274 
Compensating  errors,  509 

chaining,  39,  40 
Compensation  bars,  403,  404 
Computing  scale,  33 
Cone,  volume  of,  325 
Conjugate  foci,  49 
Conjunction,  440 
Constellation,  437 
Continental  maps,  17 
Contouring,  with  clinometer,  178-181 

with  photo  transit,  602 

with  plane  table,  289 

with  tacheometer,  181,  Ch.  vm.  p.  227 
Contours,  173 

under  water,  181,  344 

use  of,  181-184 
Conventional  signs,  18 
Convergence  of  meridians,  430 
Converging  lens,  47,  48 
Cooke's  reversible  level,  151 
Co-ordinates,  calculation  of  areas  from, 
36,37 

consecutive,  125,  134,  135 

independent,  129,  134,  136 
Copying,  23 
Correction  for  alignment,  415 

curvature,  162,  184,  212-216 

dip,  444 

parallal,  445 

puU,  409 

refraction,  162,  186,  212-216,  216,  443 

sag,  410 

sea-level,  417 

semidiameter,  446 

slope,  413 

standard,  417 

temperature,  414 

tension,  409 
Critical  angle  of  refraction,  47 
Cross  hairs,  63 

sections,  170-173,  330 

staff,  4 
Culmination,  447 

prediction  of  time  of,  462 
Cumulative  errors,  609 

in  chainage,  38-40 
Current  meter,  367 

calibration  of,  358 
Curvature  and  refraction,  162,  184,  212- 

215 
Curves,  Ch.  x.  p.  293 

compound,  309,  319 

degree  of,  294 

obstacles  on,  308 

quantities  on,  334 

Uble  for,  323 

transition,  312-321 

vertical,  321 
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Curve  ranging,  offsets  from  chords,  299 

offsets  from  long  chord,  295 

offsets  from  tangents,  296 

Rankine's  method,  303 

two-theodolite  method,  305 

with  tacheometer,  306 
Cushing's  reversible  level,  150 
Cuttings,  conventional  sign  for,  18 

volume  of,  Ch.  xl  p.  325 

Datum,  163,  344 
Day,  sidereal,  448,  449 

solar,  448,  449 
Deal  rods,  404 
Declination,  astronomical,  442 

magnetic,  56-59 
Deflection  angles,  293,  303 
Delambre*s  rule,  393 
Departures,  125 
Dial,  76 

Hedley,  77 

Lean's,  76 

surveying  with,  115  et  aeq. 
Diaphragms,  micrometer  microscope,  64 

illumination  of,  82 

types  of,  53 
Dip,  correction  for,  444 

of  compass  needle,  57,  58 

of  horizon,  185 
Discharge  of  rivers,  357-372 
Ditch  and  hedge,  10 
Diverging  lens,  47-48 
Drop  arrow,  16 
Dumpy  level,  147 

Earth,  shape  and  size  of,  161-162, 435-436 
Earthwork  quantities,  Ch.  xi.  p.  325 
Eastings  and  Westings,  125 
Eccentricity  of  signals,  388-389, 401 

of  verniers,  104 
Ecliptic,  439 
Eidograph,  25-27 
Ehisticity,  modulus  of,  408,  409 
EUipsoid,  162 

EUipticity  of  spheroids,  435 
Elongation,  447 

prediction  of  time  of,  452 
Embankment,  conventional  sign,  18 

quantities,  Ch.  xi.  p.  325 
Engineering  surveys,  2 
Enbrging  of  plans,  23 
Equation  of  time,  449 

variation  in,  449,  450 
Equator,  436,  439 
Equinox,  439 
Error  of  closure,  125 
Errors,   angular  measurements,  98-104, 
107-109 

areas,  41-43 

astronomical  observationB,  486-490 

average,  511,  512,  513 

chaining,  38-41 

levelling,  200-205 

mean  square,  511-512 

omnimeter,  262 


Errors  (conid.) — 

pacing,  41,  123 

permissible,  515 
in  chaining,  40 

Ordnance  Survey,  40 

photographic  surveying,  504 

probable,  511 

steel  band  measurements,  41 

tacheometer,  239-244,  252-257 

theory  of,  App.  I.  p.  509 

traverse,  116,  119,  126,  140-144 

triangular,  108 
Everest  theodolite,  83 
Everest's  constants,  435 
Excavation,  Ch.  xi.  p.  325 
Eye-piece  of  telescope,  53 

Face  left  (f.l.).     See  Face  of  theodolite 

of  theodolite,  102,  103,  106, 107,  108 

right  (f.r.).     See  Face  of  theodolite 
Failure  of  fix,  280  (Case  2),  352 
Fast  needle  traverse,  115,  117 
Feet  equal,  17 

Fence,  conventional  signs  for,  18 
Field  book,  chaining,  9,  20-22 

contouring,  179,  180 

leveUing,  165,  166,  172 

tacheometer,  247 

traverse,  124,  134,  135 
Fix,  bad,  353  et  aeq. 

failure  of,  352  et  aeq. 

good,  352  et  aeq. 
Floats,  rod,  367 

sub-surface,  366 

surface,  366 
Foci,  conjugate,  49 
Focus,  principal,  48 
Follower,  8 
Fore  sight,  164 
Formation  level,  331 

width,  331 
Formulae,     trigonometrical,    516,    517, 
Ch.  xy.  p.  425 

Gate,  conventional  sign,  18 

Gauges,  tide,  199,  345 

Geodetic  arc,  north  of  Lake  Tanganyika, 

108 
Geodetic  Surveys,  1,  383 

Transvaal  and  Orange  River  Colony, 
108 
Geoid,  161-162,  435 
Give  and  take  lines,  27,  28,  32 
Glass  rods,  404 
G.M.N.,  450 
G.M.T.,  450 
Gradients,  15, 16, 65-67, 189, 191-193, 321, 

322,  331,  413 
Graduation  errors,  104 
Great  circles,  436 

Greenwich,    magnetic     declination      at, 
57 

mean  time,  450 
Guatemala,  Reconnaissance  Survey,  144 
Guldinus's  rule,  334 
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Haif-breadths,  331 
Hand  level,  66,  67 
Hedge,  conventional  sign,  18 

and  ditch,  10,  18 
Hedley  dial,  77 
HeliographB,  384 
HeliosUta,  384 
Heliotropes,  384 
Hook  gauge,  370 
Horizon,  artificial,  75 

celestial,  440 

dip  of,  185 

glass  of  sextant,  70 

rational,  440 

sensible,  440 

visible,  75,  440 
Horizontal  angles,  measurement  of,  70, 
06,  105,  106,  386-387 

axis  of  theodolite,  adjustment  of,  87-80 

surface,  162 
Hounslow  Heath  Base,  885,  404 
Hour  angle,  447 
Huygenian  eve-piece,  53 
Hydraulics,  Ch.  xn.  p.  344 
Hydrographical  surveying,  Ch.  xu.  p.  344 
Hypsometry,  223 

Ice  bar  apparatus,  407 
Illumination  of  cross-hairs,  82 
India,  Great  Trigonometrical  Survey  base 
lines,  422 
Great   Trigonometrical   Survey    theo- 
dolites, 385-386 
Great  Trigonometrical  Survey  triangula- 
tion,  381 
Inset,  8 

Instruments,  astrolabe,  484 
box  sextant,  5,  12 
circumferenter,  76-78 
clinometer,  65 

compass,  55,   56,   82,    115,    147,  274, 
405 
prismatic,  67,  60 
current  meter,  357 
dial,  76,  77 
eidoffraph,  25-27 
hand  level,  66 
level,  Abney,  15,  66,  67 
Cooke's,  151 
Cushing's,  150 
Dumpy,  147 
hand,  66 
Y,  150 

Zeiss,  155-150 
miner's  dial,  76,  77 
omnimeter,  258-262,  263 
optical  square,  4-6,  13 
pantagraph,  24-25 
planimeter,  33-35 
prismatic  astrolabe,  484 

compass,  67-60 
range-finders,  262-270 
semicircumferenter,  77 
sextant,  5,  12,  73-74 
tacheometer,  227 


Iiutniments  [oonid.) — 
telemeter,  123,  263-266 
theodolite,  Everest,  83 

photo,  403 

plain,  82 

transit,  70-82 

Y,  82 
Invar  wires,  407,  423 
Isoclinic  lines,  58 
Isogonic  lines,  57 

Jupiter*8  satellites,  473 

Kepler's  laws,  436,  440 

Kern  level,  153 

King's  Sedgmore  Base,  385 

L.A.N.,  450 
L.A.T.,  450 
Latitude,  definition,  441 

determination  of,  474 
Latitudes  and  departures,  125 
Leader,  8 
Lean's  dial,  76 
Legendre's  rule,  303 
Lens,  anallatic,  231,  234 
Lenses,  types  of,  48 

fundamental  equation,  51 
Level,  Abney,  15,  66,  67 

adjustments  of,  147-150 

Cooke's,  151 

Cushing's,  150 

Dumpy,  147 

hand,  66 

Kern,  153 

precise,  153 

surface,  161 

Y,  150 

Zeiss,  155-150 
Levelling,  accuracy  of,  200-205 

bench  marks,  162,  108-200 

method  of  booking,  165,  166 

new  Ordnance  system,  108 

photographic,  501 

plane  table,  280 

precise,  105-202 

reciprocal,  186 

revised  Ordnance,  108 

screws,  85 

staff,  150-161,  103,  105,  200 

tacheometric,  Ch.  vm.  p.  227 
Libra,  First  Point  of,  430 
Line  of  collimation,  54 

adjustment  of,  80-05 
Lines,  base,  Ch.  xiv.  p.  402 

chain,  8,  0 

ranging,  15 
Link,  2,  3 
Lithography,  23 
L.M.N.,  450 
L.M.T.,  450 
Local  time,  467 
Location  surveys,  2 
Longitude,  441,  451,  467 

conversion  to  time,  451 
Longitudinal  sections,  162  e<  seq. 
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Loose  needle  trayerse,  115 
Lossiemouth  Base,  385,  399-400,  423 
Lough  Foyle  Base,  385,  399 
Lunar  distances,  471 
ocoultations,  471,  472 

Magnetic  compass,  56-56,  454 

declination,  56-59 

inclination  or  dip,  57 

needle,  55-56 
Magnetism,  55 

Malta,  triangulation  of,  379,  381 
Map  projections,  399 

"  references,"  17 
Marsh,  conventional  sign,  18 
Mean  noon,  449 

sun,  449 

time,  449 
Mekometer,  266 
Meridian,  celestial,  441 

convergence  of,  430 

definitions,  430,  436 

determination  of,  Ch.  xvn.  p.  454 
Micrometer  microscopes,  63, 64, 79, 80, 249 
Mid-ordinate  rule  for  areas,  32 
Miners'  dial,  76,  77 
Mirror  clinometer,  65 

horizon,  70-74 

index,  70-74 
Mistakes,  509 

in  chainaee,  38 

in  theodoUte  observations,  105 
Misterton  Carr  Base,  385 
Moon,  440 

observations  for  time,  471-473 

Nadir,  440 

Napier's  rules  of  circular  parts,  518 

Nautical  mile,  433 

sextant,  73-74 
adjustments  of,  74-75 
New  York  City  levelling,  196 
North  Pole,  436,  439 

determination  of,  Ch.  xvii.  pp.  454-467 
Northings  and  Southings,  125 
Notches  and  weirs,  discharge  over,  369-372 
Nutation,  439 

Object  glass,  52 
Obstacles,  11-15 
Occultation,  440 
Odometer,  123 
OfiFset,  8 

scale,  16 

staff,  4 
Ohio  River  Survey,  143 
Omnimeter,  258-262,  263 
Opposition,  440 
Optical  centre  of  lens,  49 

square,  4-6,  13 
Optics,  Ch.  n.  p.  46 
Orange  River  Colony.    See  Transvaal  and 

Orange  River  Colony. 
Ordnance  Survey,  385 

bases,  385 


Ordnanoe  survey  (cotUdJ) — 
bench  marks,  198,  199 
datum,  164,  344 
levelling,  198 

staff,  161 
permissible  errors,  40 
probable  errors  in  angles,  109 
scales,  17 

Pacing,  123 

Pantagraph,  24,  25 

Parabolic  rule  for  areas,  31 

Parallax,  adjustment  for,  54, 56, 63, 64, 99 

annual,  438 

correction  for,  445 

diurnal,  438,  445 

geocentric,  438,  445 

horizontal,  445,  446 
Parallel  plate  bubbles,  adjustment,  85-87 
Parallelopiped,  volume  of,  327 
Passometer,  123 
Pedometer,  123 
Pendulum  device,  193 
Perambulator,  123 
Perihelion,  436 
PhUadelphia  staff,  161 
Photogammetry,  493 
Photographio  surveying,  493 
Photo-prints,  23 

theodolite,  493 
Pitot  tubes,  366 
PUne  table,  274 

surveying,  274-292 
accuracy  of,  291 
contouring,  289 
procedure,  276 
traversing,  287 
three-point  problem,  278-285 
two-point  problem,  285-287 
Planets,  436 
Planimeter,  35 

theory  of,  33,  34 
Plotting,  499 
Plumb-bob,  193 
Point  of  curve,  293 

tangent,  293 
Polar  distance,  442 
Polaris,  437 
Pole,  436 

elevated,  447 

Star,  447 
Precession  of  the  Equinoxes,  442 
Precise  levelling,  195-202 

staff,  195 
Preliminary  surveys,  2 
Prime  vertical,  439,  441,  464,  468 
Principal  axis  of  lenses,  47-48 

focus  of  lenses,  48 
Printing,  photo,  23 
Prism,  volume  of,  326 
Prismatic  astrolabe,  484 

compass,  67-69 
Prismoidal  formula,  327 
Probability  curve,  511 
Probable  error,  511 
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ProjectionB,  399 
Proportional  compassefl,  24 
Protractor,  110 

used  as  clinometer,  65 

yemier,  110 
Pull,  correction  for,  409 
Pyramid,  volume  of,  326 

Quantities,  Ch.  xi.  p.  325 
on  curves,  334 

Railway,  conventional  signs,  18 

curves,  Ch.  x.  p.  293 

location,  2 
Ramsden  cham,  385,  404 

eye-piece,  53 

theodolite,  385 
Range-finders,  262-270 

Barr  &  Stroud,  263,  267 

mekometer,  266 

telemeter,  263 

Zeiss,  263 
Ranging  rods,  4 
Rankine's  method  of  curve  ranging,  293, 

303 
Reciprocal  levelling,  186,  212 
Reconnaissance,  2,  144 
Reduced  bearing,  124  e<  seq. 
Reducing  plans,  23 
Reduction  of  levels  to  centre,  139-140, 

388^1 
Reference  tape,  417 

map,  17 
Reflection,  laws  of,  46 

prismatic,  47 
Refraction  and  curvature,  162,  184 

coefficient  of,  215 

correction  for,  443 

index  of,  46 

laws  of,  46 

terrestrial,  215,  388 
Reiteration,  106,  108,  378,  386 
Repetition,  105,  108,  378,  386 
Representative  fraction,  17 
Repsold  theodolite,  108 
Residual  errors,  512,  513 
Reversible  level,  Gooke*s,  151 

Cushing's,  150 
Rhuddlan  Marsh  Base,  385 
Right  angles,  to  set  out,  10,  11 

ascension,  442 
Ripples,  discharge  of  rivers  from,  369 
Rise  and  fall  method  of  levelling,   166, 

168 
Rivers,  discharge  of,  357-372 
Rods,  measuring,  compensating,  404 

measuring,  deal,  404 

measuring,  glass,  404 

offset,  4 

ranging,  4 

Sag,  corrections  for,  410 
Salisbury  Plain  Base,  385 
Satellites,  437 
Satellito  stations,  139-140,  388, 401 


Scales,  17 

offset,  16 
Scotland,  triangulation  of,  380 
Sea-level,  reduction  to,  417 
Sections,  cross-,  170-173 

longitudinal,  162  et  seq. 
Semi-circumferenter,  77 
Semi-diameter,  correction  for,  446 
Setting  out,  189 
Sextant,  box,  5,  12 

nautical,  73-74 
Shadbolt  artificial  horizon,  75 
Shifting  base  of  theodolite,  83 
Side-distances,  331,  337 
Side-widths,  331,  337,  338 
Sidereal  time,  448 
Sight  rails,  189 
Signals,  383,  457,  471 
Simpson^s  rule  for  areas,  31 
Slip,  104,  106 
Slope,  chaining  on,  15-16 

corrections  &r,  16,  413 
Solar  attachment,  482 

focus,  48 

system,  436 

Ume,  448 
Solstice,  442 
Sopwith  staff,  160 
Soundings,  344 

example,  373-375 

location  of,  346 
Southings,  125 
Sphere,  435 
Spherical  excess,  392,  429 

trigonometry,  Ch.  xv.  pp.  425,  517 
Spheroid,  Clarke's,  435 

Everest's,  435 

oblate,  435 

prolate,  435 
Spire  test,  88 

Spirit-level.    Su  Bubble  tube. 
Stadia,  227-262 
Staff,  cross,  4 

levelling,  159-161,  200 

stadia,  227 

tarset,  161 
Stan&rds,  402 

corrections  for,  417 
Station  pointer,  350 
Stations,  selection  of,  378 
Steel  band,  3 

chains,  403 

invar,  407 

tapes,  407 
Stepping,  16 

Stereophotogammetry,  506 
Striding  bubble,  87 
Struve's  bars,  406 
Sub-solar  point,  473 
Sub-stellar  point,  473 
Subtense  theodolite,  262 
Sumner's  graphical  construction,  473 
Sun,  observations  on,  75,  454,  460,  464 

mean,  449 
Sunspots,  59 
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Surveys,  cadastral,  1 
chain,  Ch.  i.  p.  1 
classification,  1,  2 
compass,  115,  122,  144 
dial,  Ch.  y.  p.  110 
engineering,  507 
expeditionary,  122 
exploratory,  2 
geodetic,  1,  383,  423 
hydrographic,  2,  Ch.  xii.  p.  344 
location,  2 

marine,  2,  Ch.  xn.  p.  344 
military,  2,  69 

photographic,  2,  Ch.  xvni.  p.  493 
plane  table,  2,  Ch.  ix.  pp.  274-292 
preliminary,  2,  493,  507 
reconnaissance,  122,  144 
route,  122 

stadia,  Ch.  vm.  pp.  227-262 
tacheometric,  2,  Ch.  vm.  pp.  227-262 
theodolite,  Ch.  v.  p.  110 
topographical,  1,  143,  257,  383,  493 
traverse,  2,  Ch.  v.  p.  110 
triangulation,  2,  Ch.  xiii.  p.  377 
trigonometrical,  113,  377 
underground,  115,  120 

Tacheometer,  determination  of  constants, 
229 
principle  of,  228 
Tachcometry,  errors  in,  239 
field  book,  247 
interval  method,  248 
principle  of,  228 
subtense  method,  249,  252,  262 
tangential  method,  251-257,  262 
Tangent  screw  arrangement,  82 
Tangential  angles,  curve  ranging  by,  303 

method  of  tacheometry,  262 
Tapes,  linen,  3 

steel  3 
Telemeter,  123,  263-266 
Telescope,  52 

Temperature,  correction  for,  414 
Tension,  correction  for,  409 
Terrestrial  refraction,  215 
Tertiary  triangulation,  382,  385 
Theodolite,    accuracy    of   measurements 
with,  107-109 
adjustment  of  transverse  axis,  87 
of  line  of  collimation,  89-91 
of  plate  bubbles,  85-87 
of  telescope  bubble,  95 
centering  arrangement,  83-84 
errors,  98-105 
Everest,  83 

special  adjustments,  94,  95 
levelling  with  inaccurate  bubbles,  86 

with  large  bubble,  87 
photo,  493 
plain,  82 

special  adjustments  of,  94-95 
setting  up,  83 
shifting  base,  83-84 
size  of,  80 


Theodolite  (conicU)— 

to  measure  horizontal  angle,  96 
vertical  angle,  97 

to  range  line,  97 

transit,  79-82 

Y,  82 
special  adjustments  of,  94-95 
Three-point  problem,  278-285,  349-357    . 
Thrupp*s  formula,  369 
Tide  gauges,  199,  345 

pole,  203 
Tie  lines,  7 
Time,  astronomical,  449 

civil,  449 

Greenwich,  471 

local,  469 

observations  for,  448,  469 

sidereal,  448-449 

solar,  448-449 

to  convert  sidereal  to  solar,  451 
solar  to  sidereal,  451 
Topographical  surveys,  1,  383 
Transit  of  star,  447 

prediction  of  time  of,  452 
Transit  theodolite,  79-82 
Transvaal  and  Orange  River  Colony,  197, 

388,  389,  401,  457,  458 
Trapezoidal  rule  for  areas,  30 

for  volumes,  329 
Travelling  rod,  189 
Traverse,  accuracy  of,  140-144 

area  of,  36-37,  137 

balancing,  126 

Bowditch's  rule,  126,  130 

checking,  138 

co-ordinate,  consecutive,  125 
independent,  129 

error  of  closure,  125 

errors  in,  119,  140-143 

fast  needle  method,  117 

free  needle  method,  1 15 

included  angle  method,  117 

plane  Uble,  287-289 

survey,  112  et  aeq. 

underground,  120 
Tree,  conventional  sign  for,  18 
Triangle  of  error,  278 
Triangles,  best  shape  of,  389 
Triangular  error,  108 
Triangulation,  Ch.  xin.  p.  377 

accuracy  of,  399 

form  of,  379 

major,  383 

minor,  383 

primary,  382,  385 

secondary,  382,  385 

tertiary,  382,  385 
Tribach  arrangement,  85 
Trigonometrical  survey,  112,  Ch.  xin.  377 

levelling,  208-218 
Trocheameter,  123 
Turning  points,  162 
Two-point  problem,  285-287 

Underground  surveys,  115,  120 


636 


SmiVEYING 


United  States  base  line  apparatus,  406 

great  theodolite,  385 

ice  bar  apparatus,  407 
Ursa  major,  437 

minor,  437 

V  notch,  discharge  over,  371 
Variation,  magnetic,  57 
Velocity  of  approach,  370,  372 
Verification,  base  of,  385 
Vernal  equinox,  439 
Vernier,  60 

direct,  60 

double,  62 

examples  of,  67,  70,  72,  73,  75,  76,  77, 
78,80 

retrograde,  61 
Vertical  angles,  388 

circle,  79,  80,  82,  96 

circles,  441 

curves,  321-322 

prime,  441 
Volumes  of  banks  and  cuttings.  Oh.  xl 
p.  325 


War  maps,  17 

Waving  of  levelling  sta^  194 

Weighting  of  observations,  137,  514 

Weirs,  diiK^harge  over,  369 

Westings,  125 

Whites,  4 

Wires,  invar,  407 

steel,  407-408 
Woods,  conventional  sign  for,  18 


Y  level,  150 

theodolite,  82,  83 
Year,  anomalistic,  448 

civil,  448 

sidereal,  448 

solar  or  tropical,  448 


Zeiss  level,  200 
range-finder,  263 

Zenith,  440 
distance,  443 
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